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PREFACE TO THE THIRD EDITION 


This book, extracted from m5' Thermodynamics, is intended for short 
courses. Its feature is that its explanations are not shortened, but are as 
complete and clear as in a full length work. Thus this approach is expected 
to appeal to those who wish to offer a short theoretical course by omitting 
topics, rather than by covering hurriedly many topics. Even though the 
book is relatively short, too much material is probably included for the 
shortest coimses, in which case, the teacher has some choice of topics to 
be covered. 

While ideal gases are covered first (so as not to confuse the student with 
the consequences of the phenomena of* evaporation and condensation), most 
of the basic theory' has been covered at the outset; and there is a clearer 
indication of which principles and methods apply to gases and which to 
vapors. I think that the result of the reorganization and the changed 
•^dewpoint will be that the student leaves the short course with a more 
significant comprehension of the subject. 

The problems are placed at the rear; somewhat more than enough for 
a course. The teacher may be interested in noting that manj’ of the prob- 
lems in Problems on Thermodynamics by Faires, Brewer, Simmang are 
appropriate to this book, and that moreover this problem book contains 
a set of steam fables and other useful reference material. 

AH comments, suggestions, and notices of errors udU be gratefully received. 
Since it is alwa3's difficult to decide what matter to include in a book for a 
short course in thermodjuiamics, opinions on this subject will be welcomed. 
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SYMBOLS 


With few exceptions, the ASA standard symbols have been used, but the 
choice of sj'mbols has been influenced by those used in the ASHAE Guide 
and in Keenan and Kaye Gas Tables. 

A area; mass number, 

acceleration. 

volumetric percentage of a component in a mixture; represents 
a heat unit, 
a constant. 

Cv molar specific heats at constant pressure and at constant 

volume. 

clearance ratio in engines and compressors; specific heat, 
Btu/lb-°F; Cp, specific heat at constant pressure; c,, specific 
heat at constant volume; c„, polytropic specific heat, 
diameter. 

a dimension; distance. 

general symbol for energy; total stored energy of a system; Ec, 
electrical energy; Ec, chemical energy and energy chargeable 
against an engine in obtaining the thermal efficiency; E/, 
energy dissipated in friction (not a different kind of energy) ; 
Ea, available energy; E„, unavailable energy; Ei, total stored 
energy. 

thermal efficiency; e^, brake thermal efficiency; e,-, indicated 
thermal efficiency; en, combined or over-all thermal efficiency; 
e„, nozzle efficiency. 

force or total load; angle factor in radiation; Fe, emissivity 
factor. 

acceleration of gravity; g„, standard acceleration of gravity, 
total enthalpy of w lb. of substance; enthalpy of a mixture, 
specific enthalpy; h/, specific enthalpy of saturated liquid; 
hg, specific enthalpy of saturated vapor; h/g, change of specific 
enthalpy during evaporation; hg 2 , enthalpy of saturated vapor 
at state 2, etc.; h, enthalpy of one mol of substance; h°, 
enthalpy in standard state (77°r). 

vii 
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SYMBOLS 


Vtlt 

h film coefficient. 

hp liorsepowcr , hhp, brake horsepow er, thp, indicated horsepow er , 

fhp, friction horsepower 

/ correction factor for initial velocity in nozzles 

J Joule’s constant (« 778) 

K kinetic energy. 

k the ratio c,/c, 

k conductivity 

L distance, length, stroke of piston, represents unit of length, 

L", stroke m inches 
M Mach number 

M molecular weight, lb /mol, M„ molecular weight of gas .Y, etc 

DU momentum 

m mass in slugs, percentage steam bled in regenerative cycles, 

exponent m pF" = C, which defines the pF relation at the end 
points of an irreversible process 

N number of anything, number of mols of a gas, number of pow er 

cycles per minute completed by an engine 
n revolutions per minute (rpm), polytropic exponent 

P potential energy, represents the unit of a pound 

p unit pressure (psi or psf), p„, mean effective pressure (mep), 

pm/, indicated mep, p«e, brake mep, p„, stagnation or impact 
pressure, p„ relative pressure 

Q heat, Qx, heat added, <?R, heat rejected, Qr radiated heat, etc 

q heating value, qt, lower heating value, g* higher heating value 

R specific gas constant, pp/r /C, universal gas constant 

T radius, ratios, reheat factor, r*, isentropic compression ratio, 

Tc, cutoff ratio, r,, pressure ratio, r„ expansion ratio 
S total entropy 

s specific entropy, »/, specific entropy of saturated liquid, s^, 

specific entropy of saturated vapor, change of specific 
entropy during vaporization, s,*, specific entropy of saturated 
vapor in state 2, etc 

T absolute temperature, usually d^rees Rankine, To stagnation 

temperature 

t temperature usually m d^rees Fahrenheit, time, stagna- 

tion temperature 

U total internal enei^, over-all transmittance 

u specific internal cneigy, «/, for saturated liquid, u„, for satu 

rated vapor, «/,, change during vaporization, ti/ 2 , for a satu- 
rated liquid m state 2, etc 
internal energy of one mol of substance 
total volume, Vo, displacement volume 
V specific volume, t,, relative volume 



SYMBOLS 


tx 


V volume of one mol. 

V velocity; speed. 

W work; TT^’r, indicated work; W b, brake work; Wk, combined 

work; Wj, flow work; Wp, pump work. 
w mass in pounds; mass flow per unit time; Wf, specific fuel con- 

sumption; Wb, brake steam rate; w„ indicated steam rate; Wt, 
combined steam rate. 

X quality of a two-phase system. 

y percentage (or fraction) of liquid in a two-phase system. 

z altitude; potential energy of one pound, ft-lb./lb. 

Z atomic number. 

a (alpha) constant in specific heat equation; absorptivity, 
d (beta) constant in specific heat equation ; coefficient of thermal expan- 
sion; bulk modulus. 

7 (gamma) constant in specific heat equation; coefficient of performance; 

specific weight; angle. 
d (delta) angle. 

£ (epsilon) effectiveness; emissivity. 

7) (eta) efficiency ratios; engine efficiency; combustion efficiency; rji, 
brake engine efficiency; rjc, compression efficiency (adiabatic if 
not qualified); yd, discharge coefficient; y,, indicated engine 
efficiency; yi, combined engine efficiency; ij„, mechanical effi- 
ciency; y„, nozzle velocity coefficient; yp, propulsive efficiency, 
pump efficiency; y,, effectiveness of regenerative process, effi- 
ciency of reaction blades; y„ turbine stage efficiency; y,, volu- 
metric efficiency. 

6 (theta) represents unit of temperature; angle. 
y (mu) degree of saturation; absolute viscosity, 

ir (pi) 3.1416 . . , 

p (rho) density. 

0 - (sigma) Stefan-Boltzmann constant. 

T (tau) time; represents a unit of time. 

4> (phi) relative humidity; angle; used to mean function of. 
u (omega) humidity ratio; angle. 

A (delta) indicates a difference or a change of value, A< = change of 
temperature or difference in temperatures, in accordance with 
the context. 



ABBREVIATIONS 


A/F 

air fuel ratio 


cated horsepower, fhp 

AIChE 

American Institute of 


friction horsepower 


Cbemica] Engrnecrs 

ICE 

internal combustion 

ASA 

American Standards 


engine 


Association 

ID 

inside diameter 

ASME 

American Society of 

imep 

indicated mean effective 


Mechanical Engineers 


pressure 

ASHAE 

American Society of 

ke 

kilogram 


Heating and Air Coti 

kw 

kilowatt 


ditionmg Engineers 

LMTD 

logarithmic mean tem 

atm 

atmospheres a unit of 


perature difference 


pressure 

In 

natural logarithm 

BDC 

bottom dead center 


(base e) 

bhp 

brake horsepower 

LOCE 

law of consert ation of 

bmep 

brake mean effective 


energy 

pressure 

log 

logarithm to the base 10 

Btu 

British thermal unit 

LP 

low pressure 

cfm 

cubic feet per minute 

mep 

mean effective pressure 

cgs 

centimeter gram second 

mev 

million electron volts 

system 

mph 

miles per hour 

cm 

centimeter 

OD 

outside diameter 

cpm 

cycles per minute 

psf 

pounds per square foot 

CDS 

cycles per second 

pst 

pounds per square inch 

da 

dry ait 

psia 

pounds per square inch 

dg 

dry gas 


absolute 


electron volt 

psig 

pounds per square inch 

F/A 

fuel air ratio 


gage 

fpm 

feet per minute 

rpm 

re\ olutions per minute 

fps 

feet per second 

rps 

revolutions per second 

fps* 

feet per second second 

TDC 

top dead center 

gpm 

gallons per minute 

TEL 

tetraethyl lead 

HP 

high pre^ure 

SAE 

Society of Automotive 

P 

horsepower bhp brake 


Engineers 


horsepower, ihp mdi 

V 

vapor 
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THERMODYNAMIC PROPERTIES 


Introduction. Thermodynamics is that branch of physics which treats 
of various phenomena of energy, and especially of the laws of transformalions 
of heat into other forms of energy, and vice versa. Examples of such trans- 
lormations arc: the process of converting heat into work, of converting 
electricity into heat (because of a resistance), and any chemical reaction 
(heat of reaction). In engineering, the science is conventionally divided 
into two parts: chemical thermodynamics, Avhich is devoted largely to reac- 
tions and solutions, and the thermodynamics concerned wth the production 
and use of work and power. This division is fortuitous, as the areas merge 
at many points. Moreover, there are aspects of the science that may not be 
included in either of the foregoing parts, notablj^ the thermodynamics of 
atomic processes, those processes in wliich the structure of the atom is 
changed. 

This book is the story of power, the demand for which is increasing at 
geometric rates. Using the basic principles, we shall study the theory of 
internal combustion engines, gas turbines, air compressors, steam turbines, 
refrigeration, air conditioning, and a few miscellaneous topics of related 
interest such as the flow of fluids and heat transfer. Insofar as possible, 
we shall apply the theory to actual engineering situations shortly after the 
theory has been developed. This plan of study should engender the reader’s 
interest and result in a more intimate understanding of the implications of 
the theory. It is assumed in the writing that the reader is familiar mth 
the contents of an introductory book on engineering physics and that he 
can handle simple calculus. 

Thermodynamics takes the macroscopic or large-scale view rather than 
the microscopic {!).* The science has been developed without regard to 

* Italicized Arabic numerals designate a reference at the end of the book. In many 
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the structure of matter A prcs-nire gage indicates the average pressure of a 
gas at rest in a container Since a finite quantity of a gas is composed of a 
tremendous number of molecules about 4 5 X 10"® in one cubic inch at 
atmospheric temperature and pressure each movong with its independent 
\elocity it may occur (nucroscopically) that the pressure at a point is 
momentanly quite high (or low) because by chance a number of high 
^eloclty (or low \elocity) molecules have just happened to stnke that point 
However the area of that part of the instru ment which the molecule s 
a ctually strike is so large compared with the area of the point, t hat the 
i hstrument gives a statistical answer that i ^ it measur es the force ev erted 
by the pounding of a large number of moleculS^ but ot a relativ el^ sm all per^ 
c entage of the total mimTij r The actual number sinking the mstruraent is 
large enough to provide an adequate statistical sample Hence we safelj 
conclude that the same pressure would be indicated at an> and all other 
positions m the container (cfTcct of grav ity negligible) Similarly the tem 
perature which indicates something of the level of energy m a body is a 
statistical measurement obtained from the action of a large sample of 
molecules (the macroscopic view) and it tells nothing of the energy of a 
single molecule (the microscopic view — really submicroscopic) 

In cnginccj'iiig applications vvF often find it expedient to neglect some 
macroscopic effects The temperature of a substance m a container is 
virtuallj a certain value but wc maj knowingly neglect the effect of a 
Jocaliaed spot where the temperature is significantly higher or lower Since 
the engineering of thermody na mics is the art of applying the scien^ of. 
therm o dj namics, oii d g juflgliiOht anu evpericnce a re used to decide whethp r 
or not such macroscopic dIffuiUUl'CgrthUy bh'&aieiy ignored 

St the outset oi our study we should become familiar with certain 
concepts at the foundation of tlie subject 

-2 The System and the Working Substance A system is that portion of 
the universe an atom or a galaxy or some certain quantity of matter, which 
wc specifically wash to study * lltsa region enclosed by specified boundaries 
or by imaginary but definite menial boundaries We isolate a sy stem or region 
m our minds because we wish to study transformations of energy occurring 


cases the reference w ii£ be an acknowledgement of the use of an idea or other inforaation 
The interested reader should find elaboration or a related discussion in tl e work cited 
* As Humpty Dumpty said to Alice m Vtonderland \\1 en 1 use a word it means 
just what I choose it to mean — neither more nor less It is only natural that as a 
science develops there should be troubles with the meanings o! nords On the a hole 
the science of thermodynamics is well developed but unfortunately there are several 
words which do not jet have a si^le precise and generally accepted definition In 
general the reader should expect to find non and then the same word being used bj 
various writers to mean different things and different words to mean the same thing 
and he should be alert to this situaton E F Obert in an ASEE paper on Teaching 
the concepts of stale pro-perties boundanes systems etc (S) has highlighted variations in 
the definitions of some important thermodynamic terms 
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■witliin the boundaries, and the passage of energj' (if any) across the sys- 
tem’s boundaries, to or from the surroundings, which passage may or may 
not be accompanied bj' the mo'S'eraent of matter across the boundaries. The 
region all about the S3'stem, outside of the boundaries, is called the surround- 
ings or environment. The Jree body in analj-iic mechanics is a system, 
in winch the mode of analj’sis is based on Newton’s laAvs of motion. The 
principal mode of anah'sis in thermodjmamics is on the basis of energj^ laws. 
~^hc working substance in thermodynamics is a fluid in which energy can ha 
stored and from which energy ean be removed. The purpose of storing and 
removing energj' is to bring about desired energy transformations, such 
as transforming heat into work. A large part of this study is devoted to 
learning about this particular transformation. Examples of working sub- 
stances are: steam in a steam turbine, air in an air compressor, air-and-fuel 
mixture in an internal combustion engine, and luatcr in a hj'draulic turbine./ 

A working substance, or a certain mass of working substance, may be 
(and in this book usualh’ is) taken as the system. HoAvever, the ivord 
system has a more general connotation. |^he sj-stem which the mind has 
surrounded with imaginarj' boundaries maj’' be an electric motor, a storage 
batter}', or a shaft and propeller combination on an airplane.! The mind can 
place the boundaries of the system wherever desired, as easily in one position 
as another. If a block is slid i ng doTO a rough incline, we may fake the 
block aloi m as the system, or the block and the incline to gether. In another 
situation, the system may be the turbine (which would include effects at the 
bearings) or it may be the region rrithin the turbine through which the work- 
ing substance passes. In the case of a reciprocating engine, the system may 
be taken as the fluid in the cylinder; it may be the fluid plus the piston and 
piston rod (which would enclose the frictional effects at glands and cylinder 
walls) ; it may be the whole engine, or the whole power plant. Whatever 
the system is, it is important to maintain a precise mental picture of its 
limits or boundaries. While considering a particular problem, the reader 
should make a conscious effort to define the boundaries and then to keep 
them in mind. 

In a closed systemj matter does not cross the boundaries. Energy may, 
however, flow into or out of this system. An open system is one where 
matter -passes across its boundaries. Energy may also pass across the bound- 
aries, either with the flow of mass or separately. The mass of matter in an 
open system may vary ■n’ith time or be constant. A special case with which 
we shall frequently deal is one in which the rate of flow of mass into the 
system is constant and equal to that lea-vdng the system (constant mass in 
the system), called a steady flow system. 

3. The Pure Substance. We shall consider that o pure substance is a 
single substance which retains an unvarying molecidar structure or a fixed 
solution of homogeneous substances, each of which retains an unvarying molecu- 


4 THERMODYNAMIC PROPERTIES [Ch 1 

hr structure (S) Thus a Bystem of pure oxygen is a pure substance, as is 
dry air (in the gaseous state) ubich is largely a solution of oxygen and 
nitrogen noth fixed percentages of each component A system of ice water 
and n ater vapor may bo considered to be a pure substance, since the m olecu- 
la r structure _in all parts is the same (substantially so, although there are 
other water molecules than H»0) E xamples of syste ms which are not pure 
substances are a mixt ure of oil and xvater, because they mil not g o into 
solution, liquefi ed dry air m conta ct xvith its vapor because, since the con 
densing temperatures (boiling points) of oxygen and nitrogen are different, 
the rclatne percentages of oxygen and nitrogen in the liquid and in the 
vapor would change — that is, the solutions before and after partial conden 
sation would not bo the same, also, a system which includes any chemical 
process such as combustion would not be a pure substance during the 
process, because the molecular structures before and after the process are 
different 

In general a pure substance may exist m any of three phases the solid 
phase, the liquid phase and the gaseous phase Under certain conditions 
(§ 230) all three phases may coexist Melting is the change of phase from 
solid to liquid Heat must be added to cause melting The change in the 
rex ersed direction liquid to solid is freezing or solidifying The change of 
phase from the liquid to the gaseous phase is called t'o^on;ahon, and the 
liquid 13 said to veponze (or hoit) The change from vapor (gaseous phase) 
to liquid IS condensation, and during the process the vapor is said to be 
condensing 

Not all substances pass through those three phases, some normally pass 
directly from the solid to the gaseous phase a change of phase called sub- 
bmaiton Moreover many substances which ordinarily pass through the 
three phases may sublimate under certain conditions For example a piece 
of ice exposed to the atmosphere at temperatures below 32°F mil sublimate, 
and given time, ivill pass entirely into the atmosphere as w ater vapor (steam) 
Dry ice, which is solid carbon dioxide, sublimates as you would ordinarily 
use It, while it receives heat 

In our study of thermod 3 Tianucs we shall usually be dealing with a 
pure substance in fluid form A fluid ts either gas or liquid, or both The 
significance of the pure fluid to our study is that any particular condition of a 
fluid at rest is completely defined by tv>o independent properties, provided there 
are no effects from motion graxity capillanty electricity or magnetism 
(S) This brings us to the mailer of how lo define the condition of a pure 
substance 

4 Properties and State In order to compute changes of energy which 
have occurred in a system or working substance we must be able to express 
the behavior of the system in terms of descriptive characteristics, ivhich are 
called properties Properties which are familiar to the reader from prior 
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study include pressure p, temperature T, density p, and specific volume v, 
each of which is to be discussed shortly. 

The condition (state) of a pure substance in liquid or gaseous form is 
defined by two independent properties. If these two properties are stipu- 
lated, the state of the substance is set. By this, we mean that all other 
properties of the substance, have certain particular values whenever the 
substance is in this particular state. There are a number of properties 
of interest and utility, but the working list for the heat-power engineer 
includes those mentioned above, together vith specific internal energjq 
specific enthalpy, and specific entropy. (These terms are studied later.) 
Now repeating the idea of the first sentence of this paragraph, we may say 
that if the pressure and specific volume of a certain pure substance are 
stipulated, the temperature will be a certain value, as will the specific values 
of internal energy, enthalpy, and entropJ^ No matter what happens to the 
substance (no chemical change, though), bo it compressed, heated, expanded, 
or cooled, if it is returned to the stipulated pressure and volume, the other 
properties also return to values identical, respectively, vith their original 
values. See Fig. 1. 

We sometimes speak of two kinds of properties, 
intensive and extensive. Intensive properties arc 
independent of the mass {extent) of the substance. 

Extensive properties are total values, such as the 
total volume, and total internal energy. Wo note 
that the t otal volume, for e xample.Js.a.propcrtv,.of 
the total m ass of the system and we shall have fre- 
quent occasion to deal vdth extensive properties of 
this kind. On the other hand, the integave.prop- 
erty tem perature is indcpende nt.oLthejnass. 

To describe a pure fluid system completely, we 
specify the substance (steam, nitrogen, etc.) and 
its mass, in addition to the two independent 
properties. 

Consider for a moment the repeated qualification, 
independent properties. As you know, the density 
is the reciprocal of the specific volume; hence, 
these properties are not independent of each other. During the boiling of a 
liquid, the pressure and temperature of the liquid-vapor mixture are not 
independent; the boiling temperature is a certain value for a particular 
substance, depending upon the value of the pressure (as we shall learn in 
detail later). 

From your study of mathematics you have learned that two coordinates 
(the values of x and y) locate (or define) a point which is kno^vn to be in a 
given plane (the xy plane). Three coordinates locate a point in space. 
So it is with the properties of a pure substance. We look upon these proper- 



Fig. 1. A substance 
whose state is repre- 
sented by point 1 has a 
temperature Ti. If the 
pressure and volume are 
varied as defined by the 
path 1-A-2-JS-1, return- 
ing to their original 
values, the temperature 
also returns to its original 
value Ti. 
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ties as being coordinates locating a point {defining a state) and we maj 
picture this point, or any number of state points, on ^a^ous planes, for 
example, the pressure-volume plane (Hg 1), the temperature-entropj 
plane, etc Any two properties may be used Because, as descnbed, 
two properties locate a point m a plane, these properties arc called point 
functions. 

5. Systems of Units. Isaac Newton* made the momentous statement 
to the effect that the acceleration of a bodj is directlj proportional to the 
force acting on it and imcrsel> proportional to its mass, and sjstems of 
units ha\e been based on it e\er since Rearranging this statement for a 
proportionalitj constant of unitj, \\c saj 

Force mass X acceleration, 

(a) F = tna, 

m which force is defined in terms of mass, and ma&s m terms of force We 
know that acceleration has the dimensions of length per unit of time squared, 
L/r* Recall that a dimension is an attribute of something m general 
terms, thus, length L is al^o an attribute of \olume L’ Units arc dimen- 
sional characteristics expressed m terms of defined quantities The length 
of a foot IS accuratelj defined (in terms of the International meter) Other 
common Enghsh units of length are inchea, rods, ^ards, and miles Defined 
units of time are seconds, minutes, hours, da}s etc In English units, a 
umt quantity of acceleration is one foot per second second (ft per sec * 
or fps*) 

Now we maj say from equation (a), that a unit force is one which pro- 
duces unit acceleration m a bodj of unit mass A. ‘ consistent’' sjstem 
of units ma> be buik up on this statement If a unit mass is taken as a 
pound we call the corresponding unit force a poundal, and we saj 

(b) F — ma, poundal — ♦ Ib^ X 

fcORRESrONDlNO TO K rOLND M^Sl] 


where the sign — » is taken to mean has the units {or dimensions) of The 
engineer is accustomed to using the pound as the umt of force, in which 
case the unit of mass is a slug. 


(c) 


• Sir Isaac Newton {1012 1727) is often credited with being the greatest scientist of 
all tunes Born of farmer parents, he was soon e\ercismg his mechanical aptitude, 
devising a water clock and a sun dial dunng bis jears in grammar school Two ^ears 
after graduating from Cambridge, he had discovered the binomial theorem started 
inventing calculus, experimented with color, and speculated on gravitj A few of his 
achievements the reflecting telescope the composite nature of sunlight a science of 
optics, the invention of a thermometer (this is before thermodynamics became a science), 
and the most monumental — the laws of gravitation He himself credited his scientific 
successes to hard work and patient tboi^ht 
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where m is the mass in slugs. A consistent system of units may also be 
derived on the basis of a pound force. 

When an engineer says, “We used six pounds of steam,” or “The weight 
of the body is six pounds,” it is most likely that he means a mass of six 
pounds. When he saj’-s, “The push of the spring on the piston is six 
pounds,” he means a force of six pounds. There is ordinarily little confusion 
until a problem arises in which the engineer is consciously involved mth sys- 
tems of units. To rationahze the matter, consider the following statements : 

1 . One must know the difference between mass and force. A pound mass is an 
absolute quantity of matter. B}' absolute quantity, we mean that one pound of matter 
is one pound of matter regardless of where it is located — ^in outer space at zero 
gravity, for example. 

2. A pound mass located at a point of standard gravity g„ is subjected to aforce 
of gravity of one pound. To find the mass of a body, we measure the force of 
gra\’ity at a point of standard gravity g„ and compare this force with that on a body 
of known mass. Or, we compare the unknown mass with a known mass on balance 
scales. 

3. In classical mechanics, “weight of” means the force of gravity on, but as previ- 
ously mentioned, engineers generally mean an absolute quantity of matter (mass) 
when they say weight (but not in stating potential energy — more on this later.) 

4. There are two units of mass commonly used in consistent English systems, a 
pound and a slug (— > lb/-sec.Vft.). We can and do on occasion use ounces, tons, 
kilograms, grams, etc., for mass. 

5. There are two units of force in consistent use in the English systems, a pound 
and a poundal (— > Ibm-ft./sec.’). The poundal is not used very often. We can 
and do on occasion use ounces, kips, tons, kilograms, grams, dynes, etc., for force. 

6. The same unit, pound, is used for both force and mass. This should not cause 
any more confusion than using the foot-pound or inch-pound to measure both 
moment and energy. However, it is essential to know the concepts of moment and 
energy and of force and mass. 

In the study of mechanics, the pound is the unit of force, and therefore in 
order to maintain a consistent system of units, the slug (— > lb/-sec.Vft.) is 
the unit of mass. In thermodynamics, by virtue of tradition and the fact 
that the pound mass cancels from the energy equations, we use a mixed or 
inconsistent system of units. That is, we use the pound for the unit of both 
force (and pressure p, lb. per sq. ft., or psf) and mass. No harm is done, as 
we shall see. In general, the mathematics of the science of thermodynamics 
can be developed independently of the quantity of matter (mass) because it 
deals TOth properties. However, in studying heat transfer, we again must 
be consistent in units; the need for consistency will be explained in Chapter 
25. 

Standards of measure are maintained by governments, so that the magni- 
tude of a pound does not change. At a point where the force of gravity 
is not the standard value of go = 32.174 fps®, this standard quantity of 
matter, one pound, would not “weigh” one pound on a spring balance, 
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because a spring balance measures the force of gravity Since gravity is 
less than standard at high altitudes, a pound of mass ueighs less than one 
pound there Consider Newton’s law with respect to a given mass and 
note that the force on the mass is proportional to the acceleration let 
u>o lb/ be the force of gravity on this mass at a locality of standard gravity 
(it will also be the mass in pounds because it is being veighed at standard 
gravity), and let w lb/ be the force of gravity on this mass at some other 
locality where the acceleration of gravity is g, then 


(d) 


or 


to 


^ fo„ = gm, 


where m — v.,lg, (— * lb/-sec V^t) the mass in tlvgi (equation (c)] Also 
from (d), v\e see that the mass in slugs is m = wfg where w is the force of 
gravity on the mass m pounds and g is the acceleration of gravity at the 
same locality which may be anywhere vnthm the gravitational field of the 
earth Said another way If the mass m of a body m slugs is multiplied by 
the local acceleration of gravity g, the result ts the local force of gravity 
to lb on the body also 

(e) Mass,,, slugs - , , . ^ 

Standard acceleration of gravity, g» 


because grav itational force u.lb and mass m pounds are identical at standard 
gravity 

Since there is little variation in the force of gravity on the surface of the 
earth we may consider g equal to g, for practical! j all engineering purposes, 
and for slide>rule calculations we may use «; ** « 32 2 fps* We shall 

assume that the reader has mastered the concepts of mass and force, and 
therefore we shall not use subscripts (16/ and lb*) to designate whether force 
or mass is intended except occasionally m analyzing umts When it is 
said that there are so many pounds of substance the reader should under 
stand that an absolute quantity of matter is intended (unless it is clear from 
the context that the force of gravity is meant) From here on, with few 
exceptions, let 


w = mass m pounds m = mass m slugs 

It will be rewarding to paj close attention to umts throughout this study 
We shall rationalize the units of vanous quantities as they are discussed 
and return to the subject m the chapter on heat transfer 

6 Pressure Pressure, which is the force per unit area, is one of the 
most useful thermodynamic properties because it is easily measured directly 
(Extremely accurate measurements of an 3 rthing are difficult ) In terms of 
the kinetic theory of matter, the pressure of a fluid is due to the change of 
momentum of the molecules when they strike the boundanes of the system 
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(walls of the container). It is a macroscopic observation, as mentioned in 

§ 1 . 


In practice, pressure above and 
below atmospheric are determined by 
means of a pressure gage (Fig. 2) or a 
manometer. The dial of a pressure 
gage is marked to read the gage pres- 
sure, usually in pounds per square 
inch (psi). The gage pressure is the 
difference between the pressure inside 
of a vessel and the atmospheric pres- 
sure outside. Thus, to find the abso- 
lute pressure when this pressure is 
above atmospheric, add the atmo- 
spheric pressure to the gage reading; 
that is, 

(f) Absolute pressure (psia) 

= atmospheric pressure 

-f gage pressure (psig). 



Courtesy Crosby Steam Gage and Valie Co., 

Boston 


The units of pressure in each of the 
foregoing terms must of course be the 
same. Hence it ■will be convenient to 
recall the relations of the various 
units of pressure in common use by 
the engineer. Barometers (for meas- 
uring atmospheric pressure)* and 
vacuum gages (for measuring pres- 
sures below atmospheric) usually give 
the pressure in inches of mercury^ 


Fig. 2. Movement for a Bourdon 
Pressure Gage. This picture shows the 
movement in one type of pressure gage, 
known as the single-tube gage. The 
fluid enters the tube through the threaded 
connection. As the pressure increases, 
the tube with an elliptical section tends 
to straighten, the end that is nearest the 
linkage moving toward the right. The 
linkage causes the sector to rotate. The 
sector engages a small pinion gear. 
The index hand moves with the pinion 
gear. The whole mechanism is of course 
enclosed in a case, and a graduated dial, 
from which the pressure is read, is placed 
under the index hand. 


Manometers may give the pressure in 
inches of mercury, in inches of water, 
or in terms of the height of column of any fluid that may be used. 


* After Evangelista Torricelli (1608-1647) discovered the pressure of the atmosphere, 
Otto von Guericke (1602-1686) invented the air pump and set about producing a vacuum. 
He finally succeeded after having made two hemispheres, known as the Madgeburg 
hemispheres, which were capable of withstanding atmospheric pressure. Before a large 
audience of notables, von Guericke placed his hemispheres together and soon had most 
of the air pumped from the inside. A horse was hitehed to each hemisphere, and try as 
the 5 ' might, the two of them could not pull the hemispheres apart Additional horses 
were hitched until there were thirty in all and still the hemispheres could not be pulled 
apart. The people, who knew nothing of the pressure of the atmosphere, were astounded 
when von Guericke broke the vacuum and the hemispheres fell apart. Had not von 
Guericke been a public official, renowned for his wisdom and kindness, his magic might 
have resulted in no good for him. Other scientists of the time were persecuted, even 
killed, for less. 



10 


THERMODYNAMIC PROPERTIES [Ch 1 


A manometer (Fig 3 any fluid in the column) measures the pressure by 
balancing the force of gravity gm on the part d of the fluid column plus 
atmospKcnc pressure against the pressure p m the system If precision is 
needed, the manometer reading taken at a location where gravity is not 
standard should be corrected in accordance with equation (d) If the 
column IS mercury the pressure in inches of mer- 
cury taken at a ■point of standard gravity (for a tem 
perature of about GO^F) is converted to pounds per 
square inch as follows 

(g) (Inches Ilg) ^0 491 

Corrections for gravity and temperature may be 
made when desirable Since the pressure p in the equations of this book 
will usually be in pounds per square foot (psO, a conversion from psi to psf 
IS a regular requirement 


psi “ N lb 
m Ilg/ sq m 


Open to Atmosphere- 



Fig 3 Manomtler 


m 




ft* 


E'sen when the conversion unit cancels from the equation it is advisable 
to write it down (and then cancel it), because the habit of conversion is 
important 

If the absolute pressure is less than atmospheric pressure the gage reading 
IS sometimes spoken of as the vacuum pressure, or the vacuum In this 
instance, the absolute pressure is found from 

(0 Absolute pressure (p»ia) 

« atmospheric pressure - gage pressure (psig) 


The gage still measures the difference between the pre&sure inside the system 
and the pressure of the atmosphere Standard atmospheric pressure is 
29 92 in Hg or 14 G96 psia (use 14 7 for slide rule work) Remember to 
convert gage pressure to absolute pressure 


7 Specific Volume and Density The density p of any substance is its 
mass per unit volume 


0 ) 


Density = 


mass 

volume 


ft* 


slugs 


If the mass w is measured m pounds and the volume 1 in cubic feet then 
density is p = w/V lb per cu It The specific volume c is the volume of a 
unit mass, say, cubic feet per pound and is the reciprocal of the density, 
V = F/ic = 1/p Unless otherwise stated, the density will be in pounds per 
cubic feet. 

8 Temperature. The temperature of a body is its thermal state considered 
vnth reference to its power of commvnicattng heat to other bodies (.4) Our 
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sense of feel responds to temperature. Roughly speaking, objects at lower 
temperatures than body temperature (98.6°F) feel cool or cold; objects at 
higher temperatures feel warm or hot. However, for engineering and 
scientific work, the temperature must be designated more precisely with 
reference to some scale. A scale of temperature is an arbitrary thing. The 
most common reference points are the ice point (the temperature at which 
pure water freezes) and the boiling point for water at standard atmospheric 
pressure. By way of an example of a scale, if the temperature zero is assigned 
to the ice point and 100 to the boiling point, the scale obtained is the centi- 
grade or Celsius scale used in scientific work. If the temperatures assigned 
to the ice and boiling points are 32 and 212, respectively, we obtain the 
the Fahrenheit scale, used in engineering and everyday measurements in 
this country. Thus, between the freezing and boiling points, there are 
100 degrees on the centigrade scale and 180 degrees on the Fahrenheit scale 
Q -^%00 = %), giving the relations 

(k) i. = Hitf - 32), 

(l) tj = + 32, 

where U and if are the temperatures on the centigrade and Fahrenheit 
scales, respectively. Because there is more than one in use, the scale of a 
temperature is always stated: as 212°F or 100°C, where F means Fahrenheit 
and C centigrade.* 

Thermodynamics requires the use of absolute temperature (or thermo- 
dynamic temperature), which is measured from a point of absolute zero. 
More will be said on this subject later (§ 97). At this time, w'e shall simply 
accept the location of absolute zero on the Fahrenheit scale as —459.69° 
(below 0°F). Use 460 in slide-rule wmrk. Absolute temperatures T on the 
Fahrenheit scale are called degrees Rankine (°R); 

(m) r°R = <°F + 459.69 « «°F -h 460. 

For example, 60°F is the same temperature as 520°R, approximately. 
Absolute temperatures on the centigrade scale are called degrees Kelvin, 
VTitten °K, and absolute zero is — 273.16°C. Thus, 

(n) r°K == fC + 273.16. 

For example, 40°C is the same temperature as 313°K, approximately. 
Notice the symbolization; lower case I for Fahrenheit (or centigrade) and 
upper case T for Rankine (or Kelvin). Engineers in English-speaking 
countries generally use Fahrenheit and Rankine degrees. 

* Galileo invented a thermometer in 1592, but it did not have a well-founded scale. 
Gabriel Fahrenheit of Amsterdam, Holland, was the first (in 1720) to devise an instru- 
ment that indicated temperature in degrees, choosing the ice and boihng points of w ater 
as 32“ and 212°, respectively. The centigrade scale was introduced in 1742 by Anders 
Celsius (1701-1744), a Swedish astronomer and professor at Uppsala. 
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Temperatures are measured in a number of ways, always through a 
change m some other characteristic of the substance to be measured 

1. Change in toJume Nearly everyone is familiar m a qualitative way, at least 
with the phenomenon of substances (say, mercury or a gas) that expand with 
increase in temperature If the amount of expansion m a particular case is corre- 
lated with the freezing and boding pomts of water, and the change in volume divided 
into 100 or ISO equal parts, the instrument could be used to "read" temperatures 
Liquids used include (5) mercury (~38®P to about C00'’F — or 0OO°F with nitrogen 
above the mercury) alcohol (— lOO^F to about 300°F), and pentane (— 300°F to 
about 70°F) GLass begins to soften at about 900®F. 

2 Change in pressure II a gas is confined to a constant volume its pressure 
wall go up as its temperature increases, and the change m pressure can be correlated 
wath temperature change See Fig 2 

3 Change in eleclrxeal restatance The electneal resistance of metals increases 
almost m direct proportion to temperature increase Thus the measured change 
in resistance of a particular piece of wire can bo converted to temperature change 
Metals used include nickel, copper (0*F to 250*F), and platinum (at high tempera- 
tme and in high precision instruments) 

— ^ Change in eleclneal potenlial The device that measures temperature by the 
electromotive force (emf) is called a thermoeoutte • It operates bj virtue of the 
phenomenon occurring when two wires of riifferent materials are joined together 
at their ends, with different temperatures existing at the two junctions Under 
such a condition, an electromotive force exists which is very nearly directly proper 
tional to the temperature difference between the two junctions The potentiometer 
which measures the electromotive force can have a scale which reads temperature 
directly One junction of the thermocouple is kept at a reference temperature 
which may be the room temperature This is one of the favorite means of measuring 
temperature Combinations of metals used include (S) copper and constantan 
(—300 to C50®F) iron and constantan (—300 to 1500®F), chromel and alumel 
(-300 to 2200*^) 

5 Optical changes The mstrumcDt for this measurement is called an optical 
pyrometer It is sighted at the hot body whose brightness is compared with the 
brightness of an adjustable and calibrated source of light mthin the instrument 
When the brightness of the insliument fight has been adjusted to be the same as the 
body whose temperature is desired the instrument “reads” the body temperature 
There are several types of optical pyrometers 

Obtaining precise measurements of any property is not easy, and even m 
xixdvnaxy engwveeivwg v.otk where gteat pcecisvQu is uaneceasacy, readux^ 
should be made with care Also, one must know of the charactenstics and 
eccentricities of the instrument being used in order to avoid taking false 
readings In short, if you are concerned with the actual taking of data, 
you should do further study, for instance, references (5), (6), (7), (5), (9), 

/. Thomas J Seebeck (1770-1831), who discovered the thermocouple (1821), was bom 
m Estonia Although he was educated as a Doctor of Medicine (Gottingen. College, 
Germany), he chose to lecture and experiment in the physical sciences For his invention 
of the thermocouple, he was given a citation by the Pans Academy of Science 
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and others, including handbooks. We shall deal further with temperature 
after ha\dng built a background for better understanding. 

Process. If any ■property (or all properties) of a substance (§ 4) changes, 
the substance is said to have undergone a process; there has been a change of 
state. Actual processes involve changes in all or nearly all properties, but 
we study thermodynamics via ideal counterparts in which often one of the 
properties remains constant. For example, if a change 
of state occurs during wliich the pressure does not ^ 
change (1-2, Fig. 4), the working substance is said to 
undergo a constant pressure process (isobaric) ; if the 
volume of a particular mass remains constant (ab, 

Fig. 4), but other properties change, the process is 
called a constant volume process (isometric). Proc- 
esses will be studied later in some detail in several 
chapters. Processes. 



Cycles. When a fluid in a particidar state passes through a series of 
processes and returns to its initial slate, it undergoes a cycle. The processes 



may be ones which have names, as constant volume 
and constant pressure, or thej’’ may be series of 
state change -without names, as in Fig. 1. The 
path of a process may be any random path 
1-A-2-B-1; it is only necessary that the substance 
return to state 1 in order to have completed a 
cycle. Cycles are studied in detail after a study of 
processes. 


Fiff. 1. Repealed. 11. Closure. Much of -w^hat is said in this 

chapter is a revieiv of topics which have been studied 
in previous courses. However, do not let this deceive you. It -will likely 
be necessary in this course to know this material better than you have ever 
knenm it before. Inasmuch as most failures in school subjects are due to 
a lack of understanding of the English language, and inasmuch as an 
understanding of succeeding chapters depends on kno-wing the meanings of 
the technical -w'ords in this chapter, re-view this chapter and each chapter 
hereafter with the aim of being sure that you understand the new words, 
most of which -wiU be in bold-face italics for easy identification. 

It is necessary for the beginner in thermodynamics to study regularly and 
earnestly each assignment. In many subjects, it may seem feasible, if not 
desirable, for you to study intensively at irregular intervals in order to 
perform acceptably w'here your work is graded. However, on average, such 
tactics are sure to result unfortunately in this subject. At the outset of the 
course, you are confronted -with conceptions, most of them new conceptions, 
which you -will use off and on throughout the remainder of the work. More- 
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er, m man\ instances, these conceptions build up, one on the other, so 
that Mithout a clear understanding of the earher w ork it is not onlj iraprac 
ticable but also impossible to achieve a clear understanding of the later 
work Studj each assignment diligently and leam as much as you can 
before a class explanation is gi^en Then use the classroom period to but- 
tress j our onginal efforts and to clear up the hazy parts You must not 
just understand the words of your teacher, but you must male the tdeas he 
explains a part of your irorltng knowledge You will find profitable/regueni 
gutcl reviews made on your own imtiatue 

^Vhile the subject of thermodynanucs is not an easy one neither is it 
difficult if taken and mastered bit by bit Moreo\ er, students who want to 
become engineers find the course attractive and many of them voluntanly 
remark that thermodynamics is exceptionally interesting 
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12. Introduction. Energy (E) is inherent in all matter. Indeed, there 
is scientific evidence that suggests that matter and energy are fundamentally 
the same thing, or at least that mass may be converted into energy and 
energy into mass. According to Einstein, whose hypothesis (1905) was one 
step in the development of atomic power, the relation between mass and 
energy is (energy) = (mass) (velocity of light)^, where a consistent system of 
units is used. Since the velocity of light squared is a very large number, 
the energy of a particular mass is veiy large; for example, one pound of 
matter is equivalent to nearly 39 X 10*^ Btu — ^but this is not to say that it 
will ever be possible to convert a particular mass of any substance entirely 
into energy. (See Chapter 7.) 

By energy, we mean a certain something which appears in many different 
forms, forms which are related to each other insofar as conversion can be 
made from one form of energy to another. This is admittedly not a defini- 
tion. We are unable to define the general term energy {E) in a simple way, 
but we can define with precision the various forms in which it appears. 
This chapter considers the forms of energy with which we shall be concerned 
in this study and it names some of the other forms. 

13. Measuring Energy. The total amount of energy that a system con- 
tains cannot be determined. We are accustomed therefore to measuring 
energj" above some arbitrary datum. This practice is quite satisfactory, 
.since in engineering we need know only the change in energy. Thus, we 
consider the potential energy of one pound of water to be the change in 
potential energj' that this pound of water would undergo in falling from the 
reservoir to the power plant. The level of the power plant is the datum 
level. In like manner, other forms of energj’^ are measured above some 
so-called dalum stale. 


15 
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Encrg)' 13 a scalar quantity, not a pedar quantity Velocity, a -vector 
quantity has direction as well as magnitude Energy has only magnitude 
The energy of a system of bodies is simply the sum of the energies of the 
individual bodies The total energy of a single system or substance is the 
sum of the magnitudes of the -vanous forms of energy (such as mechanical 
kinetic energy, molecular energy, chenucal energy) which the system or 
substance possesses 

You are familiar wnth many units of energy from your study of physics 
defined before the law of eonaenation of energy was accepted Expon 
menters with heat defined the British thermal unit (Btu) as the amount of 
heat to raise the temperature of one pound of water 1®F This Btu is 
slightly different at different temperatures, hence the mean Btu Hso of 
the heat required to raise the temperature of one pound of pure water from 
32° to 212°r under standard atmospheric pressure, 14 C96 psia has been 
widely used Of course, experimenters with work had the foot pound as a 
unit of energy, and then the early workers in electricity came up with their 
units of energy When it was realised that heat and work and clcctnciti 
were manifestations of the same concept, eneigj a tremendous amount of 
experimentation was done to relate the foot-pound to the Btu Since 
experiment cannot by its nature give a single unique answ er (experiment can 
say that the odds are so many that a value is between certain limits) we 
finally decided simply to define the relations between the units just as an 
American yard is defined m terms of an international meter (metric system) 
maintained at Sevres France As currently defined then, 1 Btu is equiva 
lent to 778 172 ft-lb Because of Joule s* work in establishing the relation 
between heat and work, wc call the conversion constant Joule's constant 
and designate it by J, 

J = 778 172 ft lb /Btu; 

use 778 m slide rule w ork See the Appendix for other con-version constants 

14 Mechanical Potential Energy The mechanical potential energy or 
gravtialional energy of a body is its energy due to its position or elevation 
with respect to the earth A -weight at some distance z above the floor will 
give up a certain amount of energy upon impact if it is allowed to fall freely 
to the floor The change of mechamcal potential energy of the body at the 
instant of impact is equal to the product of the force of gravity on the body 
[mg see equation (d), p 8J and the vertical distance s through which the 

• James Prescott Joule (1818-1889) an Ei^lish scientist was educated privatelj by 
a tutor being at one time a student assistant to Dalton (5 198) Ills researches were 
significant m the budding scicnceof dectncityas wdlas in the science of thermodynamics 
in which he established two important fundamental principles the equivalence of heat 
and work and the dependence of the internal energy change of a perfect gas upon tem 
perature change (| 57) As a result of this work the modern kinetic theory of heat 
superseded the caloric theory of beat Joule once remarked I believe I have done two 
or three little things but nothing to make a fuss about 
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force acts. For a body wth finite dimensions, z is the distance moved by 
the body’s center of gravity. Thus, the mechanical potential energy P, 
due to elevation and the change of potential energy AP = P^ — Pj, are 

(lA) P = mgz = ^ gz ft-lb., 

(IB) P = ^z fUb./lb. 

Qo 

(IC) AP = mg{z 2 — Zj) ft-lb., or — (zj — Zi) ft-lb./lb., 

Oo 

where m is the mass in slugs 

[— > lb/-sec.Vft.; mgz—^ (lb/-sec.Vft.)(ft./sec.-)(ft.) = ft-lb/] 

and g is the local acceleration of gravity; may be considered as either the 
mass in pounds or the force of gravity at a location of standard gravity g„. 
In actual engineering systems, we generally deal ■with a rate of flow; for 
instance, w lb. per sec., V cu. ft. per min. (cfm), in which case, the change of 
potential energy is in foot-pound per second or per some other unit of time. 
The context makes clear the time unit involved. Inasmuch as the accelera- 
tion of gra'sdty varies little on the surface of the earth, it is generally accurate 
enough in engineering problems to consider g « go, and get 

(a) P « tez and AP = P 2 — Pi « w{zz — zi) ft-lb., 

or AP « Btu, 

where w is the mass in pounds of the body whose potential energy P or 
change AP is desired, and where z ft. is the elevation of the body’s center of 
gra-vity above the desired datum level. Equation (a) is generally accurate 
enough, but note particularly the true value in equation (1). We say that 
a body has mgz ft-lb. of energy stored in it when we mean that it has mgz 
ft-lb. of potential energy 'with respect to the datum z ft. away. 

A change of elevation is a change of state. For a fluid to have a change 
in the property z, it must move. Thus, to define a change of state of a body 
which changes elevation, specify not only the changes in two indepen- 
dent thermodynamic properties, such as p and v, but also the change in z. 
Observ^e that mechanical potential or gravitational energy exists by virtue 
of the force of attraction between two bodies, the earth and the body which 
is said to have potential energy. 

16. Mechanical Kinetic Energy. A body of mass m (any unit, but only 
slugs result in ft-lb.) all of whose parts arc mo\’ing with a .speed of v fps 
possesses kinetic energj' K, as it is derived in mechanics, (48), of 

-r mv- f lb/-scc.^ ft.-N,. ,, 
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w ith the earth as the reference body Since m slugs is the mass to m pounds 
dmded by the standard acceleration of grant} g, [equation (e) p 8] \\e 
ha% c the energj stored in a body in the form of mechanical kinetic energy as 

•(2B) A -5^’ II lb or ft lb /lb or ^ Btu 

and the change of kinetic cnerg} is 

(2C) AA - As - Ai - — (v»* — ■Ui*)ft lb or (us’ -- Ui*) Btu 

IV here u is the speed in feet per second If you care to remember it 
2gJ « 50 000 

This equation (2) is applicable to moving fluids liquids or gases as well as 
to rigid bodies Notice that v /(2y*) is in foot pounds per pound of mass 
where the force pound in the foot pound should not cancel the mass pound 
because the units w ould then lose their sigmlicancc To define a change of 
state of a fluid which changes speed si>etify not only the changes m two 
independent thermodynamic properties such as p and v but also the 
initial and final speeds In thermod}namic practice «- is likely to be a 
rate of flow m w hich case the time uiut is made clear by the context 

16 Internal Energy ^fatter is composed of an aggregation of molecules 
which are moving continuously but haphazardly Since the molecules 
have mass we conceive of them as having a kmctic energy called internal 
kinetic energy analogous to that of an} more tangible body m motion 

The total internal kinctie energj anses principal!} horn (1) the transla 
tional motion of the molecules (2) the ro tational motion of the mol ecules 
and (3) a vibratory motion of tlio atoms within the molecules^ Some 
molecules consist of one atom (for c\ample helium and argon) The 
molecular kinetic energy of such substances called monatomic substances 
IS almost wholly due to the translational motion of the molecules first 
because the vibration of atoms within the molecule relative to one another is 
impossible since there is only one atom and second because the kinetic 
energy of rotation is negligible since the mass of the molecule (atom) is 
concentrated so close to the axis of spin (that is the moment of inertia of 
the molecule w ith respect to the axis of rotation is negligible) 

In a diatomic molecule which is one made up of two atoms (for example 
oxygen Oj and nitrogen N») the atoms may move to and fro relative to 
each other m a vibration while the molecule is undergoing a translation and 
a rotation Moreover the atoms are removed somewhat from an axis of 
spin so that the rotational cnei^ may be appreciable These conditions 
are true of polyatomic molecules in general Thus especially at high tem 
peratures the interna) Kinetic energy of molecules of actual gases with more 
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than one atom includes a significant amount of rotational and ^dbratory 
energy. (See Fig. 19.) 

In addition to the internal kinetic energy, substances have an internal 
potential energj'; that is, an internal energy due to the relative positions of 
its molecules and the attraction of these molecules for one another. We 
know that a change in the mechanical potential energy of a body occurs 
when the elevation of the body relative to the earth as a datum is changed; 
the force of gravity is acting to aid or hinder this motion. The change of 
potential energy results from a force of attraction between at least two bodies 
which change position with respect to one another. Since there is an attrac- 
tive force between molecules, we can see, by analogy with the concept of 
mechanical potential energy, that if anjdhing happens to increase or 
decrease the average distance between molecules, there will be a change in 
the internal potential energy, which is that portion of the internal energy 
due to the configuration of the molecules. As an illustration of such a 
change, ima^ne one pound of water being boiled. As water, it occupies 
about 0.016 cu. ft. If the pound of water is entirely evaporated at atmos- 
pheric pressure and the steam collected, it 'uill be found that the one pound 
of steam occupies about 27 cu. ft., a volume about 1700 times that occupied 
by the water. Since the number of molecules in the pound of water is 
virtually the same as the number in the pound of steam, it follows that the 
molecules must be much more widely separated in the steam than in the 
water. To move these molecules apart against their attractive forces 
requires a large amount of energy, which is retained in the steam as part of 
of the steam’s store of energj'. I\Tien and if the steam is condensed, this 
same amount of internal potential energy will be given up. 

The sum of the internal kinetic energy and the internal potential energy is 
called the internal energy,* which is energy stored vithin a body or substance 
by 'vdrtue of the actiidty and configuration of its molecules and of the -vabra- 
tion of the atoms within the molecules. We do not know how to find the 
absolute quantity of internal energy in any substance; however, what must 
be known in engineering is not the absolute quantity but the change of 
internal energy. Above any convenient datum, 

u Btu per lb. represents the specific internal energj' (1 lb.), 

U = wu Btu represents the internal energ 3 ’' of w lb.. 

Am = M 2 — Ml and AU = U 2 — U\, the change of internal energy. 

In thermodynamic practice, w is often a rate of flow, in which case the time 
unit is made clear bj'’ the context. 

17. Work. For work IF to be done, there must be a force acting on a 
body that moves. The work of a force, F, may be defined as the displace- 

* Some wTitcrs use the term internal energy to mean the total energy' stored within a 
system (3) In this hook, it niJJ mean the njoJeenJar energy' as defined. This 

usage has become well entrenched. 
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merit dx of a body (considered as a p^rticl“) multiplied bj the component F, 
of the force in the direction of the displacement dll = Ftdx it lb This 
definition pro^ndes a basic unit of energy the fool pound i\hen the force is 
measured in pounds and the displacement in feet 

It is important to obser\e that work is energj in transition that is it 
exists only when a force is o'\ercoTning a resistance (which ma 3 be inertia 
only in an ideal sjstcm) and it is being done only when a force is moving 
through a distance 'UTien the point of apphcation of the force ceases to 
mo^e there IS no work Contrast the concept of work with that of internal 
energj The mternal energj is energj which the body contains On the 
other hand a bodj ne\er contains work The body or system may ha\e 
the capacitj to do ork or work may be done on the sj stem For example 
i\ork floMs into a sjstem but after it is in it is not work itmajhave 
been converted into internal energj (We study what happens m detail 
later) Similarlj as derived in mechatucs work done on a bodj maj be 
converted into kinetic energj and vnee versa 

Work IS a form of energj vxhich can be converted 100% into other forms in 
the absence of friction of anj kind and for that reason it is the most valuable 
form For example it can ail be converted into electricity or kinetic energj 
and electricity and kinetic energj can be fullj converted into work in ideal 
fnctionless 8} stems In fact we could with logic take electncitj as a form of 
work {10) Since it too is fuUj available energj m transition but not so 
vvnth kinetic energy which is comparable in kind with mternal energj in 
that it 13 slored in a bodj orsjstem Work can be converted 100% into heat 
(§ 19) fnction or no fnction friction hastens the conversion of work into 
heat 

Since work can be measured at various points m a machine adjectives 
must be appi ed in order to saj what work is intended Manj thermo- 
djnaimc computations give the ideol laorft H of the flmd that is the work 
which the fluid would do (or have done on it) if there were no friction or 
other losses dunng the process Ideal work is done by or on the fluid 

In a machine which manufactures work the actual work which the 
fluid does IS alwajs less than the ideal and the actual work of the fluid is 
greater than the work deliv ered by the shaft of the engine In a reciprocat- 
ing engme such as a Diesel engine the actual work of the fluid m the cj hn 
der [system (1) Fig 5] is called the indicated work 11 1 when it is taken for a 
complete cycle of ev ents in the cyhnder because it may be determined with 
an indicator (§ 119) Note that oiergy II i is crossing the boundary of 
sjstem (1) The actual work which passes a boundarj at C is less than Wi 
because of fnction at the piston rings and cj Under walls at the packing 
glands at £ and at the p n near (7 In the engine sjstem (2) the work IFb 
which crosses the boundary (that is dehvered bj the shaft) is smaUer than 
TI I because of faction at the crank pm and at the crankshaft bearings (and 
other miscellaneous factional losses for example the fanmng of the air 
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by the fiyTV’heel and crank). This work delivered by the shaft is commonly 
called brake work Wb because it was first measured by a brake which 
absorbed all the output of the engine via friction. Other names for brake 
work include shaft work and delivered work. 



Fig. S. Work in a Reciprocating Engine. Observe that shaft work (or any kind of 
work) is energy in transition in the sense that it ejdsts by virtue of the movement of an 
element of a machine against a resistance or, in general, of the movement of a force 
through a distance. Shaft work may be transformed into kinetic energy and stored 
in the attached rotating parts to a limited extent System (2) is outlined hy the large 
dotted rectangle. 


Since work may be done either by or on the system, it.is convenient to use 
plus and minus dgns to designate its direction of “flow.” Let 


Wo rk finne by the s;t-gt.em be pnqi t.ivc (as a steam turbine); an outflow of energy'; 
Work done on the system be negative (as an air compressor); an inflow of energy. 


The symbol W stands for work done by 
or on one pound or any number of pounds 
of substance; the mass involved is defined 
by the context. Also, there may be a time 
unit involved. Typical units for TT'', which 
will be clear from the context, include ft-lb., 
ft-lb. per min., Btu, Btu per sec., hp, 
hp-hr., etc. 

18. Work of a Nonflow System. Let 
the system be a quantity of an expansible 
fluid, such as a gas or vapor, enclosed within 
a cylinder and piston (Fig. 6). This is a 
closed system in which nonflow processes 
may occur. The volume of the fluid is Fi 
and its pressure is pi. If we consider the 



state of the fluid on the pF plane (mean- 
ing that the coordinates are p and F), the 
particular coordinates pi and F i locate the 
point 1 (Fig. C). If the working substance 


Fig. 6. Closed System— Work 
of Expansion. The boundaries of 
the system expand and contract 
with the movement of the piston. 


expands and moves the piston against a variable resistance, work will 
be done by the fluid. In a typical practical process of this sort, the 


pre.ssurc drops and the state of the substance changes as suggested by 
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the curve l-C'/-2, which curve is called the path of the state point This 
curve represents a process of some kind Since the pressure and therefore 
the force on the piston is varjang it is necessary to integrate /F* dx in 
order to find the i\ork Consider a change of state from c to / (Fig 6) 
so small that the pressure is essentially constant during the change The 
force acting on the piston will be the pressure times the area of the piston, 
r* = pA The distance that the piston raoies is a differential quantity 
dL, and the \%ork for this infinitesimal motion of the piston is force times 
distance, 

d\V = (pA)dL = piA dL) = p dV, 

where d dL is a difTerential \olumc equal to dV The total work done m 
the reversible nonfloiv process is 

(3) II - f'pd\ fWb, 

iRevsKstnLe, konflou mocess) 

where the units must be p lb per sq ft (psf) and r cu ft to give work m 
foot pounds We shall go into the matter of a reversible process later, so 
let it suffice here to saj that there is no 
friction in a reversible process, mechanical 
or fluid, everything is on an ideal basis and 
the work of the fluid fp dV appears as 
shaft work 

Notice the differential area befc (Fig 0) 
whose width is dl and height p The 
magnitude of this area is p dV and the sum 
of all these differential areas is the total 
area under the curve 1 e-/-2 when the 
integration is made from state 1 to state 2 
Thus we have tho area equal to fp dV and 
11 ^fpdV, therefore, the area "under 
the curve of the process on the pV plane 
represenis the uorK done dunng a nonflow 
reversible process 

The work done and the area under the 
curve on the pV plane depend upon the 
location of the path I-C-/-2 (Fig 0), that is upon Che relation heCween 
p and V [p = /(F)] Although states 1 and 2 are particular points and 
Pi Pi, Fi, and F? have particular values the change of state may occur 
along any other path 1-1-2 Thus the work done has changed because the 
path of the state point has changed — the work depends upon the process 
It is not a property, as pressure and volume and internal energy Since 
such properties are dependent only on the location of the state point, they 
are called point functions All the properties listed m § 4 are point fune- 
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tions, depending only on the state of the substance. It is correct to say that 
the change of volume AF = Vz — Fi, but the work done cannot be said to 
be Tr 2 — TTi; is not a 'point function. 

When the function p = /(T^ is known or assumed, the integration can be 
made. For example, Bojde’s law is that pF = C — piFi = P 2 F 2 , etc., 
when the temperature of an ideal gas is constant; (7 is a constant. Substi- 
tuting p = C/F, into equation (3), we get the work during a frictionless 
process at constant temperature as 

(b) P ^ ^ /r? ? ^ T, ^ ft’ 

[good for RE\'ERSIBLE process ON'LT when boyeb’s LA'n holds] 

The units in equation (b) are fooFpounds or fooFpounds per some unit of 
time, the time unit being associated with F, as cfm. The convention of 
signs defined for IT in § 17 was chosen because it accords with the results of 
the integral /p dF; that is, 

/p dV is positive when nonflow work is done bij the system, 

/p dV is negative when nonflow work is done on the system. 

This integration ma}" be made for anj- kind of expansible substance, given 
the pF relation. 

19. Heat. We shall use the word heat Q to mean energy in transition 
(moving) from one body or system to another because of a temperature difference 
between the bodies or systems.* This transfer of energy occuig-by conduction, 
by radiation, and bj' convection. We have confidence on the basis of per- 
sonal experience that heat flows from a hot body to a cold body. Also, it is 
easy to accept the notion that if two bodies are at the same temperature, heat 
does not “flow.” When two bodies are in thermal communication (that is, 
ineffective insulation between them) and in states such that no heat goes from 
one body to the other, they are said to be in thermal equilibrium. It logically 
follows that if two bodies are in thermal equilibrium with a third body, the two 
are in equilibrium with each other; this statement is knoum as the Zeroth law 
o f thermodynam ics (1). Thus, when two bodies are in thermal eqmhbrium 
with the same emdronment they are in equilibrium with each other and 
there will be no net interchange of heat between them. 

Conduction of heat occurs because the faster moving molecules in the 
hotter part of a body communicate (by impacts) some of their energy to 
adjacent molecules. Since temperature is a measure of the molecular 
activity, we are reminded that heat flows from the hotter to the cooler por- 
tion of a body, that the more active molecules lose some of their energy to 

* In lajTnan’s parlance and in some physics books, heat is used to mean molecular 
energj', that which we here call internal energy. If you are accustomed to this notion of 
heat, you must make an effort to replace it unth the foregomg definition. 
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the less active molecules Heat is conducted through sohds, hquids, and 
gases 

Radiant heat consists of electromatic waves waves of the same nature as 
light and radio waves may consider that the radiant energy which 
enters or leaves a system is included in the symbol Q, but it is better to 
give other forms of radiated energy a distinguishing symbol, reserving Q for 
heat Typical wave lengths of radiant energj m meters are as given in 
parentheses (f^) cosmic rays (10 ** and shorter) gamma rays (10 ‘*-10 “), 
X-rays(10 “-10-‘'),ultraviolct(10 MO *),\isiblclight(4 X lO'MX 10“’), 
infrared or heal (10“^10“*), microwaves, radar (10 *-10 *), television and 
FM radio (1-10), short-wave radio (10-10*), AM radio (10*-I0*), maritime 
communications (10*-10‘) 

All bodies radiate heat (§ 416), so a transfer of heat by radiation occurs 
because a hot body emits more heat than it receives or a cold body receiv es 
more heat than it emits 

Conwcchofi occurs because a moving fluid picks up energy from a warm 
body and delivers energy to a colder body For example the air surround- 
ing the furnace of a hot air heating system receives heat by radiation and 
conduction This heated air being lighter, will rise and circulate through 
the house, giving up energy by radiation and conduction to keep the house 
and contents warm When this series of events happens, we say that heat 
has been convected although the energy is not classified as heat while it is 
being transported but only while it is being received or discharged In the 
systems which we shall study, the convected energy will generally not be 
considered as ^cat This energy quantity will be cared for by energies 
associated with the stream 

Observe that heat, like work, is energy in transit, it is a concept of that 
something which moves across a boundary into or out of a sj stem by virtue 
of a driving potential which wc call tcmperalure Heat Q which flows into a 
system may result m an increase of internal energy of the system or m w ork 
being done by the system but after it cntcra the system it is no longer heat 
Work IS 1UU% available for conversion into other forms of energy, whereas 
heat cannot continuously be converted 100% into work even in the most 
perfect engine imaginable, this is a significant distinction between these two 
kinds of energy m transition 

It will be made clearer soon (|§ 35-37) that heat, like work, is a path 
function Cy its nature, (^is a change, wc never say because such 

a difference holds only for point functions (state properties) The umts of 
Q are any convenient energy umts — m this book usually Btu or Btu per 
unit of time, either for one pound or any number of pounds 

20 Flow Work. If a substance is flowing into or out of a system being 
studied, a certain energy quantity is mvoivcd, as the substance crosses the 
boundaries of the system, called thc^ozu work or flow energy Imagine a 
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fluid, liquid or gas, flowing in a pipe (Fig. 7). Let some small quantity 
of this substance be on the point of crossing the boundar}’ and entering the 
sj'stem. In order for it to got into the sj'-stcm, work must be done on it in 
an amount sufficient to move it against the resistance (at pressure p) offered 
by the system. The resisting force F is p.4, and the work done against 
this resistance in pushing a quantity of fluid of length L across the boundary 
isFL = -pAL = pF, where V = /IL is the volume of fluid pushed across the 
boundar}'. An energy quantity equal to pF thus crosses the boundary and 
enters the system. Similarlj^ there is an 
energy quantity pV leaving the sj-stem 
while the substance passes outward across 
the boundary. Tliis idea is generalized 
for a movement of anj' volume F acro.ss 

am^ boundary against constant resistance _. _ , 

when we may say that the energ}’' of flow 

crossing such boundarj- is pF, where p and F are values at the boundary. 

This cnergj' is a point function, IF/ = pF, because it depctids on par- 
ticular values of p and F at some bouiKlar 3 "; therefore for boundaries 1 
and 2, wc may saj' 

(c) All'/ = lI ''/2 - IF/i = - p,F, ft-lb., 

AH'/ = IF/2 — H'/i = PiVi — piCi ft-lb. /lb., 

where p is the absolute pressure in pounds per square foot, F = %vv cu. ft. is 
the volume of the total mass of substance crossing a boundarj' (usually 
during a particular time, as cfm), and v is the specific volume (for unit mass 
per unit time). 

Since the energj^ to cause flow in a pipe does not create itself, we may 
think of the flow work IF/ as originating, for example, in a pump which is 
located upstream, or in the potential energj’- of a reservoir. However, it 
is generally not pump work (but it may be) ; it exists because energi”^ is being 
expended somewhere, somehow, to cause a movement of a fluid across a 
boundary. 

21. Other Forms of Energy. Manifestations of energy occur in many 
forms with which wc shall have little or no concern in this book. However, 
the laws of thermodynamics apply to all forms of energy and are often useful 
in specialized fields of study. Recapitulating first, we have defined the 
energy forms: 

P, potential energy; stored; change is Pi — Pi', 

K, kinetic energ}'; stored; change is Ki — Ki; 

U, u, internal eneigy; stored; change is Ui — Ui or Ui — Ui; 

Wf, flow work; in transition; change (between boundaries) is TF/o — TF/i; 

IF, work; in transition; change is path function, fp dV in ideal nonflow; 

Q, heat; in transition; change is a path function. 
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Then there is elcctncity E, (which we shall call comhned work Tfjt on 
occasion), chenucal energy J?, (resulting from a change in molecular struc- 
ture — as in combustion of fuels), electromagnetic emanations (hght, radio, 
brain wa\es (^), etc), acoustic energy (sound wa-ves), electrochemical 
energy — a source of electncity (storage battery), nuclear energy (resulting 
from a change in the structure of the atom's nucleus and a comersion of 
mass into energy), energj stored due to surface tension, and others In 
subsequent discussions, all energj forms mentioned in this paragraph are 
assumed to be absent unless specifically included, for example, when it is 
said that an equation applies to ail reversible processes, it is understood, in 
the absence of a contrarj statement, that the processes are concerned only 
with the cnergj quantities listed through Q at the bottom of p 25 

22 Classification of Systems Sj stems may be classified m different 
wajs The dcfimtions in this article will serve our purpose fVs we have 
learned, a closed system ts one tn 
which mass does not cross its 
homidanes energy ma> (and does 
m the sjbtems ue studj here) 
cross the boundanes — in the form 
of work and/or heat ^ithma 
closed sjstem the working sub- 
stance maj or may not hav e mo- 
tion If, for example, all of the 
working substance, steam and 
water in a power plant is taken 
os a sjstem, the sjstem is a 
closed one See Fig 8, but note 
that the system referred to here 
is inside the various pipe Lnes 
and containers However, the 
working substance is continu 
ouslj movnng, and at any instant 
it wall have stored in it some 
total kinetic energj and some 
total potential energj as well as 
internal energy Each of these 
energj quantities as thej applj 
to a particular small mass of sub 
stance vanes from point to point 
The total energj within such a 
system is its stored energy E, the sum of all potential, kinetic, and internal 
energies 

A closed "system of a working substance which is not flowing, as for 
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Fig 8 Steam Power Plant The source of 
the heat added to the steam is m the eneering 
fuel and air stream at vt in the form of chemical 
energy Operahon Water is eTaporated into 
steam m the boder, steam flows to the prune 
mo^et (engine) and some of its energy is con- 
verted into work 1V„, leaving the system, 
exhaust steam enters the condenser and is 
condensed to water by circulating cooling water, 
in and out at C and D, where heat is reiected 
from the cycle, the two pumps pump the water 
hack mto the boiler and it repeats the Cyde 
The energy required by the pumps is (W.i 
and Wd) The net work of the cycle is 

as the mass circulates through the cycle 
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instance the system in Fig. 6, p. 21, is a nonflow system, and the processes 
which such a sj-stem undergoes are called nonflow processes. Excluding 
turbulence, which may exist in a nonflowing sj’'stem, the total stored energy 
is the total internal energy (P — 0). 

An open system is one in which mass crosses its boundaries; transit energy, 
work and heat, may or ma}^ not be crossing the boundaries at the same time. 
There maj' be several mass streams, as in a steam power plant where the 
mass streams are (1) the entering fuel, (2) the entering air to burn the fuel, 
both at A, Fig. 8, (3) the products of combustion lea\dng at B, (4) the circu- 
lating cooling water for condensing the exhaust steam from the turbine, 
entering at C, lea^'ing at D. There are a number of common examples of 
systems invohdng one substance; for example, a steam turbine (Fig. 9) 
where the steam enters the system at 1 through a valve and leaves at 2. 
In the turbine, the steam speeds up in going through nozzles and gains 
kinetic energy which is converted into work as the steam passes through 
the turbine blades. 

The type of open sj'stem which we shall study most frequently is a steady 
flow system, which has the following characteristics: (1) the rate of flow 
(pounds per second, for example) of each mass stream entering and leaving 
the system is constant; this means that there is neither accumulation nor 
diminution of mass within the system; (2) there is neither accumulation nor 
diminution of energj' within the sj^stem (the rate of flow of heat Q and work 
TF are constant) ; for example, the turbine of Fig. 9 delivers work and radiates 



Fig. 9. Turbine as a System. 


heat at a constant rate while operating under steady flow conditions; (3) 
the state of the working substance at any point in the system remains con- 
stant. For most practical purposes, a reciprocating engine may be analyzed 
as a steady flow system when the state of the working substance varies 
uniformly and periodically through the same series of states; for example, an 
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internal combustion engine maj be considered as a steadj state sjstem 
nhen it burns the same amount of fuel during each C 3 cle, when the tem- 
perature of each batcli of exhaust is aluaj's the same, when the heat earned 
awaj b> the coobngwateristhesamedunngeachcjcleof events, etc 

Unsteadj flo\i sj stems arc of scxcral forms, each one characterized bj 
accumulation or dirmiiution of either mass or energj, or both, xnthin the 
sjstem For example (1) fluid maj flow outuard onlj from a sjstem (as a 
sj-stcra of air in a tank from which air flows to “pump up” a tire), (2) fluid 
maj flow inward onlj (as in refilling the air tank with the discharge xahe 
closed) , (3) fluid maj be flowing botli inward and outward but at different 
rates so that the amount of fluid inthin the system increases and decreases, 
or (4) the engine is warming up (increasing power) or cooling off (decreasing 
power) By waj of illustration of all these ideas consider an automotne 
engine hen it is started cold much of the energj from the fuel is used to 
heat the metal parts and the cooling water hile the car is getting under 
waj , xarjnng quantities of fuel and air enter the engine If the car speed is 
maintained constant on lo\cl ground and if the emironment (temperature 
and wand speed, pnncipallj) remains constant the engine exentuallj 
reaches steadj flow operation — e\en though the temperature at a particular 
Nacimtj wathin the sjstem (inside the cjlinder for instance) fluctuates, each 
cjcle of fluctuation is the same as the preceding ones If the cor now goes 
up hill at the same speed more work must be done bj the engine more 
working substance must flow into the engine and the engine “gets hotter 
If the car goes down hill at the same speed less w ork is done bj the engine 
less fuel 13 used, and the engine runs “cooler” and not in steadj state 
While steadj flow and steadj state arc cxadentlj dilBcult to achiexe in a 
moxing automobile, tests and analjses of automotixe engines are generallj 
made under lartual steadj flow conditions notwithstanding It is easj to 
approach steadj flow in a stationarj internal combustion engine on an o\ er- 
all basis 

23 Continuity of Mass Implied in the foregoing discussion is the law 
of the confinuify of mass, aloo called con 
servofion of mass, which saj's that mass 
ts indestrurfihfc Within the bounds of 
our experience, this law bolds except in 
atomic processes w here mass is com erted 
into energj Also, there is speculation 
that mass maj be created in the “x-acant' 
space of the universe — one atom of hjdrogen per jear m some several mil 
lion cubic feet of space * 

In Fig 7, let the av erage \ elocity of the fluid at section C in the pipe line 

•See Fred Ilojle, Tht halurt of f\e Unntrst for an mterc'ting account written for 
the layman 
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be V [ps; then the quantity of fluid flowing is Av cu. ft. per sec., where A 
sq. ft. is the cross-sectional area. If the specific volume is v cu. ft. per lb., 
then the mass rate of flow is w = Av/v lb. per sec. If the area of the cross 
section changes, the law of the continuity of mass shows that 


(4A) 

(4B) 


w = 


AiVi AiVi 


Ib./sec. 


«1 Vi 

w = AiVipi = AiViPi Ib./sec., 


for u fps, A sq. ft., v cu. ft. per lb., and p lb. per cu. ft. Equation (4) says 
that the mass of flow past boundary 1 is equal to the mass passing boundary 
2 — assuming no accumulation or diminution of mass between sections 
1 and 2. 


24. Conservation of Energy. The law of the conservation of energy 
states that energy can be neither created nor destroyed.* It is a law based on 
physical observations and is not subject to mathematical proof. In its 
application to energy transformations on this earth, there is no known excep- 
tion, except as mass is converted into energy, and vice versa, and it is there- 
fore an accepted principle and a reliable guide. 

Historically, the first law of thermodynamics stated that work and heat 
are mutually convertible (see § 82), but the tendency now is to broaden the 
statement to include all forms of energy: one form of energy may he converted 
into another. 

26. Energy Equations for Closed Systems. The law of conservation of 
energy may be stated in several different working forms. For example, for 
any kind of a system, it should be evident, if energy is neither created nor 

* This law is not an idea which burst suddenly upon the scientific world. After scien- 
tists began working with energy, it was years before the law was comprehended. Benja- 
min Thompson (Count Rumford), 1753-1814, who has been called an arrogant and insuf- 
ferable genius, really discovered the equivalence of work and heat in the course of 
manufacturing cannon (1797) by boring solid metal submerged in water. He was 
intrigued by the water boiling because of the mechanical work of boring, yet no heat had 
been added to the water. He convinced himself, but not the world, that the then accepted 
caloric theory of heat (a theory which supposed heat to be a substance without mass) 
did not explain all known phenomena of heat, and that work and heat were in some 
manner related phenomena. In his words, "Is it possible that such a quantitj’ of heat 
as woidd have caused five pounds of ice cold water to boil could have been furnished by 
so inconsiderable a quantity of metallic dust merely in consequence of a change in its 
capacity for heat?” Other experimenters later discovered more evidence, until some 
fifty years after Rumford’s cannon experiments. Joule, with assistance from I.ord Kelvin, 
showed conclusively that mechanical work and heat are equivalent. (We arc now just 
a few years from Joule. Sec the footnote on p. 16. Considering the age of the earth 
in billions of years and the age of man as about 1,000,000 years, thermodynamics is a 
new science — as is all science). Rumford was teaching school in Rumford, Mass, (now 
Concord, N. H.) when he met, wooed, and won a wealthy widow. He was sympathetic 
with the “other” side at the time of the Revolutionary War and decided that it would 
be smart to leave Boston with the British, which he did, deserting his wife and daughter. 
Though ho wanted to, lie never returned to .America, but he gained fame and honors in 
Europe and England. 
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or solving for Q, 


(7B) Q = AJ; + ATT, + Aff + AP + W, 

[steady flow eneboy equation] 


where i]] terms are m the same umts and aW A v alues are the second state 
property minus the first state property Since the foot-pound is a rela- 
tively small unit for most of our purposes, we use the Btu more often and 
Joule’s constant J to show the conversion vvliere necessary Also, (7) may 
represent one pound or any number of pounds of fluid flowing during some 
elapsed time You should fix m mind the mcamng of (7), the method of 
determimng the V alue of each term (or the change in value, such as At/), and 
learn these things so well that you will remember and recall them as long as 
you practice engineering We know that the potential energy is 


P = 


J 


Btu 


and AP la given by AP = Pj — Pi = (v}g/g»){tt — Zi)/J 
that the kinetic energy A' = wy>‘/{2gj) Btu and 


AA' 


m(vt* -• vi*) 

2gJ ' 


** — gO/y Btu, 


that the flow work is W/ =* pV/J Dtu and AU'f — (piVt — piVi)/J Btu, 
or (pit's — p\Vi)/J Btu per !b The convention of signs is the same as 
explained for tho nonflow equation (6) 

The working substance of some systems may be at a higher temperature 
than the environment in which event, heat Q ivill naturally flow outward 
Or the flow will be inward if tho working substance is at a lower temperature 
than the environment In certain situations, heat is intentionally added or 
abstracted concurrently with the natural passage of heat, as m a steam 
boiler In most systems where heat undesirablj' moves in or out, the 
amount of such heat is often negligibly small compared with other energy 
quantities, hence, wc often think of Q as a planned transfer 

27 Enthalpy A property which is found to be frequently useful to 
engineers and scientists is one called enthalpy {II, h) pronounced en thal -py 
It IS a composite property applicable to all fluids and is defined by 

(8A) h = u + ^ Btu/lb and H = U + ^ Btu for w lb , 


where H — wk It is seen to be a point function (or property) because it is 
defined in terms of point functions only The change m specific enthalpy is 


Ah 


= Ati -f 


Apv 

~T' 


hi - hi 


Pi«i 

J ' 


(8B) 
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and in terms of differentials, 

(80) dh = du + ^ = du + ^ + 

d do 

Enthalpy* being a point function, / dh = h-, — hi, from state 1 to state 2. 
Since the absolute quantity of internal energy is not known, the absolute 
value of enthalpy is unknown. However, it usually matters little, because 
what we wish to know is the change of enthalpy. Enthalpy may be meas- 
ured above any convenient datum. 

28. Steady Flow Equation with Enthalpy. Inasmuch as the steady flow 
equation (7) includes the terms 

u + Wf = u + ^ and U + Wf= U -i- 

we may replace these two terms vdth their equivalents, h and H. As we 
shall learn later, it uill be as easy or easier to determine the change in 
enthalpy as it is to find the change in internal energy (not to mention pv). 
It is also true that we shall seldom be concerned with the change in potential 
energy AP; it is not to be considered unless specifically included or unless it 
obviously belongs. The change of potential energy in a hydraulic power 
plant is the significant change, but in heat engines, elevation differences are 
relatively minor; or Pi » Pt. With these two revisions, the steady flow 
equation becomes 

(9A) Ki + hi + Q ^ Kt + h+ W, 

(9B) ^ + Q = ^ + /i, -f IF Btu. [AP = 01 

In applications of equation (9), other terms may be zero {AK or Q or IF 
or Ah). One of the objectives of this study is for the reader to learn to omit 
energies which should be omitted and to include the ones which count. 
There are several other arrangements of the steady flow equation which are 
advantageous under one circumstance or another, including 

(9C) Q = h2 - hi + K2- Ki + W = Ah + AK + W, 

(9D) Q = Au-i-^ + AK+W, 

(9E) dQ = du + ^ + die + dW = du + ^ + + dK + dW, 

(9F) dQ = dh + dK + dW. 

[ant steady flow, AP = 0] 

Equations (9C) and (9F) are important forms. If AK = 0, we have 
dQ = dh dW] compare with the nonflow equation (6B), p. 30. If TE — 0, 

* Other names in use for this property are iolal heal and heal content, both of which 
should be avoided. 
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\\e get dQ — dh dK As for a noafloM process (§ 26) Q and IT are nc< 
transfers of cncrgj hut as seen IT 7 ^ Jp dT here Practice TOting the 
equation (9) in different arrangements just to get acquainted vnth it 
(See I 42 ) 


29 Applications of the Steady Flow Equation In order to applj anj 
energj equation to a de\ace it ts necessary to know what the dettce does and 
more or less how it does it One reason for this is that not all of the energj 
terms m an energj equation (6) or (7) are applicable to all devices and 
machines One or more terms usuallj drop out because thej are irrele\ant 
or inconsequential Thus the first step in the solution of a thermodjTiamic 
problem is to determine bj \\hate\cr means possible the operation of 
the thing with which the problem is concerned ^\ith this knowledge jou 
are in a position to decide or tentatnelj decide which energies are to be 
considered 

Consider a turbine gas or steam It reccnes a stream of fluid more or 
less steadilj at high pressure which then expands to a low pressure doing 
work In stationarj practice this turbine be fairlj well insulated 
that IS Q « 0 From a practical point of x lew the speed at which the fliud 
approaches the turbine is not vcr> different from the speed at which it 
departs wluch is to saj that there is not much change in kinetic energj 
Thus the change of kinetic energj maj be negligible Ah «s 0 Isowdraw 
an energy diagram Fig 210 consirfennj; all forms of energj but omitting 
those which arc not apropos or using the full steadx flow equation wnte 
the energj equation for this part tular application It is liest to do both 
Thus from the energj equation (9C) we maj write 

(d) ir -Ah - 6 k or IT -Ah A, - A, Btu lb 
IQ 01 [0 0 aA 0] 


The same results are obtained from energj diagrams 

For another illustration consider a nozzle on a jet engine (see Fig 219 
§ 322) k nozzle is a dexuce which receucs a fluid guides its expansion to 
some lower pressure conxerting some of the entenng energj into kinetic 



energj at exit (Iig 12) \o shafts are turned 
so that IT = 0 Also Q » 0 because the tune of 
passage of a particle of mass through the nozzle 
IS so short (a fraction of a second) that there is not 


fig 12 Energy D a enough time for the heat loss Q to be significant 


gram for Nozzle Thesys 
tem IS bounded by the 
internal surface of the 


as compared to other energj quantities From 
the energj djagram Fig 12 or from (9C) we get 


nozzle and imaginary / v 
planes at its extremities 
sections 1 and 2 


AK Ah ~ {hi - hi) - hi -hi Btu/Ib 

IQ - 0 n 0] 


which saj^ that the increase in kinetic energj in the nozzle is equal to the 
decrease of that useful property eDthalpj In many nozzles the entenng 
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So 

kmetie energy is negligible. ETi ~ 0 and SK ~ K^. If this is so. equation 
(e) becomes 

® E^z — = hi — hi BtU/db. 

[Ki =0. <2=0, IT = 01 

The reader probably obsert-es that, eren in these ttvo simplest applica- 
dons. one must have some engineering knowledge in order to judse the 
appropriateness of the various energies. Such elementary knowledge (and 
much morel is working knowledge for the engineer. Other applications 
wHi be made here and there throughout the book. The student should 
make an energy diagram for each problem solved. 


30. Example, .in air compressor takes in air at 15 psia and discharges it at 
100 psia: ri = 2 cu. ft. Ib. and r^ = 0.5 cn. ft. Ib. The increase of internal energj- 
is 40 Btu Ib. and the work is 70 Btu Ib.: AP = 0 and AK ~ 0. How much heat is 
transferred? 

soLtnos’. The fo-ms of energy to be eonsidereii are flow work, internal energj-. 
work, and of course heat. For 1 Ib. of substance. 


rr- Pitt _ (15)(144)(2) 
77S 


5..5.5 Btu Ib. 


= ££:- = C^QQ)(i^)(0-3) 

J 77S 

ATT^ = TT., - TTn = 9425 - 


= 9425 Btu lb. 

5.55 = 4-3.7 Btu Ob. 


Since work must be done or. the air to compress it. the work is negative, 

IT = —70 Btu lb.: 


and sinee tbe internal energj’ increases, Au = ir- — ui ~ 4-40 Btu Ob. Using 
these various values in equation (9D), we solve for Q and find 

Q = Au 4- ATT/ 4- TT = (4-40) 4- (4-3.7) 4- (-70) = -26.3 Btu Ib.. 

where the negative sign indicates that heat is rejected by the system. Some air 
comaressors have water jackets for the purpose of cooling the air during compression; 
hence the negative sign would be expected. 

Since it is important to be able to utilize energy diagrams, we shall repeat the 
solution from tbi.- viewpoint. The procedure is to decide upon what the system is. 
say. the air on its way through the compressor. Fig- 
ure 13 sets the boundaries and shows what is known. 

The internal energy may be measured above the 
datum of the entering air. which gives ih = 0 and 
= 40, because — lu = 4-40. At this stage, it 
may not he known whether heat Sows in or out. 

If we choose to show heat Q as transferred in. as in 
Fix. 13. a plus sen for the answer would say that 

The direction of energy Sow as shown is correct. 


Ufi — 5.55 


iy=70 

r,=0* 


n>„=9A5 


,=■^0 


Fig. 13. 
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points 1 and 2 for diiTcrcnt processes between the states Therefore, the 
specific heat c as defined in equation (lOB) depends on the process, and there 
are an infinite number of possible processes For example, the specific heat 
of a constant volume process is different from that of a constant pressure 
process Moreover, even in a particular process, the specific heat is not 
constant (§ 44), but luckily it can usually be expressed as a function of 
temperature so that equation (lOB) may be integrated readily For small 
\ariations of temperature, the specific heat may be considered constant 
Therefore, if tho mean or instantaneous value is used, equation (lOB) may 
be integrated to give 

(11) Q = mf dT = wc(Tt~Ti) Btu, 

ICONSTANT SPECIFIC HEAT) 

between the limits of states 1 to 2 ulicrc the value of c is taken according to 
the process 

36 Constant Volume Specific Heat There are two 
instant processes w hose specific heats arc especially important and 

useful constant volume c. and constant pressure Cp Con- 
i I sidcr first a nonllow constant volume system (Fig 14) 
•O. Smeo n —0 the heat transferred into the s> stem must go 
Fig 14 Con into internal energy and the nonflow equation for umt 
slant Volume mass gnes <?. — Au where the subscript v suggests that 
Systsm the volume remains constant Thus we have 

(b) 0, = AU >= wc,(Ti - Ti) Btu or Q, = Au - c,(7’t — Ti) Btu/lb 

(COVSTAST c.l 

and a definition of c, in terms of point functions as 

(12) c, - or c. = Btu/lb-"R 

[average value) (i-VSTANTAVEOUS VALim) 

The second fOrm is recogmzcd as a partial differentiation of u with respect 
to T wth V constant but we shall not adopt the partial 
notation at this time For the ideal gas to be studied 
soon, it is not necessary for the volume to remain constant 
in order for equation (12) to be true See Table I for 
some values of Ct. 

37 Constant Pressure Specific Heat Let the system 
be a nonflow system as before, and add heat while the 
pressure is maintained constant (Fig 15) The pressure 
is balanced by a constant load F (Fig 15) on a fnctionless, 

movable piston For an aven^ value of c- the heat is 

' slant rressuje 

(c) Qp = wCpATBin or Q, = c, AT Btu/lb , System 
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Table I. CHARACTERISTIC CONSTANTS FOR GASES 

(a) For the gases marked (a), the values of Cp are instantaneous values at 
540°R = S0°F taken from spectroscopic data. Then was found from Cr = Cp — R/J, 
and 1: from Cp/Cv. These values are for zero pressure, but the 3 ’ are suitablj' accurate 
for ordinar}- computations at ordinarj- pressures. 

(b) For the gases marked (b), the values of Cp and k were taken from the Inler- 
naiional Critical Tables, Vol. V, for standard atmospheric pressure and 15°C (59°F). 
Then c, was computed from c, = Cp/k. 

The gas constant R for each gas was computed from R = p/(pT), where p = 1/v 
was taken from the International Critical Tables, Vol. Ill, for standard atmospheric 
pressure and 32°F. M = molecular weight; Cp and Cr are in Btu per lb-°E.. To 
obtain Cp Btu per mol, use Cp = Cp — 1.986. 


Gas 

M 

B 

B 

I: 

B 

n 

MR 

Air 

(a) 

28 970 

0.24 

0.1715 

1.4 

6.95 

53.3 

1545 

Carbon monoxide (CO) 

(a) 

28.010 

0.2487 

0.1779 

1.398 

6.97 

55.1 

1543 

Hj-drogen (H-) 

(a) 

2 016 

3.421 

2.4354 

1.405 

6.9 

767 

1546 

Nitric oxide (NO) 

(a) 

30.008 

0.2378 

0.1717 

1.384 

7.14 

51.4 

1542 

Nitrogen (N-) 

(a) 

28.016 

0.2484 

0.1776 

1.4 

6.96 

55.1 

1543 

Oxj-gen (0:) 

(a) 

32 

0.2193 

0.1573 

1.394 

7.02 

48.25 

1544 

Argon (A) 

(b) 

39.95 

0.125 

0.0749 

1.668 

4.99 

38.7 

1544 

Helium (He) 

(b) 

4.003 

1.25 

0.754 

1.659 

5.00 

386 

1544 

Carbon dioxide (COj) 

(a) 

44.01 

0.202 

0.157 

1.29 

8.89 

34.9 

1536 

Hvdrogen sulfide (HjS) 

(a) 

34.08 

0.328 

0.270 

1.21 

11.18 

44.8 

1523 

Nitrous oxide (NsO) 

(a) 

44.02 

0.211 

0.166 

1.27 

9.29 

34.9 

1536 

Sulfur dioxide (SO;) 

(a) 

64.06 

0.154 

0.123 

1.25 

9.87 

23.6 

1512 

Acetvlene (C:Hi) 

(a) 

26.04 

0.409 

0.333 

1.23 

10.65 

58.8 

1529 

Ethane (C-H;) 

(a) 

30.07 

0.422 

0.357 

1.18 

12.69 

50.8 

1524 

Ethvlene (C:H<) 

(a) 

28.05 

0.374 

0.304 

1.23 

10.49 

54,7 

1532 

Isobutane (CiHio) 

(a) 

58.12 

0.420 

0.387 

1.09 

24.4 

25.8 

1499 

Methane (CH<) 

(a) 

16.04 

0.533 

0.409 

1.30 

8.55 

96.2 

1539 

Propane (CjH;) 

(a) 

44.09 

0.404 

0.360 

1.12 

17.81 

34.1 

1504 


this heat goes into internal energy and into work being done in raising the 
weight F and overcoming the pressure of the surroundings. For one pound 
the work is (§ 18), 

(d) W = jjpdv = ^]dv = = 

[PBESSCBE CONSTANT ONLT) 

Then the energy equation, dQ = du + p do for 1 Ib., applied to a constant 
pressime process gives 

(e) ^ + ^ - = h, - h, = Ah = CpiT, - Ti) Btu/lb., 
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where u + pv/J has been replaced by h, the specific enthalpy Thus v,e 
see that c, may be defined in terms of point functions as 

(13) ™ 

[average valub{ [instantaneous value] 

There are advantages m some advanced thermodynamic problems in having 
the definitions of c, and e, in terms of point functions Moreover, since 
work entering the systems m Figs 14 and 15 may bring about the same 
terminal state, equations (12) and (13) free the defimtions of these specific 
heats of dependence on heat Nevertheless the concept of heat per unit 
mass is very useful and holds for processes in which there is no fluid 
friction See Table I for values of c, for a few common substances 
Air is so often the working substance that the student should memorize 
its specific heats at normal atmospheric temperatures 

AIR c, « 0 24, and c. - 0 1715 Btu/lb 
or Btu per Ib *F The ratio of the specific heats Cp and c, appears so often m 
thermodynamic equations that it is given a symbol k 

(14) ‘ = I > ‘ 

The value of k is always greater than unity because for a particular tem- 
perature difference AT, AK = Au + Apv is alw ays greater than that is 
to say that the heat m the constant pressure process not only increases the 
internal energy but also does work From equations (b) (e) and (14) we 
notice that Ah/Au = k 

38 Reversibility A process or a cycle which is reversible in every 
respect is one which is as perfect as the mind can conceive Inasmuch as 
thermodynamic analyses treat first of events which are reversible (ideal) 
m some respect, it behoov es us to search for the significant meanings of the 
word reierstbihty (There are many metaphors m the language which show 
that mankind has long realized the inevitable irreversibility of time and 




actual events ) * 

Adiabat c Walla 


Consider a nonflow system of an ex- 
\ pansiblc fluid G m a cylinder (Fig 16) 



U sartwiivdftd by odiabatic waUs By 
jj definition, adiabatic means that the 


y 

/ transferred heat is zero (Q = 0), and 

Flywheel’^ 


adiabatic walls are ones which are per- 

Fig 16 


fectly insulated (There is no such 
thing ) Imagine that the piston is an 


infinitesimal movement past head-end dead center position (piston at its 
• \o use crying over spilled mdk All the king a horses and all the king s men could 
not put Ilumpty Dumpty together again 
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farthest leftward position) and that the fluid G is at a pressure above atmos- 
pheric. If the engine is free to move, G expands and does work at the 
expense of its internal energj- (Q = AG -f- = 0). If the start is from rest, 

this work can be used to speed up the flywheel, storing kinetic energj' in it. 
WTien the expansion of G is completed at the end of the stroke, the kinetic 
energy in the flywheel is a maximum. Now if this process is reversible, the 
kinetic energy in the flywheel is just enough to compress G back to its original 
state (pi, Vi, Ti), where the engine again comes to rest. This event vill 
not happen because no actual process is reversible. 

(c) External irTeversibilUy is some irreversibility external to the system, 
when the system is the working substance; for example, friction at the bear- 
ings A, B, and C, between the piston and cjdinder walls, and between the 
atmosphere and the rotating members; all absorb some of the IF output of 
the system. Instinctively you know that j'ou cannot use the “frictional 
energy” to recompress the fluid to its original state (which is one of the 
things said by the second law of thermodynamics — see Chapter 7). 

Another form of external irreversibility' is due to the flow of heat through 
the containing walls, inasmuch as an adiabatic wall is a fiction of the mind. 
Since the temperature of the substance changes during the expansion, there 
is certain to be a temperature difference AT vith the surroundings. Heat is 
that energy which is transferred because of a temperature difference, and if a 
temperature difference e.xists, heat is necessarily transferred. We say that 
the flow of heat from a body at high temperature to a body at low tem- 
perature is irreversible because all e.xperience suggests the improbability of 
its flowing in the opposite direction. As Clausius* said in 1850, “It is 
impossible for a self-acting machine unaided bj' external agency to move 
heat from one body to another at a higher temperature." (This is a state- 
ment of the second law of thermodynamics. Chapter 7.) We see then that 
heat can be transferred reversibly' only when AT = 0 and that the transfer 
approaches reversibility' as AT approaches zero. 

(b) Internal irreversibility is irreversibility' caused bj' fluid friction within 
the system, or it is an internal event which is irreversible, such as the mLxing 
or diffusion of two or more gases. You can easily imagine that a large and 
fast movement of the piston would result in a sudden expansion of G (Fig. 
16) and momentary' differences in the properties, say, pressure and tem- 
perature, in various parts of the fluid. That part adjacent to the piston 
would expand first. Because of the lower pressure in the vicinity of the 
piston, gas would rush in from the liigher pressure regions, there would be 
* Rudolf Julius Emmanuel Clausius (1822-1S8S), born in northern Germany, a pro- 
fessor of physics, was a genius in mathematical investigations of natural phenomena. 
He elaborated and restated the work of Carnot, deducing the principle of the second law 
of thermodynamics. His mathematical work in optics, electricity, and electrolysis wa' 
significant. James Clerk Maxwell credits him with being the founder of the kinetic 
theory of gases, on the basis of which Clausius m.ade many important c.alculations, one 
of which was the mean free path of a molecule. He is the author of an e.xhaustive 
treatise on the steam engine, wherein he emphasized the then new conception of entropy. 
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whirlpools and eddies, and consequently fluid friction These effects can 
be neither ascertained in detail nor completely controlled While this inter- 
nal motion exists, the fluid is not m an equilibrium condition Some of the 
energy iihich might have been dehvered as nork remains stored m the sub- 
stance In order for this phase of the operation to be rc\ ersible, the piston 
Mould ha\e to move ^e^y slowly (at an mfimtesimal speed in the limit), 
the substance must pass through a senes of equilibrium stales, which is to 
say that there is no fluid turbulence of any degree At any instant, all parts 
of the system must be at the same temperature and pressure While 
internal re\crsibility cannot be achic\ed, actual processes can approach it 
closely It IS internal reversibility that we most often assume in this study 
For example, the worL of a fluid is II = fp dV when the nonflow process is 
internally re\ersible (p is the instantaneous pressure m all parts of the 
system), whether tlicrc is or is not external rcxersibility 

The internally reversible process is a controlled process, as contrasted 
with an uncontrolled expansion, as m opening a vaKe and letting the fluid 
flow out without doing work On the other hand, a guided expansion in a 
nozzle maj closely approach a rcvcrMblc process, because the kinetic energy 
of the jet can be reconverted in such a manner as to bring the substance 
back close to its original state m tho absence of fluid friction and turbu- 
lence during the compression process 

To summarize If, after a process constsiiny of a continuous senes of equi- 
librium states IS completed, the substance can l>e made to retrace in Ike reverse 
order the various states of the original process, if all energy quantities to or 
from the surroundings can be returned to their onginal states (eterything as it 
laas before the process), then the process is externally and internally reversible 
The conditions for reversibihtj are (1) processes controlled through a series 
of equilibrium states (no fluid friction), (2) no mechanical friction, and (3) 
no temperature difference during transfer of heat Perhaps we should add 
a fourth condition, that there is no diffusion For example, if gases A and 
B are separate but at the same temperature and pressure, they wiU gradually 
mix (diffuse) when the separating partition is removed This is an irre- 
\ ersible process which could be construed as being covered by condition (1) 
In engineering, v\ e usually care for irrev ersibiUtes or convert ideal results into 
actual results by the use of ratios and efficiency numbers which are based 
on experience 

39 Entropy. The time has come to introduce another property, entropy 
(en'-tro-py) We shall discuss this property, v\}uch happens to be of great 
utility, in more detail later after you have become better acquainted with it 
Entropy (s, S) is zero at absolute zero temperature, but unless tabulated 
absolute values of entropy are available, we generally compute only changes 
of entropy and we generally define it in terms of a change For an internally 
reversible process, the change of entropy of a substance receiving (or deliver- 
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§ J^0] TEMPERATURE-ENTROPY COORDINATEvS 
ing) heat is defined by 

(15A) dS = ^ or AS = I ^ Btu/°R, 

(15B) As = S 2 - s, = J ^ Btu/lb-°R, 

[RE\EnSIBLn process] 

where dQ is the heat transferred [total amount in equation (15A), for one 
pound in equation (15B)] at the temperature T; AS is the total change of 
entropy for to lb.; As is the change of specific entropy. If the integrations 
are made from 1 to 2, the signs of the answ ers obtained wll always accord 
with the conventions set up in Chapter 2; that is, an increase is positive, a 
decrease negative. 

In processes where the specific heat is a known finite value, we may use 
dQ = wc dT and evaluate the change in eutropj'^ as 

(f) AS = tv j Btu/°R; or 

(g) AS = wc j ^ = wc In Y Btu/°R, 

[constant specific heat] 

between the limits of states 1 and 2, where the specific heat is the proper 
average value for the kind of process involved; for example, for a reversible 
constant pressure process, AS = Cp In {T 2 /T 1 ) Btu per lb-°R. 

Considering equation (15), AS = / dQ/T, it appears that S is not a 
point function since it is defined in terms of a path function Q ; yet we truly 
stated that entropy is a property. As will be shown later, dividing dQ by T 
results in a property. 

40. Temperature -Entropy Coordinates. If equation (15) is rewritten as 
(15C) Q = jTdS Btu, or 

Q = j T ds Btu/lb. 

and compared with W = Jp dV , we observe that 
T, like TP, is an intensity factor and (s, S), like (r, 

V), is an extensive factor. We see that the product 
of T and dS, during a reversible process, gives heat 
and that this product represents an area on the TS 
plane (Fig. 17). The integration of T dS from 1 
to 2 (Fig. 17) gives the area under the curve douTi 
to absolute zero temperature, area »i-l-2-», which 
represents the amount of heat transferred during 
the process 1-2. This is a useful attribute of entropy and makes the 
TS or Ts plane a favorite one for depicting processes and cycles. Since 



Fig. 17. TS Plane. A 
differential area is T dS, 
recognized as dQ. 
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u 

dQ = dU + p dV/J = T dS, "ne can write 

(h) = f + 

ivhich can be integrated for certain circumstances (§ 62) 

The process must be reversible for either of the areas, fp dV or JT dS, to 
hav e Significance Irreversible processes mil be shomi dotted as a reminder 
that the areas under the curves do not represent work or heat 

41 dF for Reversible Steady Flow Processes It might be supposed 
that the integral /pdl’, which gives the work for a nonjlov) process has 
some significance in stead} flow processes Let us w rite the energ} equation 
as established for reversible nonflow processes as follows 

W Q ~ iU - fpd\ Mb , 

and the stead} flow equation as 

(j) Q - AO - AH / + &K + AP + ir ft-Ib 

We recall that the change of internal cticrgj depends onl} on the location of 
the state points I and 2 that it is independent of the nature of the process 
connecting the points and that therefore the change is the same betw een any 
two states no matter whether the process is reversible or irreversible non- 
flow or steady flow Limiting our discussion to reversible processes we 
recall that the heat odded in an internally reversible process is expressed in 
general b} la/c dT where c has a definite and characteristic value depending 
upon the kind of process only That is wfc dT has the same value for sa} , 
a constant pressure process no matter whether this process is nonflow or 
steady flow Thus the left hand sides of the two foregoing equations are 
identical for a particular reversible process Since the right hand sides of 
equations (i) and (j) are equal to the same thing the} must be equal to 
each other, 

(k) fp dT = ATT/ + AK d- AP + IT ft-lb 

In other words, the integral fp dT’’ evaluates the total change in the mecham 
cal energ} terms of the stead} flov\ equation for wersiidc processes Equa 
tion Iv) 15 thtnefore an energy eqvnVwsa applying to either ie\et5ib\e nonjlou. 
or steady flow processes In differential form, (i) becomes 

(16) dQ - TdS = dU + Btu or dQ - T da = du + ^ Btu/lb , 

IaNT BEVFRSIBLK IROCESS] 

where p dV is defined by equation Note that equation (k) reduces to 
the nonflow relation fp dV = W when the terms associated mth motion are 
taken out 
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43. Other Energy Relations. With equation (16) established for gen- 
eral use and with the definition of enthalpy and other energj^ quantities, a 
variety of energy equations can be obtamed. Some are particularly useful 
and significant. By way of iUustration, we differentiate H = U pV/J, 
and get 

(1) dH = dU -b ^ Btu. 

But dU -\-pdY[J = dQ = T dS from equation (16); so for reversible 


processes, 

equation (1) becomes 


(m) 

dH = dQ + or 

dQ = dH 

or 

(17) 

TdS = dH - and 

Tds = dh- 


[ant RE\'ERsrBLE PROCESS! 

[for one pound] 

where dQ = T dS (and T ds) has been used and where the integration would 
be from state 1 to 2. The integral /F dp represents an area (Fig. 18), the 


area “behind” the curve. Equation (17) says this area is 

(n) - ^ V dp = + j V dp = (r dS - dH) = Q - AH Btu. 

llUn'ERSIBLE process] 


If Q should be zero, as it is often assumed in ideal situations, the area repre- 
sents AH. Kow in equation (9E), which is 


(o) dQ = dll -b -b dhC -b dW 

let du + p dv/J = dQ, and get 

(p) — j^v dp = W AK ft-lb./lb. 
and 



- V dp = W + AK ft-lb. 

[reveesible steadt flow, AP = 0} 


Fig. 18. Area for fV dp. 
Area 1-2-a-b represents the 
work of a reversible steady flow 
process when = 0 and 
AP = 0. 


As mentioned before, the potential energy is 
seldom, if ever, significant in a heat engine, 

/ dP = 0. Therefore, we may say that the area — fV dp represents the work 
of a steady flow process when AK = 0, or it represents AK when TF = 0, and 
in both cases it represents —AH if Q = 0. Observe that — JF dp is a 
positive number when integrated from 1 to 2 (Fig. 18), the work being done 
hy the substance. In order to make the integration, one must know the 
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relation between p and V (as pV’' = C). Practice arranging energj 
equations now 

43. Molar Specific Heats. It is often convenient to use specific heats 
for a mol of substance A mol is M pounds, where M is the molecular 
weight of the substance For example, a mol of oxygen is 32 lb The 
corresponding \aluea are called molar specific heats C, C = Me Btu per 
mol-^R; 

(q) C„ = Me,, C, = Me. 

44. Vanable Specific Heats.* As previously mentioned, specific heats in 
general are not constant They not only a^ary markedly with tempera- 
ture, but also with pressure The specific heat values to be given below 
are for zero pressure, but they arc used for finite pressures m the absence of 
better data and serve \erj’ "ell for most engineering situations The 
specific heats of vapors close to temperatures wjicrc they will condense vary 
markedly w ith pressure For gases such as air at very high pressures and at 
temperatures below, say, lOOO^F, the x'arialion of specific heat with pressure 
IS large {15) At ordinary atmosphenc temperatures, the values for gases 
at zero pressure arc beginning to be questionable if accuracy is important 
when the pressure exceeds, say, 200 psia However, specific heats for zero 
pressure are successfully used m analyzing internal combustion engines 
where pressures are much higher than 200 psia (but the temperatures are 
higher also and pressure has less cITcct at high temperature — above 2000®ri 

The curves of Fig 19 give instantaneous values of the molar specific heat 
at constant pressure These curves can also be used to estimate approxi- 
mately the mean x allies of C, between any two temperatures A constant 
volume specific heat is obtained from C, = C,/k, or better from 

C. “ C, - 1 980 Btu/mol-'’Il 

As previously explained, the internal cncigy of a gas is largely due to the 
translational energy of the molecule, to the energy of rotation, and to the 
energy of vibration of the atoms within the molecule At high tempera- 
tures, the vibrational energy increases markedly, and since only the trans- 
lational energy is measured by the temperature, the specific heat must 
increase to account for the absorption of the energy which goes to increase 
the vibrations Observe how abruptly the curve for COj rises, this suggests 
that the vibrational energy of a polyatomic molecule undergoes a consider- 
able change at ordinary temperatures From this theory, it follows that 
the specific heats of monatomic gases, m whicli the molecule has practically 
only translation energy, do not vary with temperature 

It 13 interesting to recall that in accordance with the kinetic theory of 

• la short courses, it may be desired to omit part of oral! the remainder of this chapter, 
except perhaps § 51 
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1.4 


1.3 


1 2 


C5 

0 °- 


1,1 


500 1000 2000 3000 4000 

Temperature, Dejrrccs Ronkine 


5000 


Plolled from data in Keenan and Kaye, Gas Tables {.John Wileij) 


Fig. 19. Molar Specific Heals at Constant Pressure. The molar specific heat at 
constant volume is C, = Cp ~ 1.98S or C, = Cp/k Btu per mol, where values of k are 
on the right-hand ordinate. Divide Cp (or C„) by the molecular weight M to obtain 
Cp Btu per lb. 


gases, which you studied in physics, the specific heats of gases in the absence 
of vibration of the atoms have the values: 


Monatomic gases, 
Diatomic gases. 
Polyatomic gases. 


Cp 


3/e 

5/e 

k = 1.C67; 

2J’ 

~ 27’ 

5R 

7R 

k = 1.4; 

2,7’ 

“ 2.1’ 

3/e 

T’ 

4/e 

Cp - J’ 

k = 1.333; 


where R is called the gas constant (Chapter 4) . Compare these values with 
those in Table I, wliich come from e.vperiincnt. 







(b) Nil,, ammonia 17 03 c, = 0 3G3 + 2 57T/i0‘ 

-isiorvio* - 23 47rV10> 

(54Q-1800°Il) n/J - 0 nc 

(c) Ht. hjdroRcn 2 OIC c, - 2 857 + 2 8C77’/I0‘ (7, = 6 7C + 5 78r/lD‘ 

+ 0 02/r‘^» +20/7“'* 

(5-10-1000*11) n/J -OOSQ 




(b) Csn4, ethylene 

28 03 

c, - 0 0065 + 5 782/10* 

- 9 977^/10* 

|C, = 2 706 + 162I’/10‘ 

' -279C7'V10* 

(540 2700’’R) 


R/J = 0 0731 




(b) Cjll! acetylene 26 03 
(500 2300°R) 

48 


Cp = 0 459 + 0 937r/10« . 

- 2 89 X lO'/r* 
R/J = 0076 


=■ 11 94 + 24 37r/IO' 

- 75 2 X iovr> 
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The empirical equations of Table II make it possible to integrate; for 
example, 


(r) 

« - 

1 cdT 

and 

As = 

f cdT 

J T ’ 

[PEK pound] 

(s) 


f CdT 

and 

AS = 

f CdT 

J T ’ 

[per mol] 


thus allowing for the variation of specific heat with temperature. To find 
the specific heat at constant volume for each substance in Table II, subtract 
R/J from the equation for Cp) that is, the coefficients of the T terms remain 
the same; c„ = Cp — R/J. To find the molar specific heat at constant 
volume, subtract 1.986 from Cp] that is, Cv = Cp — 1.986. 

45. Example. What is the change of entropy of ait which is heated at constant 
pressure from = 40°F to U = 1540°F? 

SOLUTION. In Table II, we see that the constant pressure specific heat of air is 
given in terms of absolute temperature (Ti = 500°R, = 2000°R) by an equation 

of the form 


(t) Cp = a + PT + yT^ Btu/lb-°R 

where a = 0.219,(3 = 0.342 X 10“Sand7 = —0.293 X 10“®. From As = / dQ/T, 
we have 


r 7 ^ 2 -12000 

= [alnr + ^r + TyJ,oo 


200(1 y 

= o: In + /3(2000 - 500) + | (2000= - 500=), 


from which As = 0.35 Btu per lb-°R. 


46. Mean Specific Heat. The use of equations for specific heats becomes 
rather tedious at times. To ease the burden of computations, tables and 
charts of properties, such as entropy and enthalpy, of many common sub- 
stances are available: air, nitrogen, oxygen {14), ammonia, freon, steam, 
etc. (See the material at the back of Problems on Thermodynamics by 
Faires, Brewer, and Simmang.) In the absence of tabulated properties, 
equations of specific heats are useful in many practical appUcations where 
accuracy is desired. If a number of repetitive calculations are to be made 
for approximately a constant temperature range, the mean specific heat 
c and C may be used: 


(u) 


c = 


Jc dT 

T2 - Ti’ 


or 


ICdT 

7*2 - T/ 


For quick estimations, the mean values as obtained from curves such as 
Fig. 19 are satisfactory. 




(e) CH«, methane 1C 03 j e> = 0211 


2ii+G25r/io‘ c, - 3 38 + loozr/io* 

- 8 28r«/10« - 132 7r*/I0‘ 

0 1237 


(e) Calls, ethane 

f5-10-2700*R) 

30 05 

e, *’0 0731 +708r/10* 

- iisrvio' 

R/J ■= 00653 

C, - 2 195 +212 77/10* 

- 3407V10' 

(e) n butane 

(54(V-2700‘’n) 

58 08 

c, = 0075 + 6 94r/IO' 

- 1177r«/I0« 
R/J « 0 0331 

C, ■= 4 30 + 4037/10* 

- 6837V10' 

(e) CiHs, propane 

(540-2700“R) 

44 06 

Cp = 00512 + 7 27r/10‘ 

- 12 32rVlD' 
R/J •= 00439 

Cp =* 2 258 + 3207/10* 

- 543TV10' 
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The empirical equations of Table II make it possible to integrate; for 


example. 






(r) 

Q = j cdT 

and 

As = J 

f cdT 

T ’ 

[per pound] 

(s) 

Q = j CdT 

and 

AS = 

[CdT 

1 T ’ 

[per iiol] 


thus allowing for the variation of specific heat with temperature. To find 
the specific heat at constant volume for each substance in Table II, subtract 
E/J from the equation for c,; that is, the coefficients of the T terms remain 
the same; Cr = Cp — R/J. To find the molar specific heat at constant 
volume, subtract 1.986 from Cp] that is, Cr = Cp — 1.986. 


45. Example. What is the change of entropj' of aic which is heated at constant 
pressure from ti = 4Q°F to = 1S40°F? 

soLtmoN'. In Table II, we see that the constant pressure specific heat of air is 
given in terms of absolute temperature (Ti = 500°R, = 2000°R) by an equation 

of the form 


(t) Cp = a + PT + yT^ Btu/lb-°R 

where a = 0.219, /3 = 0.342 X lO-Sand-/ = -0.293 X lO"®. From As = / dQ/T, 
we have 

[ 7 ^ 2*12000 

alnT + PT-Fy Yiooo 

2000 -v 

= a In + (3(2000 - 500) + | (2000^ - 500=), 
from which As = 0.35 Btu per lb-°R. 


46. Mean Specific Heat. The use of equations for specific heats becomes 
rather tedious at times. To ease the burden of computations, tables and 
charts of properties, such as entropy and enthalpy, of many common sub- 
stances are available: air, nitrogen, o.^ygen { 14 ), ammonia, freon, steam, 
etc. (See the material at the back of Problems on Thermodynamics by 
Faires, Brewer, and Simmang.) In the absence of tabulated properties, 
equations of specific heats are useful in many practical applications where 
accuracy is desired. If a number of repetitive calculations are to be made 
for appro.vimately a constant temperature range, the mean specific heat 
c and C may be used: 


(u) 



or 


C = 


;c dT 
7’2 - Ti' 


For quick estimations, the mean values as obtained irom curves such as 
Fig. 19 are satisfactory. 
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47. Steady Flow of More than One Mass Stream ^ e recall the stipu- 
lations for steadj flow that there be no change in either the total mass or the 
total energj \nthin the system In thia eient, the law of consenation of 
energj ^a^-s that cncrg> entering js equal to energj leanng Ilith this 
knowledge, it isjustaseasj to write the energj equation for anj number of 
substances as for one, but it takes more time and the equation looks more 
fonmdable IIowe\er, bj using E to represent the total energj associated 



Fig 20 Energy Dlagtom Steady Flow— Tieo Fluids 


mth 1 lb of a particular stream t -u-\-pt+K-\-P — h-^-h-^P 
and bt using onlj two «trcams for illustmtioo the resulting equation looks 
harmless enough Thus for fluid 4, Fig 20 weha\e 

Entenng J?^, - Hai 4- Eai + Pau Lea\aag Eaj = fiit -h Kas + Pas, 
and for fluid B, 

Entenng Eai ** fiai ■(■ fvei + Pst, leaving Fbi ~ hp- + Kb- + Pst 
The potential energj Pmaj be omitted os in Fig 20 ormchidcd as appro- 
priate The energj equation becomes 

(v) iPjFji + -f- Q — WiEAi + WbEbi 4- IT Btu 

where Q and IF are net i-alues and the coniention of ■signs la as prcMou«]j 

explained 

48 Variable Flow Process There are ca^'ca m engmeenng where the 
quantitj of mass and energj within a ^stem do not remain constant 
Tiiiical of these would be a fluid flowing into a tank (and not out) or out of a 
tank (and not m) A^Tien the flow is xanable one must consider what 
happens during a particular period of time, or what happens while a certain 
mass leal es or enters the sjstem, or *«t up the energj equation in terms of 
differentials Let E consist in general trf all stored energj quantities in 1 lb 
of the sj’stem at anj instant In terms of the ones w e hax e been considering, 
E = u + K + P Btu per lb (Note that this is not the same E as m the 
previous article) In the begianmg then (Fig 21), there are tCiFi Btu of 
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energy within the system; at the end, there are W 2 E 2 Btu. During an infini- 
tesimal time interval, the change of energy stored in the S 3 'stem is d{ivE). 
Now apply the law of the conservation of energy, as stated in equation (5), 
to Fig. 21, and find 

Energy entering = change in stored energj" -(- energj'^ leaving. 

(w) dw,{h, K, P,) -1- dQ — d(wE) + dwjijif + Kf Pf) -|- dW, 

where i suggests the initial state at entrj^ and / the state of the working 
substance at the final (exit) boundary. The mass balance gives 

Mass entering — mass lea\nng = change of mass within. 

(x) dwt — dwf = uv ~ Wi, 


where Wz — Wi may be positive (increase) or negative (decrease). The fore- 
going two equations are good for two unknowns, but in manj' actual prob- 
lems, assumptions must be made and special data collected in order to be 


dtv, (h,+K,+Pf 


5)^ 


c k; 7 '^7 


Tj Btu/lb. 
it)j lb. at Start 
Ez Btu/lb. 

Wz lb at End 
d ( wC) Change 


dW 


I 

PT' 


dWf 


JO I 


"System 


Fig, 21. Energy Diagram — Variable Flow. 


able to solve equation (w) for an unknown. If, for example, the .sj'stcm is a 
tank of gas from which there is an outflow onljq the term dw,{h, + K, -f P,), 
which is the energy accompanying the inflow of dw, Ib. of substance, would 
be dropped, and dW = 0 because IF is the kind of work which turns shafts; 
Pf = 0; d{wE) = d{wu); and dQ = 0 if the time element is short. Not- 
withstanding the foregoing simplifications, it is still true that for each dw/ 
flowing out, there is a difTerent value of hj and Kf, and hence there would be 
difficulty in summing the terms dwfQif 4- K/) over a finite time. (It 
could be further assumed that the fluid which remains in the tank under- 
goes a constant entrop 3 ' process — a process to l)e described later.) Cb.^^en’e 
that if the properties of the S 3 'stem (pressure and temperature, sa 3 Q are 
measured before and after the event, and if the amount of outflow (or 
inflow) is known, the change of internal cnerg 3 ' Aiui/ = Wz^h — u’lUi can be 
found, as explained in detail later. 

The problem is somewiiat sunifier if the flow is inward onh- from a source 
of substance w here h, and K, are constant and P, = 0, as from a pipe line in 
wiiich substance is flowing steadil 3 ’ (more or le.ss). The student should 1)3' 
now be able to sot up an oncrg 3 ' diagram and obtain the oncrg 3 ' equation for 
this case with little difficult 3 '. The stored encrg 3 ' E becomes Jnternal 
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energy u because kinetic energy of a gas m a tank is virtually zero and 
potential energy P is irrelevant See references S, 10,13, and 22 


49 Fnctional Energy. Oncfrequentlyhearsthetcrm“frictionalenergy’' 
or its equivalent, but it is not a form of encigy different from those forms 
already defined here To allow for energy losses due to friction, engineers 
generally use efficicncj numbers Tihich ha\e been accumulated through 
experience This practice is satisfactory and mil be explained as the occa- 
sion arises m later pages IIoTvever, we may profit now from a bnef con- 
sideration of the nature of this energy 

If the frictional loss is caused by the rubbing together of two sobd parts, 
wdth or without lubrication, as in a bearing, what happens is that work is 
expended to excite the molecules in the vicinity of the surfaces being rubbed, 
raising their temperatures This is to say that work is converted into 
mtcnial energy of the parts (of a bearing say) From the hotter surfaces 
heat 15 conducted through the parts, and if the environmental temperature is 
lower than that of the parts, this energy is radiated and convcctcd awaj 
from the parts as Q That portion of this energy carried oil by the oil wall 
also bo given off as heat when the od is cooled Thus the fnctional energy 
in this situation eventually appears as beat — heat dissipated into the 
atmosphere, wluch is such an immense reservoir that it does not notice tlie 
difference except locally 

If the fnctional loss is that caused by fluid friction, the substance has 
more internal energy at the end of the process than it would have had in the 
absence of fluid friction If the substance also gets hotter than its environ- 
ment, at least a part of the “fnctional energy” eventually leaves as heat to 
the surroundings In all events, fnctional energy, m effect is eventually 
spilled into the atmosphere at the expense of work (no form of energy is 
finer than work) 

Suppose in Fig 5, we let E/ represent the fnctional losses in system (2) 
at bearings E, D, C, etc , vve see that IF/ = \\ a + Ef In Fig 22, If, is 
the shaft work and E/ is the fnctional loss in the 
beanngs, etc of a steady flow machine If 
Q = 0, except as Ef is heat, the energy equa- 
tion IS 

h -h K, = A, 4- lU -f- IF, ^ 
where the fluid work IF, which in the absence 
of fnetion could have all been shaft work, is 
IF = IF. -H Ef 


K' 



60 Energy Equation for Flow of Incompressible Fluids The reader has 
probably deriv ed the Bernoulb equation m his study of fluid mechanics, 
using a force analysis Heat and internal energy were not involved for a 
good historical reason Bernoulli, a contemporary of Newton, denved the 
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equation around 1700, whereas the law of conservation of energj' was not 
accepted until about 1850 — 150 years later. However, the cnergj' law 
throws additional light on the Bernoulli equation. Consider the steady flow 
energy equation in the following form, 

Q = Am + A(pw) + AflT + AP + TF ft-lb./lb. 

as applied to Fig. 23, an open system of fluid flowing in a pipe between the 
boundaries 1 and 2. In this system, TF = 0 and Q can be negligibl 3 ’' small 
if there is little temperature difference between the inside and outside, or if 
the hne is well insulated. Use v = 1/p, where p lb. per cu. ft. is the density. 
An incompressible fluid in frictionless flow with Q — 0 ^rill undergo no 
change of internal energy, Au = 0 Between the boundaries 1 and 2, the 
energy relation then becomes 


(y) 


A + AK + AP = 0, 


V2 Pi I va- 
P2 pi 2ffo 


- 2i = 0 ft-lb./lb.. 


in which g/go, as it modifies z, is taken as unity [equation (a), § 14]. Ber- 
noulli’s equation for the flow of incompressible fluids without friction is 
sometimes written in the form of equa- 
tion (y). Observe that if the force 
pound and the mass pound are canceled 
(ordinarily not advisable), each term can 
be interpreted as a head in feet, the name 
usually used in hydraulics. The v-/{2g„) 
term is called the velocity head, p/p is 
called the pressure head. If the sj'stcm 
of Fig. 23 should lead to a hj^draulic 
turbine at 2, the events would be that 
some of the potential energj^ Az would 
be converted into kinetic energy' and then 

some of the kinetic energy' would be converted into work in the turbine. 
The reason that all the change of potential energy is not converted into 
kinetic cnergj' is that friction prevents it. If Q is negligible during the 
flow of an incompressible fluid, the energy loss due to friction appears in the 
internal energy of the fluid. Thus, using all the energj’ terms shown in Fig. 
23, we have 

(2) _ 21 + -P 2, - 2, = - ,„) ft-ib./ii). 

P2 pi 2go 2g„ 

This is one form of Bernoulli’s equation with friction if we dc.'^ignatc ?/; — iq 
as ihc friction head, which is the sum of the changes of “all heads,” a net loss. 
Recall also that Q = 0 and IF = 0. If Q is not equal to rcro, the equation 



Fig. 23. Energy Diagram — Fluid 
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(z) can be made to balance by making the fnclion head on the nght hand 
side arbitrarily equal to the left band side (rather than equal to U 2 — Ui) 

61 Closure It would be superb if everj thing about thermodynamics 
could be said at once and be done mth Not only is this impossible but 
it IS also often difficult to nnte about one idea without involving another 
Thus we have referred to several notions which are to be explained in detail 
later Perhaps these notions are not essential to the purposes of these first 
three chapters Nevertheless if the reader will review these chapters a 
time or two within the next few weeks he will no doubt find meanings which 
he missed on first study Specific heats entropy and the energj relations 
are basic to further study 

e have arrived at two important mathematical relationships which are 
applicable to all reversible thermodynamic processes namely 

[eqvatos (16)1 Iequation (17)) 

In each of tlieso equations dQ - T ds for a reversible process 
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52. Introduction. We shall now studj”- the characteristics of the perfect 
or ideal gas. Since the mathematics of an ideal gas is relatively simple, it is 
fitting that this be the first working substance to be examined in detail. 

Early experiments on air resulted in laws which we now recognize as being 
characteristic of an ideal gas (§§ 5.3 and 54). That is, air is almost an ideal 
gas in its most common states, as are all the monatomic and diatomic gases; 
which is one practical reason for studjdng this hypothetical substance. 
WTiile no actual gas conforms e.xactly to the tenets of an ideal gas, many of 
them conform so closely that ideal-gas calculations give good engineering 
answers. Hence, this ideal substance is a practical one too. 

Some substances in a gaseous state deviate substantially from ideal-gas 
laws. In general, when this is true the temperature of the substance is 
close to the boiling point of the liquid; that is, the substance is not too far 
from the point of condensation — at least as compared with nitrogen, for 
instance, whose boiling point at 14.7 psia is — 321°F. A substance which is 
at or near its condensation point is called a vapor. Thus, actual “ideal” 
gases are either highly superheated or are vapors at a very low pressure (low 
density). 

Since ideal-gas laws are usually inaccurate for vapors, which are imperfect 
gases, we must use either more elaborate mathematical procedures or tabu- 
lated values and charts of properties. There is no distinct line of demarca- 
tion di\nding imperfect gases and ideal gases, but the criterion is simple: 
If the ideal gas laws yield sufficiently accurate results, the substance is 
considered as an ideal gas; otherwise, it is a vapor or an imperfect gas. A 
substance departs from the action characteristic of ideal gases when its 
molecules are so close together that the forces of attraction between mole- 
cules are large enough to affect significantly their behavior (§16). In one 

65 
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condition, a substance may act as an ideal gas, in another, it may not For 
instance, steam, as it exists m the atmosphere, is at such a low density that 
It accords ^vell with ideal-gas laws, steam in a steam power plant does not 
An ideal gas is ideal only in the sense that it cozdarms to the simple per- 
fect-gas laws It might lack many characteristics which we would care to 
assign to it, for instance, a greater heat conductiMty 


53 Boyle’s Law. Hobert Boyle (1627— IC91), during the course of experi- 
ments with air, observed the folloiving relation between the pressure and 
volume 7/ t/ie temperaiure of a given quaniUy of gas is held constant, the 
volume of gas vanes inversely with the absolute pressure during a change of 
state (Boyle’s low),* In mathematical form, if a gas is m a condition repre- 
sented by state 1 (Fig 24), and undeigocs a change of state at constant tem- 
perature (tsothermal process) to state 2, then 



( 18 ) g.f;, o, 

PiFv *= ps7«, or p7 as C 
(BortEs I AW T ^ Cl 


Fig 24 Boyle’s Law 
A point such as 1 IS & 
stale point Th« curxe 
Joining 1 and 2 is tb« 
path of the state point 
as the state of the sub 
stance changes and la 
spoken of as a process 


The equation of the curve 1-2 (Fig 24) is thus 
pV * C, where C has some particular positive value 
This curve is seen to be an equilateral hyperbola 
(xy “ C), and since C may have any one of an 
infinite number of values, it is one of a family of 
curves 

Observe that we shall use C in a generic sense to 
mean a constant, but it will be a different constant 
in different equations, that is, for example, m stating 
Boyle’s law mathematically, we write f = C and pV = C, m which the two 
C’s are different constants, I ts not equal to pV 
The experiments of Boyle were not so precise as modern science can make 
them Jlore accurate observations reveal that no actual gas follows this 
law exactly Hence, we consider Boyle’s law as being a defining character- 
istic of an ideal gas 

64 ^ Charles’ Law. About a hundred years after the discovery of Boyle’s 
law, two Frenchmen, Jacques A Charles (1746-1823) and Joseph L Gay- 
Lussa’c (1778-1S50), each without knowledge of the other’s work, discovered 
the law which we usually call Charles* law This law is in two parts 


1 If the pressure on a particular quantity of gas is held constant then mlh any 
change of slate, the lolumc will lary directly as the absolute temperature 

* Edme Manotte, a rrenchman independenUy discovered this same principle at 
approximately the same time that Bojle did Although Manotte therefore, is due 
fully as much credit for the discover} , the law i3 more commonly called Boyle a in thie 
country 
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2. If the volume of a -particular quantity of gas is held constant, then, until any change 
of state, the pressure will vary directly as the absolute temperature. 


Equations (19) and (20), which are mathematical expressions of Charles’ 
law, may be considered as other characteristics of the perfect gas, usable how- 
ever for gases which are nearly perfect. As before, consider a change of 
state for some gas, point 1 to point 2 [Fig. 25(a)], this time using the absolute 
temperature T and volume V as coordinates, and letting the pressure at 1 
equal to the pressure at 2, pi = p,. Then we may vTite 


(19) 


11 = 111 
V2 t1 



or 


[CHARLES’ LAW, p — C] 



The volume F in this law is any volume, including specific volume v, of a 
constant mass of gas. Next, using the coordinates T and p [Fig. 25 (b)], 
letting Fi = Fs, we have 


( 20 ) 


'El = Hi 

P2 tI 


Ti Ti 
or — = — 

Pi Pi 

[CHARLES’ LAW', V = 


or 

Cl 



The equations (19) and (20) are seen to be straight lines {y = Cx) which 
pass through the origin with slopes C. However, since all actual gases 




Fig. 25. Charles' Law. In (a), the line 1-2 represents a constant pressure process 
for an ideal gas as it appears on the TV plane. In (b), the line 1-2 represents a constant 
volume process as it appears on the Tp plane. 


undergo changes of phase at low temperatures, this law does not hold down 
to absolute zero. Charles’ law is applicable to gases through only a limited 
range of temperature. 

Each of the parts of Charles’ law' is used as a basis for measuring tem- 
perature. If the most nearly ideal gases are used, accurate temperature 
indications may be obtained from a constant-volume gas thermometer, in 
which T 1 /T 2 = P 1 /P 1 , or from a constant-pressure gas thermometer, in 
which T 1 /T 2 = F 1 /F 2 . Also, experiments on nearly perfect gases furnish 
an important clue to absolute zero temperature. For example, the slope of 
the line in Fig. 25(a) is 


(a) 


Ti - Tz _ AT _ _ r 

Fi - Fz AF AF 


Experimental data for air at p = 14.696 psia are: at t^ — 32°F, the specific 
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volume IS t»j = 12 39 cu ft ; at <i = lOO^F, r, = 14 1 cu ft. Then 


r = 100 - 32 

^ P, - r, 14 I - 12 39 
r = Cl* = 39 76 p 


39 7G, 


This IS the equation of the line on Fig 25(a) for air and the data gi\en 
Thus, the absolute temperature at 32‘’r (wliere r = 12 39) is 
T = (39 70(12 39) = 492 0” abs , 

which is a rough estimation of the abs)lute temperature on the Fahrenheit 
scale corresponding to the freezing point of water, 32*F 1/ the data for 

some other gas were used as abo\c, we should find a slightly different abso- 
lute zero point, because e\ery gas denates to some extent from Charles’ 
law Thus, we may ha\ e as mam absolute scales as ga^es Howe^ er, u'lng 
more refined technique than the method gi\en abo\^ and u«ing a nearJj 
perfect gas (helium at low pressure), we find that 32®F is 491 69®R See 
§§ 8 and 90 


65 Equation of State of an Ideal Gas. An equation of state of a sub- 
stance IS one which relates three properties of the substance for example, 
pressure as a function of \olume and temperature p = /(I , T) Satis- 
factory equations of state for ropors are complicated (Chapter 14), but the 
one for an ideal gas is simple What we wish is a relation between p, i, 
and T that relates any two states whatsoever Such a relation may be 
obtained by combimng Boyle’s law with either part of Charles’ law, or by 
combining the two parts of Charles’ law 
Let an idea) gas be in state 1 (Fig 2C), and 
let the state be changed at random l-t-2, until 
it IS represented by point 2 Let the ma«3 of 
gas be one pound, for convemence so, the cor- 
responding volume js the specific volume r 
Now through point 1, draw a honzontal hne of 
indefinite extent representing a constant pres- 
sure process on the pT plane, through point 2, 
draw a vertical line of indefinite extent repre- 
senting a constant volume process The lines 
repre'^enting thc'C processes intersect at point a Applynng Charles’ law 
and noting that t, = Vj and p« = pi, we find from the constant pressure 
process 1-a, 



and from the constant v olumc process 2-a, 
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From equations (b) and (c), we find 



or, by transposing terms, 


(.Q) -ffi- = -ffi- = it, a constant, 

i 1 is 

Since points 1 and 2 were selected at random, it follows that a like relation 
could be derived for any other pair of points, say, 1 and 3; thus 


PlVl ^ 

T, T,' 


Consequently, tins expression pv/T must be constant for a particular gas. 
Since the constant R is associated with a unit mass of substance, it is desig- 
nated as the specific gas constant, ordinarily shortened, however, to the 
gas constant. It is expressed in general terms as pv/T = R, or 

(21) pv = RT and pV = wRT, 

[1 LB.] [U) LB.) 


where V = wv. Equation (21) is the equation of state or the characteristic 
equation of a perfect gas. From it may be obtained Boyle’s and Charles’ 
laws by letting T, p, and V be successively constant. For the gas constants 
R given in Table I, always use p in pounds per square foot (psf), V in cubic 
feet, and T in degrees Rankine in equation (21). 


56. The Gas Constant. The value of R for any gas may be determined 
from accurate experimental observations of simultaneous values of p, v, and 
T. Thus, at 32°F and standard atmospheric pressure, the specific volume of 
air is 12.39 cu. ft. Hence, 


(e) 


„ pv (14.7)(144)(12.39) 
T (460 + 32) 


53.3 ft-lb./lb-°R, 


the approximate gas constant for air only. Air is so frequently used that the 
student should memorize this number. Gas constants for other gases are 
given in Table I. 

Consider the units of R. From equation (e) above, we may vwite 

(pressure unit) (volume unit/unit mass) 

^ ^ absolute temperature 


Thus, R could be computed to be in (tons/sq. ft.)(cu. meters)/lb-°K; that is, 
any pressure unit, volume unit, and temperature scale could be used. 
From another point of view, the unit of pv is an energy unit, 

(lb./ft.=')(ft.=) = ft-lb. 
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Therefore, R couH be expressed in terms o( any energj unit, 


energy unit 

(mass)(absolu(c temperiture) 

Conunon Englisli units for the 8|>ocific gas constant are 
i? — » ft Ih /lb-“R, and Btu/lb-“Il 

TJie gas constant for a mo] {M lb ) of substance is often needed Jfulti- 
ply both sides of pu = RT by M and get 

(f) MR = 24^. 


According to A\ogadro, an Itaban (177G-185G) All ideal gases at a particu- 
lar pressure and temperature have the same number of molecules tn a given 
volume {Avogadro’s law) Since the molecular weight is an mdex to the 
weight of the molecule, it follows that the density p, say, m pounds per cubic 
foot, IS proportional to the weight of the molecule, or 


(g) 


fit 


M,’ 


where p, and Py arc the densities, and M, and M, arc tlie molecular weights of 
the gases A' and Y, respectively As the densities are crsely proportional 
to the specific x olumes, p^/py = Vy/vt * M,/ My, or 

(h) - lM,fiy 


We have shown that the molecular » eight limes the specific i olume for gas 
X is equal to the product of these numbers for gas Y, the gases being at the 
same pressure and temperature Since gases X and Y may be any two gases, 
it follows from Avogadro’s law that the product Mv must be the same for all 
ideal gases at any particular temperature and pressure Therefore, in 
equation (f), which appbes to an ideal gas, the volume Mv vanes inversely 
as the pressure (Boyle) and directly as the absolute temperature (Charles) 
Since Mv is the same for all gases (A\o^dro), it follows that MR is the same 
constant for all gases This gas constant is called the universal gas con- 
stant ^ and Its accepted value is {Iff) 

7e = 1545 32 ft lb /mol '’R. 

use 1545 for slide-rule work Now compare this value of R with MR values 
given in Table I, p 39, and observe that a typical value for the more nearly 
perfect gases is not too different from 1545 This is a convenient constant 
to have in mind, because one can often decide from memory the molecular 
weight of a substance and then find the gas constant in ft-lb. per Ib-^R from 
R = 1545/il/. 
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For our purposes, the unit of the molecular weight number is M lb. per 
mol. (In the European system of units, used in scientific work here, it 
might be M gm. per mol, which we call a gram-mol, or M kg. per mol.) 
From equation (f), the units of MR = R are 

(pressure umt) (volume unit) energy uni t 

® 55PR ■ ” -"-ST ol-m ' 

Values of the universal gas constant R in various units are given in the 
Appendix (23). When the universal gas constant is in terms of any cgs 
units, as 82.06 atm-cc per (g-mol)-°K, the mol is a gram-mol; that is, for 
example, 32 grams of O 2 ; not 32 lb. 

As you would expect bj’' now, the actual value of Mv, called the mol 
volume, is not constant because gases are not ideal. At 14.696 psia and 
32°F, typical values of Mv are: hydrogen (H), 359 cu. ft.; hehum (He), 
358.8 cu. ft.; carbon dioxide (CO 2 ), 356.4 cu. ft.; ammonia (NH3), 353.5 
cu. ft. The standard mol volume (14.696 psia and 32°F) for the ideal gas 
may be taken as 359 cu. ft. 

67. Joule’s Law, Joule arranged two copper containers, as shown diagram- 
maticaUy in Fig. 27, in a bath of water. The water was m an insulated 
vessel, so that the vhole apparatus could 
be considered as an isolated system, without 
thermal contact with outside bodies. One 
of the containers held air at a pressure of 22 
atm [(22) (14.7) psia], and the other container 
was evacuated as nearly as possible. After 
all parts had reached thermal equilibrium, 
the valve was opened. The air rushed into 
the evacuated container, and the whole mass 
of air finally came to rest at a pressure of 11 
atm. Joule observed that there was no 
change in the temperature of the water 
surrounding the containers, a simple observation that leads to an important 
deduction. 

There are several facts to be noted. First, although there is a momentary 
flow' of air, giving rise to energy terms characteristic of flow, the net effect 
due to flow is zero, since the gas is at rest in the imtial and final states. 
Consequently, the expenment is considered in relation to the simple energy 
equation. Second, inasmuch as there is no connection by which energy may 
leave the system as work, TF = 0. Third, because the temperature of the 
water did not change, there must have been no flow' of heat from the air in 
the containers to the water, or from the w'ater to the air, Q = 0. Fourth, 
the temperature of the air in the containers did not change, since otherwise. 
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due to the temperature difference there would ha\e been a transfer of 
heat • 

Now from the simple encrg> equation AU - Q — =0 The pres 

sure changed the a olume changed but the internal cnerg> did not change 
Consequentlj we conclude that the internal energj of this gas n not a func 
tion of the pressure or aolumc Honetcr since the temperature did not 
change Joule deduced that the change oj vtiernal encrgi/ ts a funchon of the 
tcmj)CTalure change The italicized statement is known as Joule s law 
While the endcnce from Joule s experiment leading to this deduction is not 
conclusne the Ian is truofor an ideal gas and can bepro\-ed mathematieallj 
for a gas conforming to the charactenstic equation pi — RT Moreoicr 
the law ma> be explained from the \aewpoint of the kinetic theorj of ga«es 
As wc ha\c learned (§ IG) (he molecules iiia are so far from one another 
that the forces of attraction between molecules arc aerj small E%en 
though the distance between the molecules is changed bj a considerable 
amount the change of polcntiaC internaf cnerg> will be negligibh «maff 
because the attracts c forces arc so small 1 or ordinarj expansions or com 
pressions of gases then the change of po/cn/iof internal energj is practicallj 
zero Consequcntlj auj mtcnul energj change must be a change of the 
kinetic internal energj the internal ciiei^ due to tlic motion of the mole- 
cule Since temperature is a measure of the molecular kinetic energj it 
follows that the change of internal energj is a function of the temperature 
change 

68 Internal Energy of an Ideal Gas Uitli respect to the nondow 
constant aolume system of §36 wc obseiaed that the total effect of the 
inflow of energ) was to increase tlic internal energj of the sjstcm and we 
found c, =■ {du/dT), [equation (12)] applicable to any substance It can 
be shown that for an ideal gas the limitation of constant \ olume is not 
necessary Therefore wc may write c. — d«/dr and 

(22) Au - fcrdT, AU —wjc^dT 

[lI>E\L HAS A>T KIND OF PROCE«'‘l 

Tor actual gases AU approaches a function of T only ns the pressure 
approaches zero but equation (22) often giaes a good estimate of Al for anj 
gas If it is permissible to take Ihe qiecific heat as constant integration of 

* More precise expenmeats conducted later bj Joule and \\ illiam Tliom'on (Lord 
Kelv m) show cd a charge of temperature of the air A porous plug w as used at the \ ai\ e 
and eTtrcmecare was taken to preicnt best transfer to or from an cxlernal source Thus 
real gases do hate a change of temperature with a cl ange m pressure The rate of 
change of temperature w ith pressure under t! e conditions of this experiment is called the 
Joule Thomson coefficient Mathematically the Joulc-Thomson coefficient = (dT/dp)i 
tv here the subscript h means that theenthaJpy is constant In a perfect gas this roeffi 
L c ent IS zero Thus Joule s Hw is true onlj for ideal gases is nearlj true for nearly 
' deal gases is decidedlj in error for lapors The magnitude of the Joule-Thom«on eoefT 
cient measures the degree of depailure of tl e gns from the ideal 
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§ 60\ EXAMPLE 
equation (22) gives 

G) AC = - Ui = ■wc.iTi - Ti) Btu, 

[CO\'ST\NT SPECIFIC HEAX] 

which is the internal energy change of an ideal gas whenever the temperature 
changes from Tito and Cr is constant. 

59. Enthalpy of an Ideal Gas. In § 37, we found Cp = (dh/dT)p, equa- 
tion (13). As for the case of internal energj-, it can be shown that the con- 
stant pressure limitation is not necessan* for an ideal gas. Therefore, 
from Cp = dh/dT. we get 

(23) Ah = jcp dT, AH = wjcp dT, 

[ideal gas, AVF KINTJ of PBOCESSl 

applicable to actual gases in most engineering processes. For constant 
specific heat, 

(k) AH = Hi — Hi = icCpiTz — Ti) = wcp AT Btu, 

[CO.VSTAST SPECIFIC HEAT] 

which is the enthalpy change of an ideal gas whenever the temperature 
changes from Ti to Ti and Cp is constant. 

60. Example. A gas in the initial state of pi = 75 psia and T’’i = 5 cu. ft. under- 
goes a process to p- = 25 psia and F- = 9.6S cu. ft., during which the enthalpy 
decreases 62 Btu. The specific heat at constant volume is c, = 0.745 Btu/lb-°R. 
Determine (a) the change of internal energy, (b) the specific heat at constant 
pressure, (c) the gas constant R. 

sonmox. In general, if a method of solution is not immediately apparent, it is a 
good idea to write down on your work sheet ail that you can think of which might 
have a bearing, including the most fundamental relations. If this is done for this 
problem, the work sheet should have on it AU = irCifT; — Ti) and pV = wRT; 
with these two equations there to look at, it might occur to you to use pV = wRT in 
order to eliminate the temperature in the equation for AU. [See part (c).] How- 
ever, the gas constant R is unknown and this solution cannot be made. If you 
have written the fundamental definition of enthalpy change, AH = AU ■{- A(j)V), 
a solution for (a) is evident. 

(a) Substitute AH = — 62 Btu because the change is a decrease. Then 

-SO = AH K25)(9.6S) - (75)( 5)jI44 ^ 

‘ 7/8 

OT AU = —62 -f- 24.6 = —37.4 Btu. a decrease of U as indicated by the negative 
sign. Be sure to remember to convert psi to psf (144) and to have all energy terms 
in the same units (778). 

(b) We notice from equations (j) and (k) above (constant k) that 

= 1.655 = k, 

Au c, —. 37.4 

Cp = 1.653c, = (1.63.5)(0.754) = 1.25 Btu/lb-'-R 
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(c) Now we may use T, = {piK,)/(»B) and Tt *= {p 2 T’,)/{ioft) m the internal 
energy equation and find 

AU ^ we,(Tt - r,) = g (ptV, - piVi) Btu, 

-37 4 = 9^I(25)(9C8) - (75)(5)1144, 

R = 386 ft-lb /lb-"R 

NOTE If the substance is known, these constants c, and R can be found in the 
literature, as m Table I Comparing the answers found with the values in Table I, 
we see that the gas in this problem is helium if it is a single gas. However, such a 
problem as this might be a mixture of gases with constants different from those of 
any single gas Note that equation (24) below could be used to find R in this 
example 

ANOTHER NOTE The Way to study examples is with pencil and paper. You 
solve, or try to soho, the example before or after reading the solution 


61. Relation between c, and c,. The relations derived below will be 
repeatedly useful Starting with the definition dH ^ dU + d{pV)/J, we 
substituted// = wCpdT,dl) « tPC.dr.andpT = wRT[oxd{pV) = viRdT] 
and find 


wCf dT = toe, dT + 


xoRdT 
J ' 


(24) 


or Cp 


- j Btu/lb-“E 


This equation says that the difference between the specafic heats is equal to 
the gas constant m Btu units {§ 50), not only true for ideal gases, but also 
substantually true for real gases Now, using fc = c,/c, or c, “ Ac, [sec 
equation (14), p 40], we get from equation (24) ic, — c, = R/J, or 


(25) 


c, = 


R 

J{L - 1) 


Since 

( 20 ) 


= Ac,, we find from equation (25) 


kR 

J{k - 1) 


Recall that A vanes mth the temperature (Fig 19) 

To get the relation between molar specific heats, we have C, = Mcp, 
C, = il/c„ and MR — R Thus, equation (24) yields 

(27) il/e. - Me. = or C, - C. = j = 1 986, 


that IS, the difference between these molar specific heats is equal to the 
universal gas constant in Btuumts, the same constant for all gases, 

= 1 986 Btu per mol-°R 
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§ 62] ENTROPY CHANGE OF AN IDEAL GAS 


(See § 56.) From equations (25) and (26), we have 

Ti 1.986 , ^ Mi 


(m) a„ = 


J(/e - 1) k~ 1 


and 


= 


__ 1.986fc 
J{k - 1) k- I 


62. Entropy Change of an Ideal Gas. In § 41, the energy equation was 
set up in the form dQ = dU + p dV/J, where for 

Steady flow, ip dV = A IF/ + AK + AP + W, 

Nonflow, jp dV = W ft-lb. 

If we let dQ = T dS and dU — wcv dT, we get an important form of the 
energy equation; 

pdV 


(28) 


dQ = T dS = wc, dT + 


[rDEAL gas] 


Also using the enthalpy change of equation (2.3), § 59, and equation (17), 
p. 45, we write 

V dp 


(29) 


dQ = T dS = wcp dT — 


[ideal gas] 


It will be worth while for the reader to practice deriving these two equations 
from the various fundamental definitions wliich 
have been given. By dividing through equations 
(28) and (29) by T, we have two values of dS in 
terms of point functions only. Since entropy is a 
point function, Sj — <Si in Fig. 28 is a certain def- 
inite number no matter whether the path followed 
is l-d-2, or 1-5-2, or any other path, reversible or 
irreversible. Equations to relate the entropies at 
any two points are particularly desirable inasmuch 
as entropy has been defined only for a reversible 
process, AS = / dQjT. 

First, divide equation (28) by T\ use 
pjT = wUjy from pV = wRT (note that the results are restricted to ideal 
gases), and get 

‘ dV 



Fig. 28. Entropy Change. 


f „ f CrdT wR f 

j ds = wj -y- + -tJ 


If the specific heat is constant, we integrate from 1 to 2 and get 

'Ft ii)7? 1^0 

(n) AS = Si - Si ^ wcr In + -j- In — Btu/°Il. 

[ideal gas, constant Crl 

While itis true that Q = jT dS and IF = Jp dFfor reversible processes only, 
the foregoing integration [equation (ii)J in terms of point functions is no longer 
dependent upon the path, as are Q and IF. However, with points 1 and 2 as 
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shoYTTwn Tig 28, the first term of equation (n) >8 the change of entropy along 
a re\ersible constant lolurac bne l-o (S, — S, = / dQ/T = dT/T), 
and the second term is the change along a re\ersib!e constant temperature 
hne o 2 (I 09), S, — St + St — Sm = St — Si (Fig 28) In other nord%, 
equation (n) and those that follow actually gii e the entropj change along 
tuo re\ersible paths joining the points 
Similarlj from equation (29), alter dividing b\ Fand using V/F = wR/p, 
we ha% e 

]|DE1L C1S| 

If the specific heat is constant, integration from 1 to 2 5neIdB 

(o) AS - S, - S, - m:. In ^ In E! Etu/"R 

i I J Pi 
|(I>E.«I.O^S COSST»STf,l 

It maj be useful to recall that 

— log ^ - +log and In V - log, V - 2 3 logm Y 

Using lanous kno^Ti relations (pi = trIiT Cp - c, = /?// etc ) manj 
dilTercnt forma of equations for &S can be obtained These ^anatlons mil 
be left for the reader to find as needed for c\ample AS m terms of p and 
r (no T) maj be found from equation (n) as 

(p) AS - tfc. In ^ 

(iDEiL C^S COSSTAVt C, AND f,) 

The equations of this article (§ 62) are pnmarilj for an ideal gas as 
explained In most enginecnng situations, allomng for the \anation of 
specific heats mil result m working answers for anj gas 

63 Closure. The various relations e\ohed m this chapter applj to 
ideal gases only ^Mien jou think of Bojie, think T — C and pT =C, 
when you think of Charles, think p = C and T /T = C and also \ — C and 
p/F = C Applj pV = ta^Fonlj to monatomic (He A) or diatomic ga«es 
Oihat gases, ate much too imperfect, except at loi\ pressures Joule s la« 
(AC/ = tre, AF, and also A// = tcc^ AT) applies onlj to an ideal gas (or for 
all practical purposes a nearly ideal gas) 
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64. Introduction. ICnowing the characteristics of one working substance, 
the ideal gas, we are in a position to study processes of such a substance, 
after which we shall be able to investigate cycles in detail. Since graphical 
representations are of inestimable value in the solution of problems, the 
reader should always sketch the processes on the pV and TS planes. 

.4.rea “under” curve on pV plane, Jp dV, represents the woik of a reversible nonflow 
process, 

Area “behind” curve on pV plane, —fV dp, represents AK + IF for a reversible 
steady flow process. 

Area “under” curve on TS plane, JT dS, represents heat of a reversible process. 


It is worth while to know the energj^ equation in the forms 

wc dT = wc, dT + and wc dT = wcp dT — 

[after EQUATION’ (28)] [AFTER EQUATION (29)] 

where the specific heat c is chosen in accord wdth the kind of process and the 
substance. 

For all ideal gas processes (constant specific heats) : 

AU = wcAT 2 - Ti), and AH = wcpiT^ ~ T,). 

For all ideal gas reversible processes (constant specific heats) : 

AC _ 1 ^ (except r = C. 

US wc n I c accords with process] ’ 

_ . (except T — C. 

Q — wc{ 2 i) accords with process 


6 ? 
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For all reversible nonjlow processes 

ir = fpdv 

Positne values of At/, A//, and AS mean increases, negati%e\alues, decreases 
Positive Q IS lieat added , negati\ c, heat rejected Positn e IF is w ork done 
by, negative, work done on the S3 stem \Vith some of the material of this 
chapter, 3 ou are already familiar from preceding chapters, but it is necessaiy 
to organize the knowledge mth respect to processes 

66 Constant Volume Process On the pV plane, this process, which 
IS also called an isometnc process, is represented b3' a \ertical hne 1-2 
(Fig 29(a)] On the TS plane, aconstantvolume line slopcsupward toward 
the right, the equation of the curve being obtained from { dS = uc,/ dT/T 
for constant c„ or 

S = ttc. In r + C, 

where C Js a constant of integration As shown m Fig 29, the gas is being 
heated up> at least, energy is flowing into the S3‘stcm 



V S 

(a) V-C, pVPIane (b) t G TS Plane 


Ftg 29 BrvtTsMe Uomtluc Process On the pV plane, there is no area under 1-2, 
SpdV = 0 


In the solution of problems, it is frequcntl3 necessary to recall the p, V, T 
relations for the process at hand For T = C, we tluiik immediately of 
Charles’ law and have 


(a) 


Pi n 


[I = C, CHARLES law] 


An in'i«:Tna\iy res eraWa \ olvisaa www vw vshwh the, rvsa vw 

temperature is duo to heat onl3 and 

(b) Q = yx,{Tt - Ti) 

Since dV = 0, the work W = JpdV = 0 
The change of entropy is 

Ti 

(c) AS = ttc. In jT 



§ 66] EXAMPLE: CONSTANT VOLUME gg 

From the energj' equation, we obser\'e that 

(d) Q = AU + or Q = AU. 

For a reversible steady flow isometric process (it could happen to an 
incompressible hquid), we have the energy equation from equation (7A), 
p. 31, in the form 


Q = AU + AWf + AK + AP + IF. 
Since Q = AU, this equation jdelds 


TF = -(AIF/ + AK + AP). 

66. Example : Constant Volume. A 10-cu. ft. vessel of hydrogen at a pressure of 
305 psia is stirred bj- paddles (Fig. 30) until the pressure becomes 40(1 psia. Deter- 
mine (a) the change of internal energy, (b) the work, (c) the transferred heat, and 
(d) the change of entropy of 1 lb. of the s 3 'stem. The system is the hj’-drogen in 
the tank, which is perfectly insulated (adiabatic walls). 

SOLUTION, (a) We know that AU = wc,AT for anj' kind of process of an ideal 
gas, but we have no temperatures. Theiefore, eliminate tempera tuies with 
pF = wRT and find 


Atf = ^(p=-pi) 


(2.4354)(10) 

7C7 


(400 - 305)(144), 


or AU = 434 Btu, where c„ and S have been taken from Table I and where we 
remembered (144) that p must be in pounds per square foot. 

(b) Although /p dV = 0 because dV = 0, the 
vork is not zero. We have repeatedlj- warned 
that TF = Jp dl'^ onlj' for a reversible process. 

The kind of constant volume process that has been 
discussed up to this point is one which is internall}' 
reversible; that is, the process was brought about 
bj' the addition or abstraction of heat. While 
the heating process is irreversible exteinallj', it 
is reversible internall}' in that heat which is added 
can be made to flow out again (in both directions 
as heat). However, the work flow into the system 
cannot be reversed. We shall learn later how pari 
of this energy can be got out as work — but the flow 
of energy as work, dissipated as fluid friction, is irreversible. 

Since the walls do not permit flow of heat, the nonflow energy equation becomes 

Q =AU + W = 0, or TF = -AU, 

or TF = —434 Btu, where the minus sign says that the work is done on the system. 

NOTE. If electricity is to be used in a motor to cause work to flow into the system. 
Fig. 30 shows the hard way— driving a paddle wheel. The easy way would be to 
install an electric resistance coil inside of the s}-stem and feed electricity directly 
to it. Since electricity is 100 % convertible into work, it can be classified as work TF 



Fig. 30. Irreversible Con- 
stant Volume Process. V = C; 
Q = 0. 
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insofar as all our energj equations are coneemed, but what lea\es the resistance 
coil IS heat Think about this until it is clear E\ndentlj, the specified «tate 
change in this problem can be brought about entirel> bj lieat entireh b% work 
or b\ part heat and part work in anj proportions 

(c) The heat 0 = 0 bj statement of the problem 

(d) We haie defined «pecific heat as the amount of heat to be added to one 

pound of 'ubstance to change its temperature 1"F But no heat is added in this 
example Howe%er, since the entrop^ change of the is a function of stale 

properties onlj, we maj refer to equation (n), p 65 and its antecedents and get 

A* = c. In ^ j In - = c. In jr 

The term (R/J) In (ij/ii) drops out because it/tj — 1 and In 1 = 0 U«ing Charles’ 
law, Ti/Ti = pj/pi m this expres«ion, we find 

As = c. In 2? «= 2 4354 In ^ * 0 059 Btu lb.*R, 

Pi oOo 

an mcrea'e within the sj-stem There arc not enough data giien to determine the 
total ma«s and total entropj iniohed 


67. Constant Pressure Process V constant pressure process, al«o 
called an isobarie process, is a change of <tate during which the pressure 
remains constant It maj be reiersible or irroxcrsible notiflow or flow 
In an> ca«e, for an ideal gas, 


(e) 


1% «t Ti 
Ti “*i “ n 


tp C CHIRIXS Uiwl 


On the pV plane (Fig 31), the process is repre'ontcd b^ a horizontal line, 
and on. the TS plane the rexer«iblo process i» represented b> the curte 
obtained from the indefinite integral of dS * dQ/T, or 
S = ire. In 7* + 0, 


where C is the constant of integration In the rexersible process 1-2 (Fig 
31), heat 13 being added to the sjstcm and work is being done bj it If the 
state point should ha\ e a leftward movement, as from 2 to 1 (Fig 31), heat 
13 rejected and w ork done on the ^ stem would be indicated (See § (U ) 
Notice the similarity of appearance of the constant volume and con 
stant pressure hnes on the TS plane (Fig 31) The area under the constant 
pressure line must be larger than the area under the constant volume 
hne for two particular temperatures Ti and T^, because Cp is larger than 
c, {dQ = c dT) Thus, to accord with this fact, it is essential for the con 
stant pressure line to be less steep than the constant v olume hne within a 
particular temperature range 

(a) ip dV. For constant pressure, 

(f) fpdV = pJdV ~ P(r. - V.) -viKiT,- T,) ft-lb, 

(ant nrip] JiPEiL 



§ 67] CONSTANT PRESSURE PROCESS 


71 


where the last term is obtained by use of pV = wRT and applies to an ideal 
gas only. Thus, for a nonflow process, 

ir = fprlV ^ p{V. - r.) ft-lb. 

For a .steady flow procc.ss. equation (k), § 41, shows that (with AP = 0) 

J p (I \ ~p(l; — li)=All/-f~AAr-|"ll 

= pCF; - r,) + MC + ir. 

Since the terms pCF- — T'l) cancel each other, the shaft work, if any, is 
IF = — A/v for any fluid in steady flow at constant pressure. The same 
conclusion is arrived at for dp = 0 in jvdp in equation (p), §42; to wit, 
ir = -SK. 



V s 

(a) p=C. pV Pl.ino (b) p=C. TS Plane 


Fig. 31. Reversible Isobaric Process. Observe that the shaded area of figure (a) 
is equal to II' = p(V: — Pi), the work for a nonflow process, which is the same as the 
result obtained from fp dV. 

(6) Heat. Using a constant Cp in dQ = iccp dT, we find for an internally 
reversible process, 

(g) Q = irCpjdT = wCj.{Tz — Ti) Btu. 

The cnergj' for a change of state from Ti to Tz could be supplied as work 
(see paddle, § GO), in which case the process is irreversible. In any reversi- 
ble process, flow or nonflow, Q = AU -{- J(p dV)/J ; and for p = C, this is 

(h) Q = Uz — Ui -i- pzVz — PiVi = Hz — Hi, 

[a.vv fluid, flow or SONFLOW, P = C] 

which .shows that the heat transferred in any reversible constant pressure 
process is A//, which for an ideal gas is AH = wCp AT = Q as in equation 
(g). If the process is stcad\' flow (with AP = 0), 

Q ^ AH + AK + W. 

[a.N'T fluid, AN’V process] 

If this flow occurs with little or no change in kinetic energy (AK = 0) and 
with no shaft work (IF = 0), as it does in all kinds of heat exchangers, then, 
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even with the pressure varying, 

(i) 0 = A// Q = wc^iTi - T:) 

[any fluid, steady flow process [ideal oas, steady flow, 
AA = AP = ir =0] AK = aP = JI’ = 0] 


This equation holds v hether the process is rcv'ersible or irreversible when the 
stated conditions are met See equation (h) again. The energy equation 
for p = C IS (Q = Af/ -f Jp dV/J) 

wc, AT = uw, AT + Btu 

le, AND C, CONSTANT, IDEAL OAS] 


68 Example: Constant Pressure. An ideal gas, for which R = 3S6and A = 1 659, 
undergoes a reversible isobaric process during which 500 Btu are added to 5 lb of 
gas The imtul temperature is 100“F. Determine (a) tt, (b) A//, (c) AS, (d) AV, 
and (e) IF for a nonflow process. 

soLUTiov The specific heats which will be needed, are found from equations 
(25) and (20) (The gas is not staled ) 


R 3S0 

" J{k - 1) “ 778(1 659 - I) 
kR (1 659)(38G) 
" J^(iS: - 1) “ 778(1 059 - 1) 


0 7M Btu/Ib-'R 

1 25 Btu/lb*''R 


(a) The heat is 600 • ttc,(7’t — Ti), or 


or U ■ 180®F 

(b) Since AH *» ue,AT then All ■ 500 Btu [This is also the heat m any 
steady flow process, under certain conditions Sec equation (i) ] 

(c) The change of entropy is 


T. 640 

AS = we. In jr = (5)(1 25) In = 0 83 Btu/’R 


(d) The change in internal energy is 

AU = wc,(Ti - Ti) = {5)(0 754)(040 - 560) = 301 C Btu 

(e) The work may be found from IK = p(p* — vi) * « RCTj — Ti) ft-lb , but it is 
easily found from the nonflow energy equation 

TK = <? - AD = 500 - 301 6 = 199 4 Btu 
69 Isothermal Process. An isothermal process is one earned out at 
constant temperature, T = C Unless stated otherwise, wo shall mean a 
reversible isothermal process avhenever the term is used Sinco T = C, ne 
think immediately of Boyle’s law, 

■pV = C, or PiVi = piVi = C [T = C, botle] 
[ant reversible or IRREVBBSIBLC FROCESSl 

The pV and TS curves of this process are diorni in Fig 32, where, on both 
planes, the 
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State point has a component motion toward the right; 

Heat is added, work is done hy the system. 

If the process is run in the opposite direction, the 

State point has a component motion toward the left; 

Heat is rejected, work is done on the system. 

One can conceive of a process for which the state point has a component 
motion on one plane in the opposite direction to the motion on the other 
plane — -but not for the isothermal process. 



(a) T = C, pV Plane (b) T = C, TS Plane 

Fig. 32. Reversible Isothermal Process. Observe that the differential area in (a), 
p dV, is a differential work quantity dW in a nonflow system. When the volume 
increases, as 1 to 2, the process is called an expansion. When the volume decreases, it 
is said to he a cortipression. 

Since XJ and H are functions of temperature only for an ideal gas, and 
since T == (7, it follows that U = 0 and H — C; or AU — 0 and AH = 0. 
Thus, for an ideal gas, we could (but we wiU not) call this process a constant- 
internal-energy process or a constant-enthalpy process. 

(o) fp dV. This integration has been made (§ 18) using p = C/V. 

JpdV = cl^ = p.Filn^ = wRTln^JUh., 

where, in the last form, we have used piFi = wRT and F 2 /Fi = Pi/p 2 . 
For the nonflow process, then 

(j) IF = piFi In — ft-lb. = In Btu. 

[rev'eksiblb nonflow, ideal gas] 

For the steady flow process at constant temperature (AP = 0) we may 
use equation (p), § 42, and obtain 

— j V dp = piFiln ^ = AK -j- W ft-lb., 

from which one may solve for IF if the other terms are known. The states 
1 and 2 are at the boundaries of the system where the substance enters and 
leaves. 
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(b) Heat Since heat is transferred but the temperature does not 
change, the specific heat of the process is infinite, c = « . With df = 0 



Fig 32 Repeated 


we }ia\e Q <= cdT « (<*)(0), an indeterminate Therefore, to find Q, 
we must u«e the energj equation 


(k) 


Q-iU + jjpdV or Q-AH-iJ\dp 

n ^ f jir Pl^li wRT , Vl-,. 

[^NT REVERSIBLE ISOTHERMAL, rLOW OR NONTLOR IDEAL QAS] 


This equation applies as well to a steady flow isothermal as to a nonflow, as 
you realifo w hen you recall that fp dr is equal to the sum of all the mechani- 
cal energj terms in the steady flow equation given m § 41 Equation (k) 
says that the work of a nonflow isothermal process is exactly compensated 
bj heat — without increase or decrease of internal energj 
The change of entropy is 

(1) AS - 

Compare wnth the rectangular area under 1 2 on the TS plane (Fig 32) 


70 Adiabatic Process — Isentropic Process An adiabatic process ts one 
in uhtek no heat is transferred, Q = 0 An isentropic process ts defined as 
one of constant entropy In a reversible adiabatic Q =» 0 as in any adiabatic, 
but also T dS = 0, since 0 = T dS m a rev ersible process We know that 
T IS not zero hence, dS = 0 In this book, the word tsentroptc shall mean a 
reversible adiabatic * 

In any nonfiow adiabatic, reversible or irreversible any substance, 
Q = Af7 + ir = 0, or 

(30) W = -At/ = Ui - Ut or IF = ucp{r, - Tf) Btu 
[ant fluid) [ideal gasJ 

* Occasionally, tsenlropic is taken to mean only constant entropy and an irreversible 
constant entropy process which is not adiabatic la eacilj conceded though it la most 
unlikely to be of any use 
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In c*rij. SlSc^u Jioir c^icbctzcj r&vc*^bls or irroversiblo. miv Suid (■^tb 
Q = Q and SP = Oj . 

(31 1 IT = - Ai? - AA'i. 

and if Aia happens to be negligible, as it often is. 
f32i h = — _L£i = Ui — ti‘_ or 


-±H = H,- H, 

iiNX EXCTD. iK = 0 

K IT = 0. as in a nozzle. XK = —XH. or 
inTi'* irvx 


IT = irc-(ri — Tx Btu. 

[iDEiL G.l^' 


(33) 


■2gJ 

[A^^r Farm. TT = 0, 


2cJ 


= El — Hi = irCy(Ti — TX) Bm. 


LiDEiL GJLS. 


We see that the nrorfc done in anv nonfiow adiabatic [equation (30] I is at the 
exper-se of the internal energv. In any adiabatic steady fiotr [equation (32) J, 
the TTorfc is usuaEy largely at the exnease o: a decrease in enthalpy. 

(c) Relction fcefireen p, V, end T. If we wish to obtain the relation 
between p and V. we use the energy equation and pT' = irRT. eliminating 
the temperature. For a reversible process. 


(m) 


— j - , P 

I di = 0 = tre. di -r* 


J 


Dinerentiate pr. = RT and get 

p dV -r V dp = vrR dT, 

_ p dV -r " dp 


or 


dT 


irR 


Put rh-- value of dT into equation (oi and Snd 

p dV c~p dT' -r c-V dp 

7 R 

ilultiplying both sides of this equation by R and di-ciding by pV. we have 


_Rd^_ ^ 


Cp 

cu — - or 




Since R J pc- = c~ (.1 61). and since c- c- = k. we have 

F P 

If k is taken as a constant (say. the mean value i. we ha-v-e now arrived at 
an integrable form.* Thus, between two states 1 and 2. 

■f: ar- 




5*21= § i i for 2 "rea.rTr:eii‘ of the iseniropic p”t?cess Tarj 


heats. 
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7e 

or 

=Ing 

Taking the antilogarithm of the last two expressions, we find 
(n) or p,r,‘ = piVi'‘ 

or, since states 1 and 2 were chosen at random along any isentropic hne, 
(34) pV^ = C, 

the equation of an iscntropic process for an ideal gas in pV coordinates 
The corresponding curve is similar m general appearance to the equilateral 



(al 5 - C, pK Plane (b) S = C. TS Plane 

Tig 33 Isenltopie Pioeess For a companson of the isothermal and the isentropic 
curres, IsothermaU l-o and b-1 are shown dotted Point a is related to 2 in being 
on the constant rolume tine tbeough 2 Points 1 and h are also on a constant volume 
line Observe that the isentropic line on the pv plane is steeper than the isothermal, 
also that there is no area under the curve 1-2 on the TS plane, which is in accordance 
with the defimtion that 0 ^ and S ^ C 

hyperbola [Fig 33(a)] With equation (n), ive can derive the relation 
between T and V, and the relation between T and p From the equation of 
state, piVi/Ti = piVilT* we get 

Pt ViTt 
Pi VtTi 


which, substituted into equation (n), gives 



Now, from equation (n). 
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Substituting this value of Fi/T'o in equation (35), we find 



Equations (35) and (36) will be useful in problem work and in deri\'ing 
special forms of other equations. All the foregoing p, V, T relations apply 
to an ideal gas. 

(&) Work. We have found work from the energy equations (30), (31), 
and (32), aU of which are very useful, but we must also learn how to obtain 
the work from the pV plane — area under the cur^m is nonflow work. Since 
pF*’ = C [Fig. 33(a)], we use p — C/F* in p dV and get 



Setting the first C — p^V-fl and the second C = PiFi*", we find 

(37) / p dF - fi-ib. - Bt„, 

[WHE.NEVEK = C] 

which is, then, the work TF of a nonflow isentropic process. This integral 
may be converted to temperatures by using pF = wRT and it can be shown 
to he identical to equation (30) when both are in the same units. 

In a steady-flow isentropic (AP = 0) vith pV- = C, we get from equation 
(P), §42, 

(P) ~fvdp = -c]"^, 

= = AK -F TF. 

The elementary area V dp is shown in Fig. 

34; let C = p^'^-V or V = Cp'^F If the F 

change of kinetic energj- is negligible pig, 34, isentropic Process— 
(AE = 0), equation (p) gives Steady Flow. 

(38) w = - j Vdp = fUb. 

[revek-sible STE.U)T flow, ATC = 0] 

If TF = 0, we get AK = —jV dp. Summarizing, we have 
(q) 'iY=-iVdp and AK=~iVdp. 

[STEADT FLOW, AiC = 0] [STEADY FLOW, TF = 0] 

The negative sign for the /F dp is there because in integrating with respect 
to pressxure from 1 to 2, the direction of integration is downward (negative) 
for an expansion and the JV dp turns out to be a negative number. But 
TT^ done by the system, as in Fig. 34, is here taken positive; hence, we use 
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—jV dp to accord with the convention of signs already defined The 
student should work through the details of all integrations made m this 
text 

71. Irreversible Adiabatic with Work.* If, during an adiabatic process 
in a machine such as a turbine, there is fluid friction and turbulence, the 
work done is less than that during a corresponding isentropic expansion 
The process is internally irrexcrsible because of frictional effects The end 


B D 


(a) (b) 

F$g SS 


states of the adiabatic with work arc represented by 1 D (Fig 35) where D 
maj be any where between B and 2 The less the loss from irreversibility, 
the closer l-D approaches the reversible 1-B 
In a general way, we shall use prime marks to indicate actual values and 
actual points, for example IF = actual work done (the work of the fluid 
unless otherwise indicated — that work which can bo converted into shaft 
work m the absence of mechanical friction) All - actual change of 
enthalpy, 2 - the actual end point when the corresponding ideal end point 



s s 


(a)Expiiisioa (b) Compression 

Fig 36 fiteversiMe AdiabafiQ Fiocesses 

IS 2 Since the energy equations m general form apply to any kind of proc- 
ess, we already have useful forms m § 70 However, rewriting equations 
(30), (32), and (33) m the pnme notation, which indicates that some 
irreversibility effects are involved and referang to Fig 36, we get 

* If It 13 desired to shorten the course one may touch lightly on irreversible processes 
and omit 5 71, also omit |§ 77 and 78 and other articles on irreversible processes 
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(30A) W = Ui- Ur W' = wc,{Ty - Tr); 

[any nonflow system, Q = 0] [ideal gas] 

(32A) TF = H,- Hr TF = wc,{T^ - Tr); 

[steady floiv, any fluid, [ideal gas] 

Q = 0, AK = 0] 

(33A) AA' = ^ - = i/, - Hr AK' = wc,iT, - Tr). 

]STE\DY FLOIV, ANY FLUID, [IDEAL GAs] 

(3=0, TV = 0] 

Irreversible adiabatic processes always occur with increasing entropy. 
In Fig. 36(a), an ideal adiabatic expansion from pi to ps ends at 2, but the 
actual expansion ends to the right at 2'. Likewise, the isentropic com- 
pression [Fig. 36(b)] ends at 2; the actual expansion at 2' at greater entropy 
than 2. 

(a) Relations between p, and T. Actual expansions occur which 
accord reasonably vdth an equation of the form pF"" = C. If an actual 
exponent m can be determined and if the fluid is an ideal gas so that we may 
use pV/T = C, we get 



[ideal gas] 


after equations (35) and (36). These relations hold for any irreversible 
change of state to which pF” = C applies, whether it is adiabatic or not, 
but the fluid must be an ideal gas, pv = RT. 

{b) Change of Entropy. The change of entropy may be evaluated along 
any reversible path connecting the points. In Fig. 35, AS from 1 to 2 is 
equal to AS from B to 2, in this case along a constant pressure line. The 
equations of § 62 may be used to compute the change of entropy, as con- 
venient; for example, equation (n); 

AS = wcv In Tjr H j- In 

i I J r I 


Using F 2 /F 1 = in this equation, we get 

_ , T,,wR. 

AS = wc., In y- -F -j- In 1 1 

, 72 , wc„{k - 1 ) 72 

wc. In 1 ^ In rp^’ 


/k — m\. T2 

AS — wc, I ) In yfr, 

\l - m) 7i 


which gives the change of entropy in terms of temperatures, often a con- 
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\ enicnce * Hemember that in irreversible processes, /p dV is not work and 
/rds IS not heat. Irreversible adiabatics are closely approached in some 
centrifugal pumps and blowers, m steam and gas turbines, and m recipro- 
cating compressors and engines 

72 Example. There are compre^^sed 3500 efen of air from pi - 14 5 psia and 
t, = 75®Ftopj = 20 psia Determine the work for each of the following processes 
(a) nonflow isentropic (b) nonflow ]ne\etsible adiabatic to a temperature of 1Q0°F 
(650°R), (c) stcadj flow I'entropic for which Ui = 40 fps and uj == 120 fps (d) 
steady flow adiabatic to a temperature of 100®F, %elocitics as in (c) (e) If the 

irreversible processes accord with the relation pi ** = C, what is the \alue of ml 
(f) What IS the change of entropj 7 

soLDTiov The temperature after isentropic compression is Fig 3C(b), 



The amount of air involved is 


w 




(14 5){U4)(3500> 

C3d5j(«5; 


25C lb /nun 


(a) For a nonflow isentropic 

TF - -dC/ - uc,(r, - Tt) = (256)(0 1715)(535 - C25) -3950 Dtu/min 

This w ork is for the case w here all the air is in a c> Imdoj and the piston compresses it 
It docs not include w ork that is necessary to got tlie air into and out of the ev linder 



s s 

(a) Expansion (b) Compression 

Ftg J6 Feptaled 


(b) For the nonflow irieversible adiabatic. Fig 36(b) 

TF *= - F, ) “ (256)(0 1715)(535 - 650) = -5050 Btu/min 

(c) For a steady flow piocess C = 0 and s = C, 

w - -AK - MI - - ^ + h,- k.) 

[ 40 * 120 * 1 

^ ^ + 024(535 - 625)J = -5C00 Btu/mm 

This work includes that necessarj to get the air into and out of the cj linder 

• tVe might note the similarity of cj(fc — »»)/(l — »»)] m equation (r), which is not a 
specific heat, to the polytropic specific heat equation cj(lfc — n)/(l — n)], § 73(b) The 
polytropic IS defined as a reversible process and Qj^O 
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(d) For the irreversible steady flow adiabatic, -AH' = wCp{Ti — Tr) and 

^ ~ ^ + 0.24(535 - 650)] = -7130 Btu/min. 

(e) To find m, we have 

Ia _ _ 050 _ / 25 Y"-n/" 

Ti ~ \p,/ “ ^ VlJB/ 

Using logarithms (or log log slide rule), 


m — 1 _ log (650/535) 
m ~ log (25/14.5)’ 


m = 1.553. 


(f) To find the entropy change of the system, use one of the basic equations of 
§ 62 or use the derived form, equation (r), p. 79, w hich is 


AS wcp (j _ In _ (2o6)(0.1/lo) ( j _ j 553 ) In -gg - 2.35 Btu/°R. 


73. Polytropic Process. A poljTropic process, Fig. 37, is an internally 
reversible process, which conforms to the relation 

(39) pF” = C or piFi” = P 2 F 2 ", [any fluid] 

where n is anj'' constant. Since manj^ actual processes follow closely the 
relation in (39), this discussion is especially important. Because pF" = C 



V S 

(a) (b) 


Fig. 37. Reversible Polytropic Process. These curves show the general appearance 
of a polytropic process where the value of n is between 1 and k. Since, in theory, the 
polytropic exponent may have any value from n = — « ton = “h'®? curves sloping in 
any general direction may be obtained (see Fig. 39). In practice, the value of u does 
not vary greatly from k, 

is mathematically the same as pF* = C, all the mathematic consequences of 
§ 70 apply here when k = n. Thus, the relation between T and F is 

(40) = (]^) • [imal gas] 

Betw'een T and p, tve have 

m / \ (n— J)/n 

(41) [ideal gas] 
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If a process is knoun to be polytropic, and if tv.o state points are defined 
(say, pressures and volumes arc LnoA\n), the \alue of n can be found by use 
of logarithms Writing equation (39) as pt/p* = (Fi/Fi)" and taking 
logarithms, %\e find 


(s) 


^ log (Pl/Pi) 

Jog (IVV^) 


Equations (40) and (41) can be handled sinularly 

(a) Sp dV and fV dp. Corresponding to equation (37), we have 

( 42 ) ir = j pdV 2 n' — ~ IP''" = C) 

[nonflow, ant FLLId] llBEAL OAs] 

Also by inspection of equation (38), we can write 

(t) »■ - - j V dp- „ q 

[steady flow, aA - jjP » 01 

Equation (t) is also the value of AA' when \V = 0 and - 0 

AW, + AK + W - /pdl and AK + W = -jVdp 
(steady flow a/' - Oj 

(b) Heal I or any reversible process, nonflow or steadj flow, 

dQ-dU + ^ 


For the integral of p dV, use the value in equation (42) and use 
A!/ =■ - 7 * 1 ) =• w, AT 

Then 

Q-wc.(T,- rj + 


Using c, + R/J = Cf and k = c,/c,, we find 

(43) 0 = » (^“’) - ’’■) = ”*■ (r^) 

Now suppose we call the specific heat of a poJytropic process, that is, 
it IS the amount of heat added or abstracted during the process to change 
one pound by l^F The heat then becomes Q = wcn(7'2 — Ti) Com- 
paring this equation with equation (43), vve can wnte 

(44) = 

the polytropic specific heat The \ alue of c, maj v arj infinitely, inasmuch 
as n may vary infinitely Observ e also that c, is negative w hen L > n > 1 
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A negative specific heat means that heat is rejected by the substance even 
though the temperature increases, or that heat is added even though the 
temperature decreases. A process of heat rejection vith simultaneous 
temperature increase actual!}' occurs in the usual air compressor. The work 
done on the air raises the temperature of the air (stores some internal 
energ}'), yet at the same time, in order to obtain a lover final temperature 
at the end of compression, cooling water is circulated around the cylinder to 
carr}' some heat away. The area under the cun-e on the TS plane [Fig. 
37(b) or 38(b)] represents Q in Btu units. 

The change of entropy of a reversible polytropic process is 


(u) 


f dQ f CndT , 
AS = 1 -Y = j —jT- = ’''■Cn m 


Ti 

[c„ constant) 


Notice, for example, that by using the values of T^jTi given by equa- 
tions (40) and (41) in equation (u), AS may be expressed in terms of other 
properties. 

74. Example : Pol 5 ^opic Process. Five pounds of an ideal gas are compressed 
polj'tropically from a pressure of 15 psia and 40°F to 85.3 psig. The gas constant is 
R — 50, c, = 0.25, and the change of state is according to pF' ’ = C. Find (a) the 
initial volume, (b) the final temperature, (c) the work for nonflon' and stead}’ flow 
processes, (d) the change of internal energy, (e) the transferred heat, (f) the change 
of entropy. 



Fig. 38. 

SOLUTION, (a) See Fig. 38. The student should cultivate the habit of making 
sketches for ever}- problem. From the characteristic equation 

y, = = (5)(50)(40 + 4 60 ) ^ g_ 9 

Pi (144)(15) 

(b) From equation (41), T- = rifpj/pOf"-”'". Assume standard atmospheric 
pressure of 14.7 psia. Then pt = 85.3 H- 14.7 = 100 psia, and 


T.- (500) (If)' 


(500)(1.549) = 774°R = 314'’F. 
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(c) The nonflow work is TT == (p,r, - PiTi)/(l - n) The volume \ s must 
be calculated or ehminited Using pi ~ uRT we have 

ir„. = . ( 5 ) ( 50 )(m-| 00 ) _ „„„ 

rcpre«ented bj the area a 1 2 t (Fit, 38) in foot-pound units The negatue sign 
indicates work done on the substance The work of a steadj flow piocess in which 



AK " 0 and AP - 0 is n times tl e nonflow work Compare equations (42) and (t) 
Therefore 

Tf (steady flotr) (1 3)(-29a> • -3Sl Btu 
rerepresented in foot-pound units b> area e 1 2-d (Fig 38} 

(d) To find c, use Cf — e, R/J or 

c, - 0 25 - ^ - 0 25 - 00043 - 0 1857 Ctu/lb-^R 

Then 

AU » - Tl) = (5)(0 1857)(774 - 500) 4-254 Btu 

The positive sign indicates an increase in internal energy 

(e) The value of A = c/c, 0 25/0 1857 = 1 346 Tl e polytropic specific 
heat 18 

C, = c. (^-^) = 0 1857 = -0 02845 

Q = ucniTi - Tl) - (5)(-0 02S45)(774 - 600) = -39 Btu 
The negative sign indicates heat lejected by the substance As a check on this 
calculation use ti e nonflow energy equation 

Q AL/ 4- B = 4-254 - 293 = -39 Btu (check) 

The area under the curve I 2 on the TS plane (F^ 38) represents Q Figure 38 
IS not drawn to scale 

(f) The change of entropy is 

AS^’WCr.lnp (S)(-0 02845) In ^ -0 0624 Btu/“E. 

i 1 oW 

The negative sign indicates a deciease of entropy 
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76. Effect of Varying n in Poljffropic Equations. Polytropic processes 
are all inclusive in that the equations for the change of state of all the fore- 
going reversible processes can be obtained from pF" = C by choosing proper 
values of n. 

p — C\ 7} =0; then pV° = C or p = C, a constant pressure process. This value 
of 71 = 0 substituted in polj'tropic equations (39), (40), (42), (43), and (44) will 
give the correct forms for the constant pressure process. 

F = C; 71 = CO. Then from pT'" = C, we have p'^" V = C, or 

pi/* Y _ poy _ Qt^ 

or T’ = C, a constant volume process. This value of 7 i = m substituted in the 
pohdropic equations (41), (42), (43), and (44) will jdeld the correct forms for the 
constant volume process. 

Let 71 = then pF*= = C, which is recognized as the equation for an isentropic 
process. This value of n = k substituted wherever n appears yields the correct 
forms for the isentropic process. 

Let 71 = 1, then pT' = C, which is recognized as Bojde’s law and the equation of 
an isothermal process. This value of n = 1 j-ields the correct result in equations (39) 
and (41). However, when ti = 1 is substituted in equations (42), (43), or (44), the 
resulting e.xpressions are indeterminate. 




Fig. 39. Effect of Varying n. Eiqiansions or compressions are imagined to take 
place from some common point 1. Notice that all positive values of n give curves in the 
second and fourth quadrants on the pV plane (a); that positive values of n may produce 
curves in all four quadrants on the TS plane (b). Notice too that curves with values 
of 71 between 1 and k will fall in the second and fourth quadrants on the TS plane and 
within a very narrow region on the pV plane. 

It is important to be able to sketch various curves of thermodynamic 
processes on the pF and TS planes, and sketch them about as they would 
appear if they were actually plotted to scale. Figure 39 wiU be of assistance 
in learning to make these sketches and it shows also the effect of varying n. 
Remember that, although they appear much alike, the isentropic curve on 



SS PROCESSES OF IDEAL GASES [Ch 5 

the pV plane is steeper than the isothermal curve, and that, on the TS 
plane, the constant volume curve is steeper than the constant pressure curve 
when both are drawn between the same temperature hiruts 

76. Throttlmg Process. A throttling process is taken as an adiabatic 
flow process (Q = 0) from one region to another at lower pressure, during 
w hich no w ork is done It is a free expansion, as m opening the valve on a 
compressed air tank, or the household faucet It is usually analyzed for a 
period during which the flow is steadj If AP = 0, as well as IF = 0 and 
Q = 0, the steady flow energy equation becomes 

III + A', = lit + Ki 

Possibly somewhere m the stage of a throttling expansion, the kinetic energy 
K imght be rclatnely large In practical application howe%er, the end 
conditions for the substance arc \nrtuallj stationaiy or Ai »5 As In either 
event, 

(45) III » //, or ue,{Tt - T,) = 0, 

[any fluid) (ideal oas] 

represent defining conditions for a throttlmg process If the substance is 
an ideal gas, Ti = Tj as well as /li - Ih, but not otherwise (See foot- 
note, p 02 ) Since T = C, pil'i « ptl’i for an ideal gas (Fig 35) Imper 
feet gases generallj undergo a temperature decrease as a result of throttling, 
corresponding to some end conditions such as 1-C (Fig 35(b)] 
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(a) (b) 

Ftg 3S Repeated (1-2 = Throttling Process) 

In Fig 35, the curve l-B represents a reversible adiabatic (5 = C), 
during which the maximum work is obtained from the energy which the 
substance had in state 1 The throtthng adiabatic 1-2, which produces no 
work, IS shown dotted to remind us that the areas under the curves no 
longer represent work and heat, that is, the points along the curve are not 
a sequence of cquihbnum points and the dotted curve 1-2 does not neces- 
sarily represent the path of the state point The expansion is irreversible, 
and unorganized for the production of work and the conservation of available 
energy 

The change of entropy, which vnll always be an increase, can be computed 
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from any one of (lie cqualioiiH of §02 (ho Burc (o refer hade in order to 
hecome oriented), aay, e(|ua(ion (n) wliieh rednce.s l.o 

(v) A.S = In Btu/°R, 


hceauKO T\ — 'J\ and In 1 = 0. Coini)arc ecinalion (v) wil.li the entro])y 
cliangc of a revcrsihle isolliernial process [ofiualion (1), § 09], 


77. Isontropic Process with Variable Specific Heats. For tlio case of 
constant sjiecilic! heat, \vc found the relation between p and V of an isen- 
tropie ])roccss (ideal gas) to ho pV- = C [eeination (.'!'!)]. If tlio si)eeitie 
heats vary, k also varies; so, to .solve the isentropie process nndor this 
condition, we must start again with fundamental relations. If pv «= llT, 
wo have dU — wr.,.dT; and the energy esinalion dQ ^ dU •]- p dV/J 
hccomes wc,.dT— —pdV/J. Substituting p ~ wRT/V into this last 
ociuation and sciiarating the variables, wo find for w = I lb. 


(w) 



41 1 r 2 
- J In y- 


n 

./ 



To integrate the Icft-Iiaiul side of this e(|uation, substitute the iwojjor value 
of r„ as obtained from 'Fable II or el.sewherc. 'Fhei'e is often a convenience 
in using mol values, Cv - Me, and Tl ~ MR, for whicli e(iuation (w) 
becomes, in I3tu per mol. 


(X) 


/■ dT R f <n' 

J T “ J J K 


-1.1)8(> In 


ft “ 


l.OStl In • 


F, 

F/ 


where the universal gas constant in Btu units is J{/,f = iry\r>/778 ~ 1.9811 
(p. (10). After the leftdiand side of either e(|uaii()n (w) or (x) has been 
integrated, one may solve for the tem])eraturo Tz, tlio usual unknown, by 
trial and error, as illustrated in the following example. 


78. Example. 'J’lio molar Hjiccific Iioat of a mixtiiio of gases in an intonml eonr 
biistion engine has been found to be given by (see Chapter 12, § 202) 


C„ 


7.6:5{1 + 


^10'/' 

10' 


lO" 


2027.5 . (80.2) (10') 37.1 

iji d' JI2 ■ yii/2 


11111/1001-“ R. 


'J'he compresHion ratio of a iionflow iseiitiopie coinpiession in this engine is ti; that is, 
V, = F,/0 and tlie initial tempeiatuie is h ■= 140“!''. Comjnite the teinpeiatuie h 
after isentioiiie eonipiession. 

SOLUTION. 'J’lie value of the right-hand side of c(|iiation (x) is 

(y) 1 ,080 In = 1 .08(1 In 0 - 8.559. 

1 2 

* In short conrHCS, it may be desired to omit part or all of the remainder of this ehapler, 
except perhaiw 5 79. 
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value. Then, a range is defined between which the answer should be found. After 
several guesses, ^^e find for T-, — 1180'’R that 


pi80 

600 T 


3.559, 


which is the desired value; therefore U = 1180 — 480 = 720°F. 

79. Closure. Thermodynamics is exacting but fascinating. The begin- 
ner is prone to depend unduly on memory for details with which to solve 
problems, whereas it is easier and more profitable to classify the knowledge 
in such a way as to see the repetitive utihty of the more basic laws. For 
example, in any nonflow process, the law of conservation of energy is 
e.xpressed by 

dir = dQ- dU, 

wheredU = wc, dT when pv = ; if the process is reversible, dlF = pdV/J 

and dQ = wc dT, where c depends upon the kind of process. 

In the steady flow process (AP = 0), 

dW = dQ-dH - AK, 

where dH = wCp dT when pv = RT; dQ is as stated for the nonflow process, 
and dW = — JF dp/J = dQ — dH when dK = 0. The tabulation of 
equations in Table III is for the purpose only of highlighting many similari- 
ties and emphasizing differences. 

Recall that energj' is a scalar quantity, so that should there be two or more 
successive processes, the total work will be the algebraic sum of the works 
for the individual processes, and the heat transferred will be the algebraic 
sum of the heats of the processes. This brings us to cycle analysis, Chap- 
ter 6. 
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that IS, mthout subscnpt, IJ’ applied to a cjcle is understood to mean the 
net tcorA. If it is negati\ e, it is the net input w ork 

Equation (4G) embodies the classical dcfimtion of the first law (§ 24), 
namelj that i\ork and heat are mutually comcrtible Arming at equation 
(46) as we ha^e, v,e see the necessary conditions in order for the first law, 
as stated in tins bnef form, to hold If there is no change $n stored energy 
during cyclic operation of a system, whtch may be flow or nonflow, the net 
amount of energy crossing the boundary as heat is equal to the net amount of 
energy crossing the boundary as tcorl 

Note in passing that when the working substance is taken as the sjstem, 
the net w ork does not im oh e the losses from mechanical friction in bearings, 
etc It is the fluid work For a power generating machine, the actual shaft 
work IS less than IT, and for a power-consuming machine, the actual shaft 
work 13 greater than IF, the difference is a loss due to mechanical and fluid 
friction 

We maj and do say 

W - ZQ and W m - Q„, 

(ALGEDRAIC sum] IaRITIIUSTIC CirrERESCEl 


meaning the same thing m each case If jou u«e the aanous equations for 
process heat, aademedin this book, the result will automaticallj bepositue 
when heat is added and nogatn-e when heat is re;ec(ed IITien we wTite 
W •=» SQ, we mean an algebraic sum where rejected heats haao negatne 
signs If we wnte the rejected heat as a positne number then it must be 
subtracted from the heats added, IF = Qa — Qs There is no difference, 
simply different wajs of saying the same thing Since both viewpoints 
are handy the reader should master both 

Thermal Efficiency Efllcicncj may well be thought of in its sim- 
plest form, output dmded bv input TJic output of a power cycle, which is 
a thermodj naniic cycle for the production of power is the net work, the 
input IS the heat added to the working substance from an e\ternal source of 



heat Qa in Fig 41 The net 
work IF„« — IT , is taken as the 
output of the power cjcle because 
some of the gross work TT is used 
to supplj the energy N « to dn\ e 
the pump Therefore, the ther- 
mof efficiency of a power cycle is 


Qi 


Fig 41 Power Cycle Qa> Qg Obserae that equation (47) applies 

only to a cycle However, if the cycle is performed wholly within the 
engine, as w e shall imagine for ideal internal combustion engines, then cqua 
lion (47) gives the efficiency of the engine as well as that of the cycle 
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of equation (48) that for the particular temperature limits of operation, it is 
the highest conceivable thermal efficiency. Equation (48) is the efficiency 
of the Carnot and other reversible cycles only. Most of the cj'cles which we 
shall study are not e.vternally reversible ones. 


85. Carnot Cycle with Ideal Gas as the Working Substance. While the 
rectangle represents the Carnot cj'cle on the TS plane, the eycle cannot 
be shown on the -pV plane without a knowledge of the properties and 
the equation of state of the substance. We are familiar with the ideal gas 
whose equation of state is pV = wRT. The pT' equation of the isothermal 
process is pV — C (§ 69); for the isentropic process, it is pF* = C (§ 70). 
With known constants, these equations maj- be plotted to get the cj'cle. 
(See Fig. 44.) It will be instructive to analyze the Carnot cj'cle for an ideal 
gas, because the method of attack is the same for all cj'cles. 

(o) Work from the TS Plane. Bj- this e.\'- 
pression, we mean to find an equation for work 
as SQ, that is in terms of heats. For the 
isentropics, Q = 0; for the isothermals, 

Q = (wRT/J) In (V./Vi), § 69. Applj-ing this 
basic form to the process ah (Figs. 42 and 44) 
and to the process cd, we have 


^ wRTi Vi 
<3a=— Inp-. 


^ wRT, , Va 

Q, = —\ny, 


IF = SQ = 


wRTi, Vi.wRTi, Va 


J 


lufr + 


, . wRTi . T 6 

(e) 1, 


./ 

icRT, 


In^ 



-Inf'- 

I a 


Fig. 44. 
Ideal Gas. 
See Fig. 4G. 


Carnot Cycle, 
Not to scale. 


From equation (.35) for an isentropic change of state. 


]% _ _ (Ti 

Vi - \Tj \T, 


rj. \ I/(l-I) 

:) 


and 






whence 

(f) 


Va 


Vi 

F ■ 


Substituting this value of T',-/Fd in equation (e), we find 
(g) 


(T, - T.) In Btu, 

•/ la 





which is repre.-ented bj' the enclosed area on the 7'.S plane. The thermal 
cfficicncj' is 

ir _ (T, -z^TMwR/.]) I n (1VF„) ^Ti-Ti 
- (X; “ (u'/f/./)r.]n (F»/F„) “r. ’ 

which, .as it .should be, is the s.ame re.=ult as that given by equation (4SF 
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(6) Work from (he pV Plane We recall that areas under the curve on 
the pV plane represent the work of the reversible nonflow process (/p dT) 
The net w ork of a series of processes is the algebraic sum of the w orks of the 
mdnidual processes These work quantities are positive when the state 
point has a component motion toward the right, as ahe (Fig 45), negative 
w hen there is a component motion of the slate point toward the left The 
result IS that the sum, the not work, is represented by the enclosed area on 
the pV plane in foot-pound units (a&of. Fig 45) Applying the equations 
for work found in the preceding chapter, 

Il’r - Pif’i In and 

(isothermal] (iSBNTROricl 


to this particuhr cycle (Fig 44 or 45) we get IF = STF, 

!h) ir - V.V . In + p.r,in 


Equations (d) (g) and (h) should reduce to identical forms (except for 
units), because each represents the work of the Carnot cj cic For example, 
m (h), note that pbVt PeV^ (Boyles law) and p,V, « P4V4 The work 
terms of the iscntropics arc therefore equal but of opposite sign and cancel 
each other Also as already proved r*/r, = VcfVt Therefore, with 
pV - wRT, equation (h) becomes 

( 1 ) ir = wnr, In - wRT, in j)* - (T, - TiimR In p ft lb , 

the same as equation (g) except for units The student should show that 
for an ideal gas, equations (d) and (g) arc the same 

Even though there is no practical significance to the Carnot engine, the 
cycle itself is most important as the measure of the Itmtl of efficiency for 
other ideal or actual cycles It also serves to establish an absolute zero 
temperature that is absolute in the sense that no lower temperature can be 
conceived (§ 9G) 

86 Mean Effective Pressure Nonfloiv cjcles of which the Carnot is 
an illustration take place w ithin a cylinder, w ork being obtained through the 
action of a variable pressure on a moxabfc piston The work done during 
the cycle is represented by the enclosed area on the p V plane abed (Fig 45) 
This area may be reproduced in the form of a rectangle area efgh — area 
abed The length of the rectangle is a volume V d, called the displacement 
volume, which is seen to be the volume swept by the piston in one stroke 
(Fig 43), Vd = Vt ~ Va The height of the rectangle is a pressure p„ 
called the mean effective pressure, and known in abbrcMitcd form as the 
mep Since the rectangle is the same area as the cycle area, it too represents 
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W to some scale; hence, the mep is that average pressure which, acting 
through one stroke, will produce on the piston the net work of a single eycle. 
In equation form, the mep is 


(49) = ^ 

_ work/cycle (say, ft-lb.) lb 
displacement/stroke (ft.’) ft.’’ 

or TF = PmFc. 

This equation shows that the higher the mean 
effective pressure p„, the greater is the work for 
a particular size of engine (a given Vd). Inas- 
much as cost is some function of the amount of 
material used, and because mere bulk is usually 
a disadvantage, a high mep is desired. Con- 
sequently, it is doubtful that a Carnot engine 
which operates on a gas would be useful in 
practice even if it could be made operable, because the mep corresponding to 
reasonable expansions and compressions is so low that the size of the engine 
as compared with modern engines would be excessively large. [See § 89, 
part (h).] Furthermore, a comparison of the mean effective pressure with 
the maximum pressure of the cycle is revealing. The various mechanical 
parts of an engine must be designed for the maximum forces coming upon 
them, forces which will be related to the maximum pressure. So, even if 
the mep of a cycle, any cycle, is relatively high, the cycle may be impractica- 
ble if the maximum pressure is too great as compared with the average net 
pressure (mep), because the large maximum pressure necessitates massive 
parts for the engine. Thus, the mean effective pressure is a significant 
characteristic of cycles from a practical point of view. 

While the units of equation (49) must be consistent, they need not be on 
the basis of one cycle. More often, it is convenient to base a computation 
on the number of cycles completed per minute N, in which case the work is 
in, say, foot-pounds per minute. In order to match foot-pound per minute, 
the displacement volume must be in cubic feet per minute (cfm), obtained 
from 



Fig. 4S. Mean Effective 


_ / volume in cu. ft. swept\ ^ / number of cycles 
V D c m — piston in one stroke/ \completed per min 


i„.)- 


Also, the displacement is obtained from the dimensions of the engine, 
(i) Vd = A cu. ft., or Vd = LN cfm, 

[one cycle] CYCLEs/MIN.) 


where D is the diameter of the cylinder and L the length of stroke, both in 
feet, and N is the number of cycles completed in one minute. To be safe 
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m regard to units, always use the work in foot pounds and the \olume in 
cubic feet, then con\ert the resulting pounds per square foot to pounds per 
square inch, the unit engineers usually use The mep of the Carnot cjcle 
IS the value of ir from equation (i) in foot pound units dnided Vo, or 

« - (^1 - rOtrfllndVr,) 

P" _ Y Icxrnot] 


87 Ratio of Expansion, Ratio of Compression, Pressure Ratio The 
ratio of expansion during anj particular process is the ratio of the tolume Vj 
at the end of the expansion di\ided b> the lolume T^i at the beginning of 
expansion For instance, the ratio of isothermal expansion (or the iso- 
thermal expansion ratio) m Fig 4G is Vi/V\ the ratio of iscntropic expansion 
IS r* Vi/Vi, the over-all ratio of expansion is Fj/Fi 


lOOO'R 

l| c2 

T.oT, 

4 * ■ ^ 3 


V S 

(a) (b) 

tig 46 The enclosed areas on each plane represent vork. The unit of pV areas 
Is ft Ih , of TS areas, Btu Since the Bto is 778 tunes larger than the foot pound it 
would be inconrenient to show these areas to relative size This py diagram is draws 
appronmately to acale for the data in § 69 Notice that the enclosed area is relatively 
long and slender 

The ratio o/ compression is the ratio of the tntfiaf t oUme T', div ided bj the 
final lalume Fj For instance (he isentropic compression ratio in Fig 40 
IS r* = Vi/V\ Observe that etch of these ratios is greater than one 

The pressure ratio is also usually written as a number greater than one, 
and is therefore the highest pressure divided bj the lowest pressure of a 
particular process, Pj/Pj for the iscntropic process 2-3 (Fig 4G) 

88 Analysis of Cycles In the analjsis of gas cjcles we shill be particu 
iarly interested in (1) the heat supplied to the cjcle, (2) the heat rejected 
(3) the net work, (4) the efficiencj, and (5) the mean ofTective pressure 
Other items will command our attention in special cases All ideal cjclcs 
are composed of internally reversible processes, so that jpdV is nonflow 
work, dQ = cdT, and As = j dQ/T 

89 Example The working substance of a Carnot cjcle is air, con«idered as an 
ideal gas At the beginning of isothermal expansion, w e find p, = 300 psia I j = 5 
cu ft , and <i = 540®F The ratio of isothermal expansion is r, = 2 (= Vi/Vx = 
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Vi/y^ and the isentropic compression ratio r* = 5 (= F 4 /F, = Fj/Fj). Find (a) 
the sink temperature and the pressure at each comer of the cj'cle, (b) the change of 
entropy during an isothermal process, (c) the heat supplied to the cycle, (d) the 
heat rejected, (e) the horsepower developed if the volume T^i is 5 cfm, (f) the effi- 
ciency, (g) the volume Vs and the over-all ratio of expansion, (h) the mep. 


SOLUTION-, (a) See Fig. 46. For F, = 540 -f 460 = 1000°R, /; = 1.4, and 
for ri — T^/Fi = 5, we get 


T, = 



= 525=R, 


or U = is = 65°F. The pressures are (Fig. 46), 

/FiV 300 „ . 

Ps = Vi\;yJ = gin = 31.6 psia; 

/FA 300 . 

Vs = Pi = -^ = loO psia; 

/F-V 150 . 

Ps = Ps = 5l7i = 13-8 PS'a. 

(b) The change of entropy is 

. - wR. Vs piVi , Vs _ (300)(144)(5) p, 

AS - j- In - JT-J In - (yygjdogo) ^ 

an increase for 1-2, a decrease for 3-4. 

(c) The heat supplied during 1-2 is 

Qi.j = inp = ( 5 , _ Si)Ti = (0.1925) (1000) = 192.5 Btu. 

(d) The heat rejected during 3-4 is 

Qs-i = = -(.5= - Si)Ts = -(0.1925)(525) = -101 Btu. 

(e) The work is ZQ, or 

TF = 192.5 - 101 = 91.5 Btu. 

for 5 cu. ft. If we consider, for e.xample, that one cycle is completed each minute 
with Fi = 5 cu. ft., the work is 91.5 Btu/min. and hp = 91.5/42.4 = 2.16. See 
Appendix for conversion constants. 

(f) The efficiency is W/Qa or (Ti — T;)/Fi, or 

91 5 iOOO — 525 _ 

® ^ 19^ iOOO -4/.o%. 

(g) For the volume Fa, we have 

T'. = 2Fi = 10 cu. ft., and 
The over-all ratio of expansion is 

' - f: - (f:) (ft) - <=><« - 


T'a = 5F: = 50 cu. ft. 
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(h) The mean effective pressure is 


P- 


jr 

Vi. 


(778)(91 5) 
(50 - S)(144) 


= 11 psi 


As practical engines go this is a low mep characteristic of Carnot engines In 
general a Carnot cjcio enclo'cs an area on (he pi plane that is small for its pressure 
range (Fig 46) Refer to § 86 for the signihcance of this low pressure 


90 The Ericsson Cycle • There are several other re% ersible cj cles (§ 91) 
(conccivablj reversible that is) but we shall describe onlj one other the 
Ericsson c>cle The reason for doing this is that the Ericsson cjcle incor 
porates a feature of particular importance in large modern, steam power 
plants and in other cjcles a Jegeneratwe effect 

Knowing that a reversible cjcle is the most efficient Ericsson set out to 
design an air engine to operate on such a cjcle As in the Carnot cjcle 
heat 13 added and rejected at constant temperatures so that the transfer of 
heat can theoretically occur with a temperature difference AT which 
approaches zero and reversibility In Fig 47 heat is received from an 
external source at Ti along <i6 Tlie hot air (hen leaves the cylinder and 
passes through a regeneratoj while the pressure remains constant 6c 
The regenerator is a chamber m which energy can be transferred from the 
gas and stored In practice a regenerator of the kind intended here may 
contain a labyrinth of brickwork or it may be filled with mesh wire One 
end of the regenerator is at a temperature T, and the other end at Tt and 
there is a gradual temperature gradient from one end to the other 
To get the energy into storage reversibly we imagine the gas entering the 
regenerator at a temperature Ti + AT (Fig 47(c)| so that heat begins to 
be transferred to the contents of the regenerator at As the gas passes 
through the regenerator its temperature drops gradually to T* + AT at 
the exit B and at all points in the regenerator the gas temperature is higher 
than the adjacent content temperature by an amount AT which is zero in 
the ideal rev ersible case 


• John Ericsson (1803 1889) bom a Swede methodical stubborn irascible des gner 
and inventor extraordinarj had a pass on for machinery In England he built a loco- 
moti\ c to compete with Stephenson s Rochet \lthough the Rocket won the prize on 
tractwc effort and dependability Ericsson s locomotive establ shed the amsz ng speed 
tfjfjv.i. tj. Eojyh. The. Lmuion. rwnoi said. It seemfsl indeed to fly presenting, one of 
the most sublime spectacles of human u^enuity and human daring the world e\er 
beheld Because he was unable to interest anyoiic m England mbs screw propeller — 
a substitute at the time for paddle wheels — he came to the United States to promote it 
He IS the designer of the Monitor wh ch defeated the Confederate iron clad the Memmae 
He dcs gned and bu It a hot air engine for a boat launched in 1853 sunk shortly after 
wards in a squall The weight of the engine for the power de% eloped was tremendous 
and the boat was not capable of carry ng it in rough weather He was such a prol fic 
producer that space does not perm t even a list of his invent ons and des gns During 
the last few years of his life he was a recluse in New York City irate at the elevated a 
disbeliever m the telephone 
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After this storage operation, the gas rejects heat at constant temperature 
to an external receiver, the sink; that is, there is an isothermal compression 
of the gas cd. Now this gas reenters the regenerator at B [Fig. 47(c)] at a 
temperature Tj — AT, and being shghtly cooler than the contents, it receives 
heat and continues to receive heat until the gas leaves at a temperature 
T\ — AT at A. As in the previous passage in the opposite direction, there 
is always a temperature difference of AT between the gas and adjacent 
contents. In the limit, as AT becomes zero, the whole operation becomes 
reversible. It is essential to observe that the heat picked up by the gas in 
moving from B to A [Fig. 47(c)] is the same as that stored when the gas 
passed through from A to B. This heat does not involve an external source; 



Fig. 47, Ericsson Cycle. This cycle consists of two isothermal processes ab and cd 
and two constant pressure processes be and da. 


it is an interchange of heat within the system. Now if the source of heat 
and the sink are at temperatures Ti and T 2 , respectively, all processes are 
re%'ersible externally and internally. 

Thus, with a system consisting of the gas and the regenerator, no matter 
crosses the boundaries, and the energy crossing consists of Qa, Qr, and 11^. 


Qa = 
Qp. = 


In ^ Btu, along ab. 

wRTi, Vd wRTi. Fctj. , , 

, - in TW = f — In Tw Btu, along cd. 

J Vc J * a 


From Charles’ law, we have 


= ^ and 


Vd 

Va 


T 2 

Ti 


Ft Ti 

Using this relation, we find the work to be 


F. 

Vd 


(k) 


IF = SQ = (Ti - r^) ^In^^Btu, 


n 

F„ 
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and the thermal efficiencj u 

TT Ti - r, 

^ Qa Tr ’ 


which IS the same as that of the Carnot {^clc, the highest possible efficienc} 
for anj working substance operating between temperatures Ti and Tj 



(a) (b) (c) 

Fif tl Rtpeitti 


The work jna> also be taken from the p\ plane algcbraieall; summing the 
work quantities for the protcaacs of the c>ele 


(1) ir - v.V. In |! + p.(I , - I .) + p,I . In + p.tl . - 

m foot pounds The student should check this equation with Fig 47 and 
show that It IS the same as equation (k), except for units The mean 
effecttie pressure is 


where T’^xj = ~ 1 j Ericsson enguies haie been u*=ed to a limited 

extent but the mep is too low for it to be a competitor of modem reciprocal 
mg engines 

The SUrhng cycle is a regeneratno cycle similar to the Ericsson ejeJe, 
except that it is composed of two isothermal and two constant lofume 
piocessta, aetw>n tjcowtms dMTHig thft topostawt xoluwie 

processes 

91 Rerersible Cycle In a reiersed ^ele, the net work is an energ> 
input, the net heat is rejected (?* > Qa and the c^ cle is a heat pump 
refrained from defining a reversible i^cle until the reader had a chance to 
learn something about cj cles Xow we maj sav that a reversible cycle is one 
composed of processes Khick are mersiWc tntemaUy and externally there is 
no friction and heat is transferred with an infinitesimal temperature drop 
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Tlic consoquenrcs of this clofinition arc that heat is received while the work- 
ing suh'-lancc is at the same constant temperature as the source; heat is 
Tcjcctrd while the working substance is at the same constant temperature 
as the sink (^7’ nearly zero), except as reversible heat interchanges occur 
within the system in a regenerator. A procc.ss which receives heat from an 
external source while its temperature varies can be made externally reversi- 
ble with the use of reversible cugino.s, but if such a process is part of a cycle, 
the cycle will not f(ualif 3 ' as a reversible cj-clc as we have defined it. Any 
cj'clc with .such a process (exclusive of reversible engines, which maj' be con- 
ccivabh- included) will have a lower thermal cfliciencj’ than {Ti — 7’;)/7’i. 
The following discussion will cxirlain further. 

92. The Reversed Carnot Cycle. If a cycle is a reversible cycle, the 
cncrg\’ effects all take place in liic opi)ositc sense, but the paths traversed 



Fig. 48. Reversed Cyeic—lleat Pump. This figure, with certain devices not shown, 
represents a reversed cycle. Note that the work is supplied to the system, that heat 
is rejected at the higher temperature, and that heat is added at the lower temperature. 
The net work is IV = tV„,„ - tV,„ = i: <? = (?.« - Q«, a negative number which indi- 
cates that work is done on the working substance. 

by the stale point arc identical with the paths before the cycle was reversed. 
Customarily, in a power cycle, the slate point is pictured as moving in a 
clockwi.sc sense on the pV and TS planes. In a reversed cycle, the state 
point conventionally moves in a counterclockwise sense. We can reverse 
cj'clcs, make them go counterclockwise, whicii are not reversible in the 
defined sense. For instance, cycles which receive and reject heat while 
the temperature of the working substance varies can be made to “run” in 
either direction. But since the external irreversibility is inevitable in a 
natural heat transfer with varying temperature, such a cycle, though 
reversed, is not a reversible cycle, which is ideal in all respects. 

Reversed cj-clcs are used for two purposes: (1) to provide a cooling effect 
(a refrigerating machine) and (2) to provide a heating effect (a heat pump. 
Chapter 14). If the system receir'es work from the outside, heat can be 
made to flow into the system from the cold reservoir and flow from the 
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that the assumption that engine I js more efficient than engine 7? is absurd 
and impossible 

Engine I could be taken as another re\ersible engine as easily as not, and 
the same sort of reasoning as abo\e would lead to the conclusion that one 
reiersible engine cannot he more efficient than another when both engines operate 
betueen the same temperature Itmtls all reiersible engines operating betiieen 
the same temperature limits haie the same thermal effictency namely 

(r. - r,)/r, 

94 Example Suppose a cjd* is compo«ed of the following proces«es from 
Pi = 20 psia and li 200®r 1 lb /sec of nr is compressed polj tropically iiith 
pi ' * = C until Pj « 100 psia it is then cooled at constant pressure until 1% I, 
on isothermal process completes the cycle Determine (a) the heat added (b) the 
heat rejected (c) the work and horsepower and (d) the mep (e) Write the equa 
tion for the work from the pi plane in terms of the state names in Fig 51 
sottrriov This example illustrates the kind of knowledge you should haae 
about anatjaing ejefes The cycte defined is probably fike none which has e\cr 
been u^ed but it is easy to anal'se it Tlie first thing to do is to construct the 
cycle (freehand) on the pi and TS planes This you should do from the problem 
statement alone before studying Fig 51 
A poly tropic compression curae slopes up- 
ward toward the left on the pi plane and 
also on the TS plane when 1 < « < -I (Fig 
39 p $5) Therefore such a curae q 5 can 
be drawn of indefinite extent on both planes 
(Fig 5l) Now draw a constant pre«sure 
lino of indefinite extent mteraecting the 
polytropic This locates point 2 Now the 
problem states that cooling occurs from 2 
therefore the volume and entropy decrease and point 3 is located "omewhere 
as shown relative to point 2 The final process is one in which T = C so 
thw curve is drawn through 3 '\^^lere it intersects the poly tropic ab l> located 
point 1 It usually does not matter that the various points in the cycle 
are not located to scale We now see that positive Q (heat added) occurs along 
3 1 negative Q along 1-2 and 2-3 — see tlie TS plane and the component motion 
of the state point right and left Likewise there is positive work during 3-1 and 
negative work during 1 2 and 2-3 The cycle goes counterclockwise (Tf should be 
negative) and is therefore a reversed cycle (but not a reierstfcfe one) 

To find the items asked for w« draft need (cfs = co ft vet ) 

»Ei:,_(53 3K660). 2 ^,, 

‘ pt (20){144) Vpi/ klOO/ 

(a) The heat added along 3 1 is 
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(b) Tbs iiK-t rejected is tiie sum of (u: = I Ib.,sec.) 

- -- (H) - *■■> 

= (0.1715) (S6.3 - 660) = -34.S Btu sec.. 

C:-j = v:c.(Tj - T;) = 0.24f660 - SS.3) = -4SJ Bbi/sec. 
Qb = — 34.S — 45.7 = — S3.5 Btu sec. 


(c) The r-ork is IQ. or 


B” = 72.6 — S3.5 = — 10.9 Btu 'sec. 
Ap = 124^3 = 15.-1 ho. 


The negative sizn for TT indicates that this much work mmt be supplied to the 
system to keep it running. 

(d) The mep is 


TT ^ 10.9 X 77S 

Ti - 1*, (12.2 - 2.44)(144) 


6.03 Dsi. 


Observe horr lom this pressure is. 

(e) The work equation in terms of the ZfpdV around the cycle is often useful. 
We should be able to write it easily whenever the cycle is defined, and although it 
serves no particul_r purpose in this problem, we shaU write it for the practice. For 
Fig. 51, we have 

TT = a. _ r,) 4- PzV, In p ft-Ib., 

1 — r, I 3 


which is the algebraic sum of the work quantities. The siuns are automatically 
negative where they should be when numbers are inserted. The value of TT obtained 
from the foregoing equation should check with that in part 
(c). when" expressed in the same units. In important cai- T 
culatioas. aH availabie checks should be made. 

95. External Irreversibilltv. You have probabh' 
observed that the analyses of cycles is on the basis of 
internal reversibility. Suppose a Carnot engine re- 
ceives heat from a source at Te while the temperature 
in the engine is Tu where Tr > Tr (Fig. 52). Simi- 

lariv. the svstem at T- discharges heat to a sink at F,. _. 

* • - c ^2, Extemcl 

T-> Tc. The eSciency of the engine is (Fi — T-)7Ti. ineversibililu. 
as usuaL Bat if the heat were transferred without tem- 
perature drop from Te to Fi and from T- to F„. the eSciency would be 
{Th — Tc).'Te. wSch. even without numbers inserted, is seen to be greater 
than before. 



9S. Thermodynamic Temperature. The absolute Temperature that we 
have been using is a thermodynamic temperature, which is independent 
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of the tliermometnc substance It is an energy scale of temperature 
deduced by Lord Kelvin * Suppose a quantity of heat Qi is supplied to 
a Carnot engine i'l (Fig 53) at a temperature level on some unknown scale 
Heat Qi is rejected at temperature ff* Since the Carnot cj cle is a rectangle 
on the d S plane, w e sec from Fig 53 that 


Let the heat Qt he rejected bj engine 4 to another Carnot engine B (Fig 
53), which then discharges heat Q% at 6} As 
before, 

92 = ii 
Qi ei 


07 


|6> 

k 

and so on for anj number of engines If each 
engine A, B C, etc docs the same work, then 
— 6t 6t — 0% etc Thus we may define a 
degree of temperature as the temperature change 
of the working substance m a Carnot engine under 
specified conditions as illustrated bj Fig 53 
These conditions might be adjusted so that any 
desired number of reversible engines are interposed 
between temperature level flj and that level at 
which 9n — 0 Such a scale IS based on energy quantities and js independent 
of the properties of the substance The cITlcicnej of a Carnot engine on 
this Scale is 

Q* — Qb ~ , 6t 

‘--Q. ^ = ‘-“ 

[any cycle) (carnoy) 


ftg SS 
perature 


(p) 


T«m 


01 


* Thomson (Lord Kelvin) (1821 1907) who was a professor of physics at 

Glasgow University is credited b> some as being the greatest English physicist Cer 
tainly he possessed a rare combination of talents Ills early education n as rcceiv ed from 
hisfalhcr who also was a professor at Glasgow University Asajouth hewasrobust an 
active participant in athletics and student affairs at Cambridge jet he was most distm 
guishcil in his studies and before his graduation at age 21 from Cambridge I e had cstab 
lished an enviable reputation in scientific circles by his onginal contributions An ctccI 
lent mathematician a genius at inventing and designing laboratorj apparatus and 
models he claimed that he could not understand bis own ideas until he saw them at 
wort ]o models lie contnbuied most to tbe^jcnre of IberajoibJisinic" haviny estab 
hshed a thermometric scale of absolute temperatures which is independent of the prop- 
erties of anj gas hav ing aided in establishing the first law of Ihermodjuam cs on a firm 
foundation and having state! significantly the second law He was the inventor of 
some 6fty-8iv instruments and mach nes and m add lion to all this he was interested in 
the arts and was himself a musician He was Ln^;hted for his indispensable services m 
laying the first successful transatlantic cable and later was made a peer Baron Kelvin 
ofLarg lie vigorously denounced the absird ndiculoua time-wasting brain-destroy 
mg British system of weights and measures favoring the metric sj'stem He received 
honorary degrees from nearly cv ery important university in Europe was elected a mem 
ber of every foreign academy of science and art He probably received more honors for 
and recognition of his achievements duni^ hia 1 fetime than has any other scientist 
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as compared to equation (48) already found. 



[cahnot] 


Since each of these equations refers to the efSciency of the same reversible 
engine, 


(q) 



h 

Ti 


which is to say that in the premous work with the Camot cycle, a thermo- 
dynamic scale of temperature, one where = Q 1 /Q 2 in a reversible 
engine, was imphcit, although it had not been defined. The temperature 
degree on the 6 scale is not necessarily the same as on the Rankine (or 
Keh-in) scale, but can be so chosen by assigning the corresponding number 
of degrees between the freezing and boihng points of water. (Read § 8 
again.) 

Suppose that a Camot engine operates between the limits of 61 and 
Br. = 0 (Fig. 53). Its efficiency would be 


e = 


Bl - Or 
Bi 


6_i 

Bl 


100 %. 


If a Camot engine discharges heat at some negative value of 6, say, —6', 
then its efficiency would be 


e = 


Bl - {-S') ^ Bl 4 - B' 

Bl Bl 


> 100 %, 


or some number greater than 100%. If this were true, the engine would be 
clLcarding more energy than it received, doing work at the same time; that 
is, it would be creating energy, a \'iolation of the first law of thermodynamics. 
Thus the energy scale of temperatures is an absolute scale in a special sense — 
zero on the energy scale is the lowest temperatiue conceivable, because a 
lower temperature violates the first law. 

Inasmuch as the Camot engine cannot be used for actual temperattire 
measurements, the question arises as to how thermodynamic temperatures 
can be determined. Also, considering that temperature is measured through 
the change of some other property, we might conclude (with Keh-in) that 
the trick can be accomplished if we use a substance for which -pv is propor- 
tional to r. Then, for example, if v is held constant, Ap is proportional to 
AT. Such a substance is an ideal gas, pv = RT . That is, the ideal gas 
temperature scale (Charles' law) and the energy scale are the same. (See 
§ 85.) Although there is no ideal gas, both hydrogen and helitrm approach 
ideal, getting closer as the pressure is reduced. First choice for calibration 
purposes is a constant-volume helium thermometer, with corrections made 
to give thermodynamic temperatiu-es. Current working limit for gas 
thermometers is about 2000''F. 
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In order to calibrate actual temperature-measunng devices, there needs 
to be agreement on some reference temperatures, guide points along the 
way By way of illustration, tbe following primary temperatures, at stand 
ard atmospheric pressure, are rather accurately known (34) boiling point 
of oxygen, — 182 970'’C, boiling pomt of sulfur, 444 00°C, melting point of 
silver, 9G0 8°C, melting point of gold, 1003 O^C A number (some 20 or 
more) of other secondary temperatures are accepted mternationally for 
example, melting point of mercury, —38 ST^C, melting point of tin 231 9®C, 
melting pomt of platinum, 17C9°C, melting point of tungsten, 3380°C 
It may be of interest to know that the lowest temperature so far reached in 
the laboratory 13 about 0 01®K 

97 Various Statements of the Second Law of Thermodynamics The 
second law, like the first, is a consequence of experience and logic It is 
founded on the work of Carnot A macroscopic phenomenon which violates 
the second law has never been obserxed hcncc we say that it is most 
improbable that a violation wiH c\cr be observed There are so manj 
facets to this law that it is being stated m dilTcrent ways below (recall 
Clausius, too, § 93) 

Kelvin It M tmpo$s{ble by means 0 / tnammate matertal agency to deriie 
tnechantcal ejfect from any portion of matter by cooling tl below the temperature 
of the coldest of the surrounding objects 
Kelvin-Planck (15) ts tmpossi6/c to construct an engine uhtch ukile 
operating tn a cycle produces no effects except to do work and exchange heal 
with a single resenoir (See Fig 50(c) J 

All spontaneous processes result tn a more probable slate 
The net result of any actual process ss an increase in entropy of the system 
and its surroundings considered together (not necessanlj an increase in each) 
This statement and the preceding one arc the most general in their implica 
tions, but they are not so obviously based on experience 

No actual or ideal heat engine operating tn cycles can conieri into uork all 
the heat supplied to the working substance tt must discharge some heat into a 
naturally accessible sink Because of this aspect, the second law is often 
aptly referred to as the law of degradation of energy 

Certain of the foregoing statements overlap to the extent of saying the 
same thing in different ways, some apply especially to the production of 
power from heat, some are more rigorous and general than others, but each 
one contains a significant idea that the reader should make a part of his 
store of knowledge Those who enj(^ exercises m logic may prove that if 
one statement is true, another is necessarily true {!) Several of these 
aspects of the second law will be discussed further 

98 Available and Unavailable Energy Since one of the more important 
endeavors of an engineer is to obtain the maximum amount of work from a 
process or cycle and to use the mmimum work in reversed operations, it 
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behooves us to inquire into conditions which ideally produce the maximum 
work. We already know what this is for a reversible engine, but inasmuch 
as most engines do not propose to be reversible, even ideally, we need to 
set up standards for other situations. From the two expressions of the 
Carnot efhciency. 


we write 
(r) 



and 


e 


= 1 - 


Or 

Qa’ 


Qr _ T, 

Qa Ti’ “ 

[CARNOT, OTHER REVERSIBLE CYCLES] 


Qr 


“MW- 


This value of Q/t is the heat that must be discharged by a reversible engine, 
the most perfect conceivable, operating between Tj and Tz. Since no 
imaginable engine could convert a larger portion of heat into work, 
we say that this Qa is unavailable energy. None of the unavailable 
energy can be converted into work — unless a colder sink becomes available. 
See § 97. 

Equation (r) is useful only when the heat Qa is added at constant tem- 
perature. To get a more general expression, let the heat be added in accord- 
ance with some internally reversible path ah (Fig. 54) and consider an 
infinitesimal Carnot cycle 1-2-3-4. The working substance is a closed 
system. Since the vidth of this cycle dS is very 
small, heat is effectively added at constant tem- 
perature along 4-1; call this temperature T. 

The sink at temperature Tz is some natural heat 
reservoir, such as the atmosphere, a river, or a 
lake. In practice, over a short period of time, 
the sink temperature is constant; that is, the 
tempera time of such a vast reservoir as the atmos- 
phere, the ultimate repository, is not noticeably 
affected by all the heat discharged from all 
engines. Let the natural sink temperature be 
designated by T„. Now, in equation (r), let Qa — dQ, Qr = dQn, Ti = T, 
and Tz = To, a constant, and get 



(s) 


dQn ^ ^ 
To T 


or Q„=Toj^ 


In words, this equation says that when heat Q is transferred to a system 
whose temperature T is variable (or constant), the portion Qr as defined by 
equation (s) is the minimum heat that must be rejected as heat in case we 
try to obtain work from the heat Q. For this reason, we call this particular 
rejected heat the unavailable energy. Thus, the unavailable energy Eu may 
be defined as that portion of any transferred heat which cannot be converted 
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into ork uhcn the heat is used in a fnctionless engine for which all processes 
arc ideal Since the Qr of equation (s) has this special significance we 
shall designate it by Moreover recalling 
that { dQ/T = AS for a reversible process (§ 39), 
wc write 

(50) E.- T, j ^ - T.&S, 

where AS is the system s change of entropy dur 
iDg the transfer of heat Q Available energy E, 
may noAV be found as the transferred heat minus 
the una\aiiablc energy • 

(51) E,-Q-E^-Q-T,AS 
Available energy is energy uhxck is conierlible 100% into v,ork tn the absence 
of irreiersibihttes, and in this case tt is (hat portion of the heat transferred to a 
sysiem during an tniernally retersiMe process tihich 
IS available for coniersion into uork tn a dosed cycle 
and its amount is given by equation (51) whether 
or not the system remains at constant temperature 
while receiving the heat After heat has been 
added all (Fig 54),thea\ailablccncrgj areaobed 
can bo realized as work by completing the cycle 
with two iscJitTopics be and da and an isothermal 
cd The area edef represents the unavailable 
energy The actual work obtained from any heat 
Q will always be less than the available energy 

99 Example One pound of air is heated at con 
slant pressure m a closed sjstem from t, - 140*^ to 
tt = 540®r Determine (a) the heat supplied (b) the 
change of entropy (c) the unavarlaWe energj for sink 
temperatures of 40°F and — 60’T (d) the value of 
Qs/T, forL 40®F and forf* = —60^ (e) the maxi 
mum possible work which might be done by the heat 
found in (a) when the sink temperature is t, = 40®F 
SOLUTION (a) The heat added is represented by 
area abmn (Fig 55) T. = GOO°R and » 1000'’R 

= CplTi - TA = (0 24)(1000 - 600) = 96Btu/lb 

(b) St — Sa = As Cf In p 

= 0241n^ OmBtu/lb-R 

• The term available energy is often used synonymously with ideal work of a cycle 
but if available energy is applied radiscnmmatdy to cycles which are not externally 
reversible it has a number of mean Aa defined by equation (51) it has one precies 
and unique mean ng w ith respect to heat Q for a particular sink teniperature T, 
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Fig 5S Notice that 
when the sink temperature 
15 lowered from 7. to 7 
the unavailahle energy de 
creases the available part 
increases, conclusion dis 
charge heat at the lowest 
practicable temperature of 
the system Also if all 
the heat were transferred 
at the highest tempera 
ture, along gb instead of 
oV, rrtmYrtA*! 

agb, is available energy 
conclusion transfer heat 
while the system is at the 
highest practicable tern 
perature 
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(c) For l„ = 40°F = 500°Il, the unavailable energj' is (area cdnvi) 

= To As = (500)(0.123) = 61.5 Btu/lb.; 
and for to = — 60°F = 400'’R, (F„ represented by area efnm) 

= T'„ As - (400)(0.123) = 49.2 Btu/lb. 

(d) For each sink temperature, 

7^ "" 500 "" 400 ^ ^ Btu/lb-°R. 

Note that the heat rejected to the sink di^-ided by the constant sink temperature 
is always the increase of entropy of the sink. 

(e) The maximum possible work which can be obtained from this Qa = 96 Btu 
is the available energj- Eo, which, at L = 40°F, is (area abed, Fig. 55) 


Eo = Qa - Eo = 9G - 61.5 = 34.5 Btu/lb. 


XOTE. If this air had been heated at constant pressure in an irreversible manner 
bj' an electric coil (or bj- paddle-wheel work), the entropy change of the sj-stem 
would be as computed; because entropj- change is dependent on the end states 
and can be reckoned bj' an intemallj- reversible path — at constant pressure in this 
example. However, if the computed entropj- change is brought about bj- heat 
from a reser\-oir in the surroundings, the reser\-oir undergoes a decrease in entropj- 
that offsets to some e.xtent the gain in entropj- of the sj-stem. If the heating is 
done with electricitj-, which is idealij- 100% convertible into work, the decrease of 
entropj- of the surroundings is zero, and the gain of entropj- of the sj-stem is the 
net gain. The greater the specific entropj- gain, the more irreversible the process. 


100. Entropy from the Carnot Cycle. It is seen from equations (s) and 
(50) that bj- considering the Carnot cj-cle in terms of differentials, we end 
up with the e-xpression / dQ/T, and it is this integral for an internallj- rever- 
sible process which was used to define entropy AS. We maj' now demon- 
strate that entropy is a point function. Write equation (s) in this form. 


(t) 


dQ dQ„ 
T To 


The integration of (t) may be written (permitting To to varj- in the general 
case) 

[rev-ebsible cycle] 

where S/ dQ/T represents the algebraic sum S of the integrals around the 
cj-cle, which instead of one, maj- be composed of several processes during 
which heat is added, and several during which heat is rejected. WTien the 
cj'cle is composed of intemallj- reversible processes, the sum of these inte- 
grals is equal to zero, as shown. Since a propertj- is a characteristic which 
is always the same in a particular state 1, (u) maj- be accepted as proof that 
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entropy is a property, S(AS) = 2/ dQ/T = 0 which says that S returns to 
its original value no matter what vanous cycles of reversible processes are 
performed from state 1 It can also be shown that the entropy returns to 
its initial value in a cycle composed of irreversible processes 

101 Clausius’ Inequality For the cycle of internally reversible proc 
esses abed (Fig SG), which is any cycle chosen at random, the system’s 
increase in entropy during ab is balanced by the system's decrease cd, and 

fdQ fdQ . 

j "Y ~ T Lj } 


as previously found Now suppose that the expansion from f> is irreversible 
instead of rcxersiblc, along some path 6c', and for conxenience, let be' be 
adiabatic (Q = 0) Since the process bt/ is irrexersible less work is done 
than in process 6c, therefore, more energy remains in the system than when 
the expansion is reversible and point c* is consequently to the right of point 
c rims since more heat is rejected after the irrexersibfe expansion, 
Q'ii/T» is a larger number than Qa/T, Then 


(y) 


/f 


Qr _ 

T.~ 


II 


dQ 

7 


< 0 , 


and It is less than zero (a ncgatixe quantity) because Qn/l'c is a larger num 
ber than J dQ/T In other words this equation says that the system 
discharged (AS ) more entropy than it received (AS,) from the surroundings 
It is producing entropy (AS,) Combining the 
ideas of equations (u) and (v), wo can say in 
general that for the sy stem 



(!) 


II 


y < 0, 


Fig 56 Irreversible Proc 
ess in Cycle 


which IS known as Clausius’ inequaliti/, and 
where the mathematical signs mean that the 
algebraic sum of dQ/T is taken over the entire 
cycle This development docs not provide a 
general proof of the Clausiua inequality («ee 3, 
148), but if one has confidence in the second 
law, acceptance should be easy 


102 Entropy Production The net result of irreversibility is an increase 
in entropy (AS,,, Fig 56) This tncrcosc of entropy due to irreiersibihty ts 
called the entropy production or entropy growth, and is often expressed as a 
rate (Btu per mm , for example) From Fig 56, we may write the 
equation. 


(w, 
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where ASp is the entropy production during process he', and the entire inter- 
nal production of entropy during this particular cycle (Fig. 56), because the 
other processes are internally reversible. 

For a cyclic operation, the entropy of the system returns to its initial 
value Sa every time a cycle is completed. That is, the internal change of 
entropy is zero for irreversible as well as reversible cycles. The entropy 
production during a cycle is the growth of entropy of the surroundings. 
We may say in accordance with the second law that 

(^) AjSjy^tem AlSaurroundincs = 6, 

where the equals sign applies only when the processes are internally and 
externally reversible. For all actual processes, therefore, we can write 

A(Sp I A^stirroundings 

(y) AlSp = ASgy.tea, + AS,aa,a + AS.Io]; 

where ASp is the net increase in entropy and AS,y,p,m = 0 for a cycle and the 
other changes are algebraic (AS.<,„„„ is negative when it supplies heat, 
positive when it receives heat in a reversed cycle). Since for any process, 
the actual change of entropy of the system is AS' ^ / dQ/T, where the 
equals sign applies for internal reversibility, we may write 

(z) AS' = j^ + ASp, 


the actual change of entropy, applicable to a process or a series of processes. 

If a system’s entropy change is a loss, the gain of entropy of the sur- 
roundings will be greater than the loss, resulting in a net gain. Thus, 
entropy, like time, is unidirectional and always increasing, and moreover, 
the change of entropy is a measure of the change of unavailable energy {To AS) ; 
__,the greater the entropy change because of irreversibility, the greater the 
increase of unavailable energy and the greater the loss of available energy. 
Energy in the form of work is available energy; kinetic energy, potential 
energy, and electricity are available energies, because in a perfect engine, 
these forms can be converted 100% into work. Thus, using electricity for 
heating water, for heating metal for heat treatment, etc., is using the highest 
grade of energy (100% available) for a job that can be done by low-grade 
energy. Nevertheless, such use of high-grade energy is often economic in 
industry or is so convenient that the purchaser is willing to pay the extra 
cost. As implied by the second law, energy may be graded. The energy 
from a source at high temperature is of higher grade (larger percentage of 
available energy if used directly in a heat engine) than energy from a source 
at a low temperature. See example, § 103. 

Ultimately, the available energy which is evolved becomes unavailable 
energy. All actual work produced is eventually dissipated by friction, or 
the equivalent, and becomes energy in the sink. For example, all the 
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millions of horsepower produced m automotive engines arrive at the sink 
level via friction betw een the vehicle and the air, friction associated v\ ith the 
engine (Chapter 9), and friction at numerous other points, the remainder 
of the energy released by the fuel reaches the sink via the exhaust, the air 
across the radiator, etc High grade enei^ is continuously being degraded 
See degTodation of energy, § 97 

The entropy production is a measure of how irrev ersible a process or cycle 
is, the greater the enfropj production, the more irreversible the process 
And v\ ith Clausius, the entropj of an isolated sj stem tends to increase to a 
maximum (at the dead state), tlie entrgj of an isolated system remains 
constant 

103 Example LossotAvailableEnergywithHeatTransfer Asourceatl600°R 
IS available for transfer of heat at the rate of 3200 Btu/mm to a sjstem at 800"R 
If these temperatures remain constant and if the sink temperature is 600“R deter 
nune (a) the decrease of entropy of the 
source (b) the original available energy, 
(e) the entropy production accompanj 
iDg the heat transfer (d) the increase of 
unavailable energy, (e) the available en<. 
erg> after heat transfer (See Fig 67 ) 
sournoN (a) Since the temperature 
IS constant ) dQ/T “ Q/T, and wefind 

a decrease or negative change with re' 
spcct to the «ource because Q is flowing 
out of the <ource 

(b) The unavailable part of this heat 
at lOOO'R IS r.ASoft (G00)(2) = 1200 
Btu/mm The available energj area 
abhL is (taking Q os positive for this computation) 

Q - E„ = 3200 - 1200 - 2000 Btu/min (62 5%) 

(c) The entropj entering” the sj-stem receivmg Q at a constant SOO^R is 
J dQ/T = Q/T. or 

AS./ - ^ - +4 Btu/"R nun 

The entropj pioduction because of the irreversible heat transfer is 
AS, = AS,i + AS^ « -2 + 4 2 Btu/^R nun 

(d) The increase in unavailable energj, area Imgc, is 



Fig ST lireverfibiUiy with H<at 
Transfer 


AEu = T,AS, = (600){2) = 1200 Btu/*R mm 
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(e) At 800°R, the available energj’-, area efmh, is 

A/a = 3200 - ToAS,f = 3200 - (600) (4) = 800 Btu/°R-min., 

which is only 25% of Q = 3200 as compared with 62.5% before transfer. Another 
and telling point of view is that the loss of available energy is 


2000 - 800 
2000 


60% 


of the original available energy, a horrifying percentage. Let’s repeat that idea: 
the process of heat transfer is 100% efficient as far as the first law is concerned (all 
the heat lea\'ing the source was received by the system), but only 60% efficient with 
respect to the second law! 

These results emphasize the desirability of using energy in an engine at as high a 
temperature as possible and of transferring heat with as small a temperature differ- 
ence as practicable. The rapidity with which heat is transferred is pioportional to 
the temperature difference, other things being equal. Hence, the difference must 
not he too small, because it would then take too long to transfer the required heat 
(or a very large heat transfer surface would become necessary). Also, it should be 
easy to visualize from Fig. 57 that the lower the temperature at which real engines 
discharge heat, the more efficient the engines are likely to be. Many steam power 
plants are more efficient in the winter than in the summer because the sink tempera- 
ture To is lower in the winter. The low'est economic temperature To is one which 
is naturally at hand. If the discharge temperature To were lowered by refrigeiation, 
there would be a net loss because the work to run the refrigeration cycle would be 
more than the work gained from the power cycle — as the second law says. 


104. Example: Heat Exchanger. In a heat exchanger (Fig. 58) 100 Ib./min. of 

water (c = 1) are to be heated from 140°F 

(600°R) to 240°F (700°R) by hot gases ^ 

(cp = 0.25) which enter this exchanger at 440°F ^ 

(900°R) and flow at the rate of 200 Ib./min. q ^ 2 — *-Wp,h 2 

Compute the change of unavailable energy of r- r v n- 

each fluid for a sink temperature of 40°F (600'’R), Heat Exchanger^^^^ lagram, 
the net increase in entropy, and the loss of avail- 
able energy. Consider this heat exchanger as an isolated system with no exchange of 
energy with the surroundings while the materials flow through. 

SOLUTION. The changes in kinetic energies are likely to be negligible and no 
work is done. Therefore, the energies entering and leaving the system are the 
enthalpies of the flowing fluid, as shown in Fig. 58. Now we may think of two 
subsystems, the gas and the water. In accordance with the first law, the heat flow 
from the gas is numerically equal to the heat flow into the water, and the algebraic 
sum of these heats is equal to zero. For the water, = wcAT, very nearly — 
close enough for low-temperature heat exchangers (accurate means of getting Ah for 
water are given in Chapter 10). For the gas, AHp — wCpAT. Therefore, we have 
(Fig. 59) 

Qwflter “h Qgaa ~ 0, Or Qgas ~ Q water* 

AHp, = Qpoior = wc{T^ - Ti) = (100)(240 - 140) = 10,000 Btu/min. 

A//a = Qga, = wCpiTo - To) = (200)(0.25)(7’(, - 900) = -10,000, 
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from which Tt = 700“Il, the '«oiid temperature of the gas which is necessary to 
satisfj the first law The entropj changes are 

Tfc 7* 000 

AS, - trc,lnjr - -Bc.liij?- -(200)(055) In ^ _ - 12 57 Blu/°R non , 

the negatne «ign indicating a decrease of entropi, and 
T, 700 

= ifc In — 100 In = 4-lo 4 Btu/^R nun , 

the positive sign indicating an increa'ie of entrap} Of the 10000 Btu transferred 
from the ga' we haic for ab, 

= r, AS = (500)(— 12 57) = — C2S5 Btu/min , a decrease 
E„ = —10000 4- 62*^5 = —3715 Btu/min , a decrease 
Of the 10 000 Btu recened bj the water, we find for I 2 

r| r.. - (o00)(15 4) 

900‘R “ 7700 Btu/mm , an increase 

E„ = 10 000 - 7700 

- 2300 Btu/min an increase 

The entrap} production is the net change of 
entrapv 

AS,-AS.i4AS^ +154 + {-1257) 

■ +2 <i3 Btu ®R nun 

the po«itive«ign ehoning that the net change 
Is an inerrav The lo»s of a\TiiiabIe energj 
(increase ©f unaiailable energ^ rametimes 
called i»T<Tcr«iit/t(y) is 

Fig S9 Enliopy Frodnetion — Heal * T'.AS, — (o00)(2 

Exchanger =1415 Btu/min 

See the area done on the TS place (Fig 59) which represents this energj 

105 Equilibnum e shall not u«e the space to gn e an e\tensn e treat 
ment of equilibnum but a bnef discu'^ion will be helpful m promoting 
understanding {/, 3) Among the \ariou3 kinds of equilibrium, we ha\e 
the following 

Thermal eqiitltbnum (§ 19), for which the sjstem is at the same tempera 
ture as the en\uronment {T\ e also speak of two or more bodies as being in 
thermal equilibrium vith each o/Aer when thej are at the same temperature, 
and of a single mass as being m internal thermal equilibrium when aU parts 
of the mass are at the same temperature) Mechanical equilibrium which 
means that no part of the sjstem b> accelerating (IF = 0 etc ) and that the 
pressure within the s^«tcm is the same as in the eninronment Chemical 
equilibrium, which means that the sjstem does not tend to undergo a chemi 
cal reaction, the matter in the sistem is said to be inert If all three of 
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these equilibrium conditions exist, the system is said to be in thermodynamic 
equilibrium {!) or in the dead state (S). A system is in the dead state if it 
will not spontaneously undergo a process; and its entropy is a maximum. 

There are various meanings attached to the word equilibrium. We speak 
of equilibrium states of a substance, meaning something which we might 
call internal equilibrium. That is, the substance in a system may not be in 
thermodynamic equilibrium with the surroundings, yet it may be at an 
equilibrium state. That is to say the pressure and temperature are the 
same at all points in the substance; there is no acceleration of the whole or 
any part of the substance, and the system is chemically inert. Typically, 
the substance is at rest. This internal equilibrium is an implicit require- 
ment for any reversible process. So, we have been continually dealing with 
substances at various equilibrium states. Other meanings of equilibrium 
will be taken up as needed. 

106. Third Law of Thermodynamics. We have so far dealt only with 
difference of entropy. Indefinite integrations were made in §§65 and 67, 
but no means of determining the constants of integration were at hand. In 
most thermodynamic problems, change in entropy from one state to another 
is sufficient. However, when a chemical reaction occurs, the final substance 
is different from the initial substance, and in this case, it is often a con- 
venience to have absolute values of entropy; for example, in computing 
Gibbs function h — Ts before and after the reaction. 

Important generalizations come gradually and contributions toward the 
third law have been made by many: Einstein, Nernst (heat theorem), 
Boltzmann, Planck (28). The third law may be stated: At absolute zero 
temperature, the entropy of a substance in some crystalline form becomes zero. 
Since such a statement may be a naive expectation, there must be experi- 
mental verification. Since there are now many experiments which justify 
the law, it is being used with greater confidence. 

107. Perpetual Motion of the Second Kind. A proposed machine which 
violates the second law of thermodynamics is called a perpetual motion 
machine of the second kind. If it can be shown that such a machine violates 
the second law by producing work while taking heat from just one reservoir 
or if it can be shown that it would produce more work from a given supply of 
energy than the available energy, the machine will not operate as proposed. 

108. Closure. Neither the Carnot nor Ericsson cycles are seriously con- 
sidered today as a means of manufacturing power. The Carnot cycle is a 
monumental conception which, as we have seen, has led to important deduc- 
tions regarding the limitations of any power machine. The Ericsson cycle 
(and the Stirling) involves an idea, regenerative heating, universally used 
in large, modern, steam-power plants, although in a form somewhat differ- 
ent from that in Ericsson’s engine. Also, in this chapter, we have learned 
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of the essential elements of any cyde, and we have learned how to analyze 
cycles Before proceeding the student should satisfy himself, by working 
problems concerning other cycles, that this lesson in analysis is mastered 
Notwithstanding the visionaiy or impractical aspect of these cycles in them 
sch es, it should be evident that the study of them should yield results of 
great practical value 

We write IF = Qa — Qn or IF = 2<2 = Qx + Qs as may be convenient 
for a particular purpose, where, in the first instance, Qu is a positive num 
ber, and in the second instance, Qg is a negative number Note that both 
expressions mean the same thing and you will not be confused 

It is one thing to sense the irreversibility of events in genera! and another 
to measure the degree of irreversibility, as we are able to do for some events 
with the use of the concept of entropy We have noted that whenever a 
process or cycle deviates from a reversible process or cycle, the amount of 
work that is delivered decreases below that for reversibility (or the amount 
of work that must be put into the system for an actual reversed cycle is 
greater than for the corresponding ideal) 

In closing this chapter, w e might point out that the thermal efficiency of a 
machine might be low because of a small temperature range, but good 
because there is little loss of av ailablc energy or it might be high because of a 
large temperature range, and yet not be so good because of a large loss of 
available energy 




Courtesy Johnson Publishing Co., Cleveland 

Archimedes and His Spiral Pump. The source of power 2000 years ago was man. 






7 


COMPRESSION AND EXPANSION 
OF GASES 


109 Introduction Now %\e move to some applications Gases at pres- 
sures abo\ e atmospheric are a common requirement in industry The com- 
pression process is an integral part of rtfngcration cycles and gas turbine 
cycles Most widely useful is compressed air in operating air engines and 
pneumatic tools sucli as hammers and drills, spraying paint, cleaning by air 
blast, operating air hoists, pumping wafer by air lift, and in a host of other 
jobs Although this discussion is concerned specificallj with the compres- 
sion of a gas, which is the only substance wc have so far learned to handle, 
the basic energy equations and some of the derived ones under specified 
conditions apply as w ell to any compressible substance 

110. The Indicator Card. A widely useful means of studying the per 
formance of reciprocating engines (internal combustion engines, compres- 
sors, etc) IS the mdicotor card or indicator diagram. This “card” is a 
pictured record of the variation of pressure and volume of the working sub- 
stance in a cylinder as the piston reaprocates The record is obtained with 
an indicator, a sample of which is shoivn in Fig 01 Other types of indica- 
tors are used for high-speed engmes A typical indicator card for an air 
compressor is shown m Fig 00 The area of the card is found by using 
the planimcter, Fig 02 

Although the indicator card la a closed pressure-volume diagram, it is 
not a thermodynamic cycle A compressor diagram shows the details of 
what IS necessary for one process m a cycle, picturing the movement of gas 
into (4-1) and out of (2-3) the cylinder and the re-expansion process (3-4) 

(Fig GO). However, the indicator card and the thermodynamic cycle have 

m 
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one thing in cona^mon: areas represent work. The work obtained from an 
indicator diagram is called indicated work Wi, which is the work done on the 
substance in getting it into the cylinder, compressing it, and discharging it 
from the cyUnder. 

The valves (Fig. 63) in an air compressor typically operate on a difference 
in pressure, which explains the wariness in the lines 2-3 and 4-1, Fig. 60. 
A relativel}^ large pressure difference is necessarj^ to start the opening action, 
because of friction and inertia, so that 
there is generally an abrupt opening 
followed by a fluttering. The intake 
valve does not open until some pres- 
sure a little below atmospheric is 
reached. Then it often flutters, as 
after 4, Fig. 60, producing the wavy 
portion of the suction line 4-1. Notice 
that the intake pressure is slightly 
below atmospheric. The compression 
1-2, which is often close to an adiabatic 
process, continues until a pressure 
greater than the deliverj' pressure is reached, at which point the discharge 
valve opens. Here again, valve fluttering occurs and the discharge line is 
wary. 

For most miscellaneous uses, compressed air, though hot on delivery, is 
cool when used. There is time enough before use for heat to be transferred 
to the atmosphere, until the compressed air is almost at atmospheric tem- 
perature. Since higher-pressure air cannot “hold” as much water vapor as 
lower-pressure air (temperature the same. Chapter 15), moisture condenses 
as the air cools. Therefore, in a small system, dehverj^ of ar to a receiver 
(Fig. 64), equipped with a drain deduce is hkely to be the situation. In 
large sj'stems, it will be desirable to let the discharged air flow through an 
aftercooler, which is simply a heat exchanger wherein water is used to cool 
the air and rid it of excess moisture before it gets into the distribution 
system. An aftercooler and an intercooler. Fig. 72, are much the same. 
See § 119 for cases where aftercooling is not desired. 

111. Mean Effective Pressure and Ihp. The actual mep is found from 
the indicator card. The indicator. Fig. 61, is fitted with a spring of a cer- 
tain scale. If the scale is 100 lb. in the case of an indicator, we mean that a 
vertical movement of 1 in. of the stylus indicates a pressure of 100 psi.* 
Therefore the actual heights on the indicator card multiphed by the scale 
of the indicator spring will be the actual pressures in pounds per square 
inch (neglecting errors inherent in the indicator). Thus, to find the actual 

* This statement is true when a standard piston is used in the indicator. If an under- 
sized piston is used, a common practice, the scale stamped on the spring mtist, of course 
be modified. 



Fig. 60. Actual Indicator Card, 
Compressor. 
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mep, find the area of the indicator card in square inches, divide the area by 
the length of the card I in inches, Fig 60, and obtain the aierage height of 
card in inches Tins a\ crage height multiplied by the scale of the indicator 
spring IS the ai erage pressure, called the indicated mep (pmr) 

, V _ (area of indicator card)(scalc of indicator spring) 

length of indicator card 

This IS the pressure acting on the face of the piston during one stroke, v,hich 
results in the same ;\ork as produced by the actual pressures throughout all 
events of the indicator card Now reread § 80 again 



T\g 61 IndicaioT Steam enters through the connection to the cylinder and acts on 
a small piston, whose motion is opposed by the indicator spring The greater the pres 
sure from the cylinder, the more the piston moves The piston rod actuates the stylus, 
through a straight line linkage, and the indicator card is traced The cord is attached to 
the drum, which moves m phase (the motion is reduced in magnitude) with the engine 
piston (and crosshead} No indicator paper is shown on the drum. 

To get horsepon er from the mep, divide the work in foot pounds per min 
ute by 33 000 The force corresponding to a pressure of Pmt psi is pmiA Ib , 
where A sq in is the piston area This force acts through a distance equal 
to the stroke of the piston, Z, ft , so that the w ork per stroke is p^jAL ft lb , 
which 13 also the a ork for one complete card If the number of cards per 
minute (or the number of cycles per minute) is N, the a ork per minute is 
p„iALN = pmiLAN liAh per mm The indicated horsepower is therefore 

ihp s* 


(52) 


PmlLAN 
33,000 ’ 
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vriiere p-t.- is obtcined from the indicator card as explained above. This 
eqnation is often called the mep equation and also the p-L-A-X equation. 
The beginner frequently makes an error in applying equation (52) because, 
as derived. .1 is in square inches (to 
match pressure in psi) but the stroke 
L is in feet. Hovrever, it is quite 
correct to use square feet and pounds 
per square foot together. Observe 

carefully that, in general, .V is no! the Ccrjriesy Cros^h-J Steer-. Gene and Velce Co., 
. ' • , . - L Bontcr. 

numoer of revolutions per minute but 

the number of cards (or cvcles) com- _ Pl'^Tn.eter. Point E is fixed. 

, ^ ‘ I , Pomt P is inoTed around the bonndaries 

p.e^ed pei min uie. These happen to jj,g gr-ga to be measnred. Wheel D 
be the same for a single-cylinder, tnms ■sith the moTement of P, and after 

smale-actina comnressor. Ifthesinale tits contpiete ontline has been traced, the 
,r , X cagnimde of the area cap be read from 

cyhnder is double-acting. A = 2n. the dial G and the vernier £. 
vhere r. is rpm. In a single-acting 

engine, the vorking substance acts on one side of the piston; in a dcnihU- 
cciirg engir.r, the working substance acts on both sides of the piston. 

We have already defined the symbol p„ as the mep of an ideal cycle (or 
indicator diagram) and kp as ideal horsepower: hence, the mep equation as 




Cc-e.-te-rj Wo-ir ir.r'cr. Co-p., 
Eemia-.j .V. J. 

Fig 63. Feciher Vdeefar 
GescrAVetan CompressoTS. 
The strips of ribbon steel 
are shown pressing against 
the valve gnard in the open 
position. When the pres- 
snre on the vaive-seat side 
of the valve is less than that 
on the gnard side, the strips 
lie fiat on the gronnd seats, 
closing the valve. Intake 
end discharge valves of this 
type are identical. 



Ccrertf&tj InpereoU-Bend Co., 
Xem York 


Fig. 63. P.eceiver. 
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applied to ideal engines la 

(53) kp = 

^ 33,000 

When the raep equation is applied to the crank end of a double-acting 
cylinder, Fig 05, the A in equation (53) should be the area of the piston 
minus the area of the piston rod, nhich is the net area over which the mep 
acts In run-of-the-mill compressor tests, engineers often neglect to correct 
for the area of the piston rod 



packing, piston, piston rod, crosshead, crosshcad gwde, connecting rod, water jackets on 
heads and cylinders, indicated work, shaft work, camshaft for ICE Observe the articu 
lated construction for the connecting rods, a type of construction also used in radial air- 
craft engines Notice that the ICE is smgte acting (work done on one face of the piston), 
that the compressor is double acting (work done on two faces of the piston) 

The shaft horsepower, also called the brake korsepouer (bhp), is another 
important power term This bhpis thehotsepower which must be delivered 
to the compressor shaft to drive the compressor, and it is larger than the 
ihp of the compressor by the amount of fnctional losses in bearings, packing, 
etc , Fig 65 

112 Work of a Compressor The reciprocating as well as the rotary 
types of compressors can be considered as steady flow machines on an over 
all basis, in which case the work from equation (9) is 

IF = A, - A, + ifi - /C, + Q. 
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There is generally little difference between the entrance and exit velocities, 
so that for w' lb., 


(54) W = w'(h - hd + Q = -AH + Q. 

[any substance, any steady flow pbocess, AK = 0] 

If the substance is an ideal gas, hi — hi = Cp{Ti — Ti). If the process is 
internally reversible, Q = 0 or Q = /c dT. In compressor problems, other 
forms of the work equation are more convenient. 

(a) Work for Adiabatic and Iseniropic Compressions. Review § 70. 
If the process is adiabatic, Q = 0 and TT^ = —Ah Btu per lb.; or for a flow 
through the compressor of w' lb., we have for constant specific heat 



[any adiabatic, ideal gas, aK = 0] 


From equations (26) and (36), we have 
IcR 


(c) 


Cp — 


and 


Ti 

Ti 


(I-D/i 


J{k - 1) 

These values and piV'i — w'RTi substituted into the work equation give 
kw'RTi 


(55) W = 


J{1 - k) 


_ ,1 _ _ 

.\pi/ J ^(1 - k) LVpi/ 

[ISE.NTROPIC ONLY, IDEAL GAS, AK = 0) 


Btu, 


where ¥[ is the volume measured at pi and Ti corresponding to the mass w'. 

(&) Work for Polytropic Compression. Review § 73. We recall that the 
poly tropic is defined as a reversible process, that Q = w'c„ AT and 


for an ideal gas; that is. 


Cv{k — n) 
(1-n) 


Q = w'cniTi — Ti) = 


w'cv{k — n) T 
1 — n 




Btu. 


During polytropic compression from atmospheric temperatures, this value 
of Q is normally negative. Using known values in equation (54), we get 


W = -w'cpTi 



w'c,{k — n)Ti fTi \ 

l-n \Ti ) 



Cv(k — n) 
1 — n 



Btu. 


Putting the term in the braekets over a common denominator (1 — n), 
using Cp — kcv and Cp — Cv = R/J, this equation becomes 


(56) 


W = 


nw'RTi (Ti A 
J {1 - n) \Ti J 


npiV'i 

J(1 — n) 



1 


|> [AK = 0] 
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the latter form being obtained by using T^/Ti = and 

w’RTi = piTj 

This equation is seen to be the same as equation (55) except for n in place 
of k, good for an ideal gas when = 0 

(c) Work for Isothermal Compression Review § G9 If the tempera- 
ture IS constant for an ideal gas, AA = 0 and W = Q For an isothermal 
process, Q = piF| In (IVFi) ft-Ib , and piFi = p^V^, or 

(57) n = In E = In E ntu, [aK _ ol 

J Pi J Pi 

W'here, as before, V'^ is the volume of w' Ib at pi and Ti 

(d) Work for Irreversible Adiabatic Compression Review §71 Actual 
rotary tjpes of compressors consume ivork approximating the irreversible 
adiabatic in steady flow In equation (54) let the actual final state be 
represented by 2 , If « u>'(Ai - Aj ) and find 

(d) 

where wo have used the ideal gas relation c, = kR/[J{k - 1)| Usuallj 
the temperature Tt la measured in the actml compressor unless from 
experience with a particular type of compressor, we have some approximate 
pT relation such as (sec § 71) 

Substituting this value for Ti/T\ in (d) wo get 

Since this equation is for an irreversible compression it represents an actual 
work quantity Thus, we may say of m that it is that number used as 
shown which results in equation (e) giving the value of the actual fluid 
work TF — but only when AK = 0 

113 Work from Conventional Diagram A conventional diagram is an 
idealized indicator card or pV diagram which can bo used to determine the 
work of a compressor The analysis from the diagram is not so reveahng 
thermodynamically, but it is helpful in other ways 

Consider first a conventional diagram which suitably portrays the work of 
a reciprocating compressor without clearance, Fig C6 The area under 
4-1 represents the work done on the piston during the intake stroke and 
the area under 2-3 represents the work done on the substance in pushing 
(delivering) it from the cylinder For purposes of illustration let the com- 
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pression curve be represented by the equation = C (which could be a 
reversible polytropic but is not necessarily so; just pF” = C). Since the 
work is represented by the enclosed area 1-2-3-4, the algebraic sum of the 
areas under each Une of the card is the work to some scale of the conventional 
compressor. 

^ = -- ^^1 + P2(F, - F.) + p,(Fi - F 4 ) 

_ P2F2 - PiFi _ 

= 

since F3 and F4 are equal to zero. Reduced to a eommon denominator, the 


foregoing e.xpression becomes 

Discharge 




_ n(p2F2 - piFi) 

1 — n ’ 

Valve 

1 


m 



which is also — /F dp for pF" = C. 
Since F2/F1 = (pi/p2)'^", this equation 
becomes 

(f) 17 = 

[enclosed area for pF" = C] 

Intalce^ 




LU 

vaive ■ 
4 

P 

3 

4 

1' 1' 

Delivery line 

X 

\ Compressmn 
N^^Lme 

Suction . . 

If n = /:, we see by comparison with 


1 line 


equation (55) that equation (f ) gives the 
work when there is isentropic compres- 
sion. Similarly, comparing equation (f) 
with equation (56), we see that if n is 


1 

V 

Fig. 66. Conventional Diagram 
without Clearance. 


for a reversible polytropic, we obtain the work for a polytropic compressor — 
except of course that the units in equation (f) are foot-pounds instead of 
Btu as in the other equations. The Fi in equation (f) is the same as Fj 
and means the volume passing through the compressor as measured at pi and 
Ti. If the substance is a gas, one may use wRTi for piFi in equation (f). 

Comparing Fig. 66 with Fig. 18, p. 45, you see immediately that the 
enclosed area 1-2-3-4 is equal to — /F dp. This integration for pF*^ = C 
is on p. 77. As a purely mathematical relationship, — JF dp for pF" = C 
is identical with equation (f) above. 

It is worth noting that equation (f) represents the area of any diagram 
bounded by the zero volume line (p axis), two constant pressure lines, and a 
curve of the form pF" = C. All the work equations for compressors so far 
given in this chapter should give a negative number, inasmuch as they are 
on an algebraic basis and the work is done on the substance (enters the 
system). For those who must make repeated computations of compressor 
work, tables are available which give the value of the pressure ratio to its 
exponent, (p2 /pi)‘' of equation (55), or which give the entire term in the 
bracket (I 4 , 32). 
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114. Clearance and Clearance Volume. Displacement volume is defined 
(§ 80) as the\olumefi\\ept by thefaceof the piston m one stroke In order 
to be sure that the piston docs not stnke the cylinder head at the end of the 
stroke and that there is room for \al\es, a clearance volume is essential in 
reciprocating compressors There is another consideration for clearance 
volume m internal combustion engines, but in compressors, the smallest 
practical clearance volumes are desirable (§ 118). Since, as lie shall see in 
the next article, the power consumption is theorcticallj independent of the 
amount of clearance, there would be no point in increasing manufacturing 
costs significantly just to obtain a smaller clearance The ratio 

, , clearance volume 

displacement v olume 

IS called the clearance ratio, the percentage clearance, or just the clearance 
Values of this ratio in practice vary from about 3% in some large reciprocat 
ing compressors to more than 12% in others, with most values falling 
between 8% and 12%. 


116 Work of the Conventional Card with Clearance. The events of 


the diagram w ith clearance are the same as those for the case of no clearance, 


Dischara^ 



V 


Fig 67 Conventional Diagram 
with Clearance The greater the 
clearance (— K>), the less air drawn 
m(= F.) 


except that since the piston does not 
force all the air from the cylinder at the 
pressure pt, the remaining air at point 3, 
Fig 07, must re-expand to the intake 
pressure process S-4 before intake 
starts again at 4 Since the expansion 
3-1 involves only a relatively small mass 
the value of n on the expansion curve 
has little effect on the results and it is 
therefore taken the same for both com 
prcssion and expansion curv es, although 
actually the values are different With 
out clearance, the volume of air taken 
into the cylinder is equal to the displace- 
ment volume As seen from Fig 67 for 
the diagram with clearance, the volume 


of air dravm into the cylinder is Vi — = I’l and is less than the displace- 


ment volume Va 

To find the work of the diagram with clearance, weimigme it to be made 
up of two diagrams, a-l-2-h and a-4 3 6 Each of these diagrams is similar 
in all respects to the diagram the compressor without clearance, Fig 66. 
hence, equation (f) may be applied to each of them The work of the dia- 
gram 1 2-3-4 will be equal to the work o-l 2 6 minus work a 4-3-6 Thus 
for 1-2-3-4 we find 
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TF = 


npiVi 
1 — n 
npi(Fi - V,) 




1 

(n— l)/n 


1—71 

since = pi and ps = p->. For Fi = Fi 


- 1 


(h) ^ [(a)'-"" - i] = [(a)" 


Fj, the work equation becomes 

l)/n 


1 


ft-lb., 


which again is the same as equation (56) except for units; V[ is the volume of 
air drawn in; w' is the mass of air passing through the compressor, corre- 
sponding to volume V[. The conclusion is that the amount of work necessary 
to compress a particular mass of air under given conditions is independent of 
the clearance, which is perfectlj’’ true for the conventional diagrams. In 
the real compressor, however, there are additional frictional effects. The 
displacement must be greater with clearance than without, for a particular 
capacity; this means a larger machine that will cost more and have greater 
mechanical friction. 


116, Free Air. Free air is air at normal atmospheric conditions in a 
particular geographical location. A particular volume of free air at an 
altitude of 5000 ft. does not have the same mass as the same volume at sea 
level. At the higher altitude, the barometric pressure is lower, Fig. 68, 



Fig. 68. Variation of Atmospheric Pressure with Altitude. Useful in estimating the 
mass of air a compressor will deliver at various altitudes. Enter chart at the ordinate, 
which represents altitude. Move rightward to the curve, as along the dotted line, then 
downward to the abscissa and read the normal atmospheric pressure at the corresponding 
altitude. 
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and a given mass of air occupies a greater volume It is to be inferred too 
that the volume of free air vanes with the temperature In the absence of a 
specified temperature, CS'T may be used 

117. Capacity and Volumetric Efficiency. The cfl^ccj/yo/ a compressor is 
the actual quantity of gas delivered, as measured by an orifice at intake 
pressure and temperature, expressed in cubic feet per minute (cfm) The 
actual volumetric e^eieney of a reciprocating compressor is the ratio 

, . _ capacity of compressor 

Vi displacement in cfm ’ 

where the displacement is computed as explained in § 80, equation (j) 
The value of the actual volumetne efficiency, which ranges from 05% to 
85%, IS obtained only from test of the actual compressor 


118 Conventional Volumetric Efficiency An equation for the volumetric 
efficiency, as found from the conventional diagram, is useful m estimating 
actual values, but more important, it accents certain factors on which 
volumetric efficiency depends The volume of air measured at intake 
conditions on the conventional card, Fig C9, is 
r, « V, - V«, or 





Vd V 


Vi 


From process 3-4, 




Also, Vi = Vo -h eVo, where eVo is the clearance volume Vj and c is the 
per cent clearance expressed ns a decimal Therefore w e have 


(58) 


V, - Vi Vo + cl'i, - clVpi/Pi)*'" 



which is the conventional volumetric efficiency The actual volumetric 
efficiency is different from the conventional volumetric efficiency because of 
fluid friction of flow (the pressure in the cylinder is less than the pressure of 
free air), and because the cylinder walls, being relatively hot, heat the 
incoming air (less mass of hot mr can occupy a given space) Since, in 
equation (58), pz is greater than pi, the volumetric efficiency decreases as 
the clearance increases, and as the volumetne efficiency decreases, the 
capacity decreases The clearance may become so large that no air is dis- 
charged by the compressor This characteristic is often used to control the 
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output of a compressor by increasing the clearance when a reduced output is 
desired. Also obsen-e from equation (58) that the volumetric elBcienc 3 ' 
goes down as the pressure ratio pa/pi goes up. Neither clearance nor 
volumetric efhciencj' is a reliable indicator of quality. The user is most 
concerned about the actual power consumed for the desired capacity. 

119. Preferred Compression Curves. Inasmuch as the isentropic curve 
1-2', Fig. 70, is steeper than the isothermal 
1-2, it takes more work to compress and 
deliver the air when the compression is isen- 
tropic than when the compression is isother- 
mal, the difference being represented bj' the 
shaded area. Compression curves with values 
of n between 1 and h will fall within the 
shaded area. Thus we see that the work 
necessary to drive the compressor decreases as 
the value of n decreases. Note that between 
specified pressures. Fig. 70, 

"Work, isentropic process < work, isothermal process. 

Work, isentropic compressor > work, isothermal compressor. 

Polj-tropic compression and values of n less than k are brought about by 
circulating cooling water. Fig. 65, or air around the cj’linder. Fig. 71. The 
cooling water or air picks up heat because the work has raised the sub- 
stance’s temperature above that of the environment. In small cheap 



Courtesy Ingersoll-Rand Co,, .Veir York 

Fig. 71. Air-Cooled Compressor. Tliis is a small two-stage compressor driven by 
an electric motor via a V-belt drive. A part of tbe finned intercooler is visible on the left. 



Fig. 70. Comparison of Work 
for Isothermal and for Isen- 
tropic Compressioru 



1S4 


COMPRESSION AND EXPANSION OF GASES [Ch 7 

compressors the cooling -nill be inadequate and the value of n vill be 1 35 
or higher Under favorable circumstances a \alue of n - 1 3 or less may 
be expected ^ alues from 1 2a to 1 3 represent the best results for water 
jacketed compressors 

A low \alue of n in a compressor is not necessarily desirable The best 
compression process depends upon what the compressed stuff is used for 
Stuart and Jackson (31) have discussed this question fully TVe note that 
the adiabatic process results in an increase of enthalpj (by the amount of 
the work done) Hence if the compressed substance is to be used in a 
gas turbine for example the axailable portion of the energy involved is 
later available for w ork in the turbine and less heat w ould have to added 
in the combustion chamber (Chapters) 

On the other hand oven though the substance is air used m driving 
miscellaneous devices the increase of energy of the air does not help beca ise 
the air ordinarily loses this energy ns heat to the surroundings before it is 
used Hence in this situation isothermal compression would be best 
thermodynamically In the case of atmospheric air which always has some 
water vapor in it an actual isothermal compression would probably not be 
desired even if it could be attained because of the troubles which would 
accompany the condensation of vapor which inevitably takes place See 
aftcrcooler § 110 


120 Example A 14xl3-in double-acting air compressor whose clearance is 
4% runs nt 150 rpm and takes air at 14 psia and 80*F (po nt 1) Discharge is at 
60 ps a after a compression which is taken as polytrop c with n - 1 3 The atmos 
phene pressure and temperature arc 14 7 ps a and 70®F respectively (a) Est mate 
the free air from the convent onal volumetric efhaeacy For the substance as it 
passes througl the compressor determine (b) the heat transferred (c) the change of 
enthalpy (d) the convent onal horsepover (Sco Fig C9 ) 

SOLUTION (a) Because tl c compressor is double-acting the number of diagrams 
completed per m nute is A 2n = 2 X 150 = 300 \here n rpm The d s 
placement is (sizes of eng nes are alvays given 
bore X stroke = 14x15) 

WmMCSOO) 401 
(4}(1728) 

With a volumetr c efficiency of 

-.(P-) ■ 

« 104 -0 04 ‘ * 0 924 = 92 4% 



Fig 69 Repeated 


we find the volume drawn m per m nute as 

Tl (0924)(401) 370 cfm 

measured at 14 psia and SO^F at point 1 If the subscript o refers to atmospheric 
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have 'PoVo/To = Vil' \/Ti‘, or the approximate volume of free air is 


T. (14)(370)(530) , 

" ~T^ = “(MoxiiTTr = 


(b) To get the heat, we might first find the temperature after compression. 


= r, 


© 


(n— 2>/« 


= 540 


(S)“ 


= 744°R = 284°F. 


The mass of air delivered is 

, , _ p.F; (14)a44)(370) 


RTi (53.3)(540) 
Hence, for c, = 0.1715 for air and k = 1.4, and for 
_ (0.1715)(1.4 - 1.3) 

Cr. — 

we get 


= 25.9 Ib./min. 


(1 - 1.3) 


= —0.0572 Btu/lb., 


Q = tr'c^ AT = (25.9) (-0.0572) (744 - 540) = -302 Btu/min., 

the negative sign indicating heat rejection. 

(c) The change of enthalpy for Cp = 0.24 is 

AH = ic'cpAT = (25.9)(0.24)(744 - 540) = 1268 Btu/min. 

(d) The work, equation (54), is 

IT = -AH + Q = -1268 + (-302) = -1570 Btu/min. 

Using 42.4 Btu/hp-min., we get 

, 1570 . 

= 4^ = 3' hp. 

The use of equation (56) will result in the same answer, but hamng found Q, the 
foregoing computation is easier. 

121. Efficiencies. The mechanical efficiency of a compressor is 

.. _ ihp of the compressor _ Wi 

’7m — compressor TT’b 

If the compressor is driven b 3 ’^ a steam or internal combustion engine, the 
mechanical efficiencj' of the compressor system is (32) 

. _ ihp of compressor 

^ ' ’ 7 mj — driving engine 
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For rough estimation and pedagogical purposes we may estimate the horse- 
poiver (fhp) used to overcome friction in the compressor as 

(l) fhp = 0 IQoVd*'*, 

where Vd is the piston displacement m cubic feet per minute The brake or 
shaft horsepower of the compressor may be estimated hj adding this fric 
tional horsepower to the indicated horsepower of the compressor 
The cdiabofic compression efficiency ij is the theoretical power required 
as obtained from a conventional diagram with tsenlroptc compression 
dntded by the actual indicated power of the compressor 

_ work (or hp) of conventional card isentropic compression 
indicated work (or ihp) of compressor 

which IS the compression cfficicncj most commonly used The tsolhermal 
compression efficiency is similarly defined except that the numerator of 

(m) would bo the work of the conventional card with isothermal com 

prcssion The overall efficiency is the product of the mechanical efficiency 
and the compression cfTiciency ij, Thus the adtebalie overall effi 

cteney la 

(n) - (eq (j) or (k)l (cq (m)) 

hp corresponding to isentropic compression 
(ihp of engine) or (bbp of compressor) 


where the denominator depends on whether the compressor is driven by an 
engine or an electric motor The ASMB Test Code (36) calls the ratio m 
equation (n) the shaft efficiency when the denominator is the brake po ver 

122 Multistage Compression The volumetric efficiency is affected 
not only by the clearance but also by the ratio of pressures p%/pi [equation 
(58)] Thus if the compression is earned out in two or more cylinders 
(Fig 72) the. volumettic efficiency of the Kiulticyliadec raachme will be 
greater than that of a single-cylinder machine of the same clearance and the 
same total pressure range Moreover since the air gets very hot when com 
pressed to high pressures the final temperatures may be so high as to cause 
trouble with the lubrication of the cylinder and piston Furthermore it is 
possible to save considerable power by using two or more stages instead of 
one if the final pressure is above about 60 to 100 psi if the installation is 
permanent and if the required displacement is greater than about 300 cfm 
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To obtain the saving in power, we use an intercooler to lower the air tem- 
perature between stages, Fig. 72. 

The following discussion applies to both Fig. 73 and Fig. 74, in which 
are pictimed the events of the conventional indicator cards of a two-stage 
machine, with the high-pressure (HP) card superposed on the low-pressure 
(LP) card. Suction in the LP cylinder begins at A and the volume V[ is 



Courtesy Ingersoll-Rand Co., A’eic York 


Fig. 72. Two-Stage Compressor, Electric Drive. The synchronous motor is mounted 
on the compressor shaft and therefore does not have separate shaft and bearings. This 
drive has a high power factor and efficiency. It is said that about 96% of the output of 
the motor is utilized in the cylinders. The intercooler is “two-stage.” Cold water enters 
intercooler at HP end, and after circulating through the LP end of the intercooler, goes 
to the cylinder jackets. Air flows around baffles; see arrows. Two-stage compressors 
are made with the cylinders at an angle (Fig. 71), cylinders at right angles (one hori- 
zontal and one vertical), and cylinders in a tandem. In sizes over 1000 hp, this com- 
pressor is made in twin tandem style, two more cylinders added opposite to those shown, 
but with a combination of LP and HP cylinders in tandem arrangement. Output is con- 
trolled by clearance pockets, two on each end of each cylinder. See Fig. 67. Com- 
pressors are often driven by reciprocating steam engines on the same shaft. 

drawn in; compression 1-2 occurs, and the LP cylinder then discharges the 
air along 2-B. This discharged air passes through an intercooler, being 
cooled by circulating cold water. The temperature to which the air is 
cooled is governed by the temperature of the cooling water available. It is 
relatively easy to bring the temperature of the air to within 20°F of the 
temperature of the water. In the conventional analysis, it is commonly 
assumed that the air has the same temperature upon entering the IIP 
cylinder as it had upon entering the LP C 3 'linder. This assumption places 
point 3, the end of the suction stroke F-3 in the HP cylinder, on an isother- 
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mal lino through 1 (Fig 73 and 74) The air is compressed to the final 
pressure along 3^, discharged along 4-r, after \\hich the clearance air 
re-expands, F-E The same mass of air js involved at points 1, 2, 3, and 4, 
also the mass of air discharged is equal to the mass drawn into the LP 
cylinder, if leakage is neglected and if steady flow has been achieved 



V s 

(a) (b) 


Fig T3. Convenlionat Cards, Tiao Stagr, ffo Pressure Drop In (a), 1-M-G-H out- 
lines the conventional cerd (or single stage compression to for a given per-cent clear- 
ance If the per-cent clearance is the same in both cylinders, re-ezpansion in the bigb- 
pressure cylinder starts at some point F instead of C Re-expanston in the low pressure 
cylinder starts at B, where Vg — Vo For a iwo-stage machine, suction starts at k 
For a single-stage machine, suction starts at U The capacity of the two-stage com 
pressor is greater than that of the single-stage by the amount K« — Va Observe that 
It IS possible to make the clearance so large that no air would be delivered The work 
saved by the two-stage compression is represented by the shaded area 2-ilf-4-3 Only 
the thermodynamic processes (not the suction and discharge) are shown on the TS plane 
m (b) Isentropic compressions should be 1-a and 3-b If the LP cylinder had an 
isothermal compression, the state point would follow the dotted line 1-3. 

The equation (h) gives the work of an indicator card like 1-2-B-A or 
3-4-F-E, and only for diagrams like these We may therefore apply this 
equation to each of these cards, and the total work of the two-stage compres- 
sor will be the work of the LP stage plus the work of the IIP stage, thus 
{w' = mass passing through), 

[fe)'"”'’ - 4 
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Typif-nlly, tlic fk-ifrn i- ha^of] on the a--umpfion tliat the “ame amoujit 
of work i'. done in oach cylinder. Thi- condition al-o happen^ to rc.-nlt in 
minimum work for compressing a particular ma^-s of air.* Thus, for the 




Fig. 74. Conventional Cards, Two-Slage, icith Pressure Drop. The only change from 
Fig. 73 is the pressure drop from 2 to 3 in the intercooler. The cards arc othens-isc con- 
ventional in all respects; the compression is taken as polytropic. The shaded area 
between B and 3 in fa> represents lost lor repeated) work due to the pressure drop. 
The process through the intercooler is steady flow but irreversible (therefore shown 
dotted/. 


caso of 7’i = 7h and of p: = p; = P.. ‘ny, we have the work of the fir.-t 
stage equal to that of the soeoiid staae, or 
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which IS the proper value for the intermediate pressure for the conditions 
specified (Fig 73) A pressure drop m the intercooler could be spread on 
each side of this ideal value 

The conventional cards show very clearly how work is saved, the saving 
being indicated by the area 2‘Af-4-3, Tig 73(a) Actual indicator diagrams 
taken from a two stage machine arc shown m Fig 75 

For three or more stages of compression (more than three stages arc not 
often used), the method of analysis is similar to that given for the two stage 
machine, and since it is anticipated that the reader will have no difficulty 
in finding tlic work of the conventional cards, no 
further detail will be given here Let p, = the 
intermediate pressure between the LP cylinder and 
the intermediate cylinder, p* = the intermediate 
pressure Iictwccn the intermediate cylinder and the 
IIP cylinder, p, == the initial or intake pressure, 
and let p/ “» the final discharge pressure Then, 
either by differentiation or by the condition of equal 
works we find the optimum values 

(q) Pt - (P.’P/)''* ond py = i.PVt'y'*, 

winch arc the values of the discharge pressures 
from the low (p,) and inlcrmcdiatc (p») cylinders 
for minimum total work of the conventional cards 
without pressure drops in intercoolers Three 
stages may show a net saving in costs when the 
final pressure is above about 150 psi, the precise 
transitional pressure being governed of course, by local conditions For 
very high pressures, many stages are used For example, one installation 
pumping hydrogen and nitrogen to 15,000 psi uses seven stages 

123. Energy Diagram for Two-Stage Compression. It wall be worth 
while to keep our thermodynamics in perspective with an energy diagram of 
the system which consists of Ibo oir between the entry and exit boundaries 
In Fig 70, the biibscripts have the same meanings as before, Iig 73 and 
74, except that subscript 5 indicates the state of the substance as it leaves 
the receiver or aftcrcooler We may take each device in the group as an 
energy diagram and obtain the same work equations as before, after the 
method of § 212, except that tlie number for the work will be a positive 
number inasmuch as it has liccn assumed as flowing m the correct direction 
in Fig 70 Similarly, Q is shown m its correct direction To be specific, 
the law of conservation of energy apphed to the LP cylinder, with £^K == 0 
as usual, gives 



TTlp « ft* - hi + Q Btu/lb , 
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U1 

where the number for each symbol is substituted as a positive number and 
TFlp is positive. Similarly, for the intercooler, we have (AK = 0) 

Q 2-3 = hi — hi and Qj-j = Ah = hi — hi, 

[energy diagram] [conventional] 

where the value of Q 2-3 from the energy diagram will be a positive number 
since it is taken in its true direction, and the value from the conventional 
form [see equation (i), p. 72] will be negative, the sign indicating that heat is 
flowing from the system. The transferred heat quantities shown in Fig. 76 
are obtained on test by observing the temperatures of the water entering 
and leaving each device. With these heats known, we may use the system 



Fig. 76. Energy Diagram — Two-Siage Air Compressor. Any processes, reversible or 
irreversible. There is a choice to be made in sketching energy diagrams; whether to 
show energy flux (,Q and W) in their known directions and handling each one as a positive 
number, or whether to show them in conventional directions (opposite to the directions 
shown here), and let each one be an algebraic number, in which case the sign obtained 
from the basic form of the equation takes care of the situation. If there is any doubt as 
to which direction W or Q flows, use the conventional forms. The best plan is to know 
well enough what you are doing so that you are at home with either idea. 

of the air passing through, outlined by heavy dashes, and write the equation 
for energy entering equal to energy leaving and get the total work as 

W = hi — hi -4" Qlv d" Qz — 3 + Qne Btu/lb., 

where the Q’s are reduced to Btu per pound of substance flowing through 
the compressor. Since temperature is an easy property to determine 
(but not so easy if precision is important), the energy diagram approach 
is frequently appropriate in test work. If the substance is an ideal gas. 
Ah = Cp AT. 

124. Example. A two-stage, double-acting, air compressor, operating at 150 
rpm, takes in air at 14 psia and 80°F. The size of the LP cylinder is 14x15 in., the 
stroke of the HP cylinder is the same as that of the LP cylinder, and the clearance 
of both cylinders is 4%. The LP cylinder discharges the air at a piessure of 56 psia. 
The air passes through the intercooler and enters the HP cylinder at 80°F and a 
pressure of 53.75 psia, after which it is discharged from the compressor at a pressure 
of 215 psia. The value of n in both cylinders is 1.3. Neglect the effect of the piston 
rods on the crank end. Atmospheric pressure and temperature are 14.7 psia and 
70T, respectively, (a) For the gas in the intercooler, how much heat is removed 
and what is its change in available energy? (b) What should be the diameter of 
the HP cylinder? (c) What conventional horsepower is required? (d) Determine 
the change of available energy of the gas as it passes through the HP cylinder. 
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soLUTiov Comparison of this example With that of § 120 shows that the Lp stage 
in this problem is identical with the single stage of § 120 Therefore from § 120 
we obtain the following additional data (see Fig 77) 

u>' = 25 9 lb /mm T, = 744‘’R V[ - 370 cfm 

t;.(LP)= 92 4% A' = 300 cards/min , W 37 

(a) The heat removed is 0 = All (see also Fig 70) and the air is cooled from 
744*R to S0°F - 540®R 

Q - w'c,(r, - TO = (2o9)(0 24)(540 - 744) 12CS Btu/min 

The change of a\ ailable cnergj is 0 — T4AS (equation (51) p 112] ai d Q = M 
during steady flow through the intercooler (Al — 0) Thus for the air 

F, = A* - A, - T,(t, - Si) Btu/lb 


Let To = SSO^R the atmospheric lemperaluie and As ma> be obtained from 
T ds = CpdT - (i dp)/J as hee equation (o) p 00] 


. , Ti n. Pi , T* , F, pt 

As ■■ c, In s r In ^ Cp In sr + r In — 

! I J Pi ii J Pi 

- -0 24 In ^ ^ In j||j - -0 0744 Btu/lb-'R 


Thence using AA ■> A///h>' » —1208/259 —49 Btu/lb 

Ep - -49 - (530)(-0 0744) - -90 Btu/lb 
or (— 9 0)(25 0) ■ -248 5 Btu/mm a decrease Oidimiita there is little or no 
opportunity to u«o this aa ailable energj The net loss m the intei cooler is not 



V a t ed s 


(a) (t>) 

Fv 77 

so great ns computed because the coohng water gams availability However, in 
the end the heat ends up in the sink 

(b) The volume 1 j passing through the HP c> Under Fig 77 is that correspond 
mg to the weight 25 9 lb /min 

^^2^g 5 9)(53 3)(540) ^ 

* P. (53 75)(144) 

The conventional volumetric efficiency of the IIP cylinder is 

,.-l+c-c(g)’''-IM -004(1^)"'. 0 924, 
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1J,3 

the same as for the LP stage, because the pressure ratio is the same (as well as c), 
56/14 = 215/53.(5 = 4. Since the HP displacement is 

■n, 0.924 

by definition of volumetric efficiency, we have 

W W = (^) (H) (300) = 104.2 cfm. 


from which D — 0.595 ft. = 7.14 in., or say, 7}^ in., the diameter of the HP cylinder. 

(c) We have already found the conventional power required for the LP cylinder 
(37 hp). For the HP cylinder, we have 


TF = 


np.V', 

J (1 - n) LVps/ 
(1.3)(.53.75)(144)(96.3) 
(778) (1 - 1.3) 




—1570 Btu/min., 


or 1570/42.4 = 37 hp. Therefore, the total horsepower required is 37 + 37 = 74 hp 
(Actual horsepower would be of the order of 85-100.) 

(d) Since the pressure ratio (4), the value of n (1.3), and the initial temperature 
(80°F) are the same in LP and HP cylinders, the final temperature is the same, 
Ti = Ti = 744°R, Fig. 77. For 1 lb. and for c„ = —0.0572 (from §120), the 
change of entropy of the air during the leversible polytropic process is /c„ dT/T, 


8 i — 83 = c„ln ^ = —0.0572 In ^ = —0.0193 Btu/lb-°R. 


Now the input of available energy to the air is the work IF (as a positive number); 
but some of this input was lost with the transfer of heat Q — —302 Btu/imn 
(from §120). The amount of the loss is 

Q - ToAS = -302 - (25 9) (530) (-0.0193) = -37 Btu/min. 

Then the net increase of available energy is IF — 37 = 1570 — 37 = +15.33 
Btu/min. 


126. Gas Tables. Specific heats ivere assumed to be constant in the 
foregoing discussion. However, if accuracy is important, the effect of the 
variation of specific heat should be included. This can be done: bj" using 
equations for Cp, such as those in Table II, if they are available; by using a 
known average value for the temperature range involved, as from Fig. 19; 
by using a chart of the properties of the substance (see the Lnlhalpy-hnlropy 
Chart for Air in Problems on Thermodynamics]* or bj^ using tabulated proper- 
ties of substances. (See Chapter 10.) The Keenan and Ka 3 'e Gas Tables 
contain tabulated properties of air, of certain products of combustion, 
nitrogen, oxj^gen, carbon dioxide, hj’drogen, carbon monoxide, and also 
mail}' other useful tables Since these tables are becoming a common item 

* By Faircs, Brewer, Siminang 
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in an engineer’s librarj, ^\c shill nntc of them brieflj Tables IV and 
here^^lth are short extracts from the Keenan and Kaje tables The 
sj mbols k and u m the air table stand for enthalpj and internal energy as 
usual, but they are psuedo-absolutc \alucs computed from 

^ ~ J c, dT and « = A — ^ = A — 


where the integration is from absolute zero temperature to T Thus, the 
fcp dT between limits of 1 and 2 is simply the difference of the values read 
from the table — fii All the other symbols in Table I\ represent point 
functions too The symbol^ e died the cntro^y/unchon, is defined by 


= 


/; 


CpdT 

T 


The \ alue of ^ gn en in the air tiblc unlike ^ as gi\ en m all the other tables 
13 the basic \nlue minus one If one value of (f> obtained from the table is 
subtracted from another the difference is the definite intcgnl from 1 to 2 of 
fcp dT/T Again from Tds c,dT — vdp/J, equation (29), we have 


(r) 


. PcpdT 


Thus if the change of entropy between any two states is desired determine 
It in accordance with equation (r) (There is ^ table of values of the log 
terra in Keenan and Kay e ) Fora constant pressure process only As - 
If the entropy is constant we get from equation (r) 

- <?i = j In ~ or ^ = j\n pr, 
lEVTBorr constant] 


the defining relation for p, which is cillcd the refafive pressure, 
p, = antil<^ ^ 


All values of p, m the tables are ones obtuned from the foregoing equation 
modified bv a constant factor m order to have a convenient range of iium 
bers in the end For an isentropic ptoceas. 


(S) 


pj. 

Pi 


where the subscript s is a reminder that the entropy is constant for this 
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relation. The value of the relative volume Vr in the tables is computed from 


(t) 



where the units of R were taken so that Vr is the specific volume in cubic feet 
per pound when pr is the pressure in psia for tables based on 1 lb. From 
equation (t), we see that 



the constant entropy carries over from the definition of p^. 

If the values of the foregoing properties of air are desired on a mol basis, 
multiply by 28.970 (use 29 for slide-rule work), the equivalent molecular 
weight of air. The student may interpolate in our tables, but he should 
realize that the interval between tabulated values is too large for accuracy. 
While, as stated, these various properties are accurate only at low pressures 
(ideal gases), the error involved for pressures of several hundreds of psi is 
negligible. Use Tables IV and V in accordance with any of the fundamental 
energy equations previously presented. 

The properties_of the other substances given in other Keenan and Kaye 
tables are on a pound-mol basis (ji Btu/mol in Table V, for instance). 
Thus, an enthalpy value in Table V should be divided by the corresponding 
molecular weight if it is desired in Btu per pound. 

The internal energy in Btu per mol is found from the definition of enthalpy 
h — u + pv/J = u + liT Btu per mol, where R = 1.986 Btu per mol-°R. 
Thus, to get the internal energy of the gases from Table V, subtract the value 
given in the last column RT from the enthalpies Ti at the 
same temperature. T 

126. Example. Let one pound of air be compressed adia- 
batically and in steady flow from 14 psia and 525°R with a 
compiession ratio of 5. The compression efficiency is 75%. 

Determine the work done, the discharge temperatuie and 
pressure, the increase in entropy and in unavailable energy 
for a sink temperature of 600“R. Wliat value of m 
in Ti'/Ti = defines the relations of the end 

states? 

SOLUTION. The actual work of this problem is obtained by 
first finding the isen tropic work 1-2, Fig. 78, and then applying Fig. 78. 

the efficiency. By interpolating in our Table IV, the reader 
should check the table values used below, wdiich are taken diiectly fiom Keenan 
and Kaye and are therefore somewhat more accurate. We have at 525°R, 



J(, = 125.47 Btu/lb., 
Vri = 154.84, 


Pn = 1.2560, 
<t) = 0.59403. 








Table V. ENTHALPY (BTU/MOL) OF GASES AT LOW PRESSURE 

Taken with permission from Keenan and Kaj-e, Gas Tables, John Wiley; values 
of h Btu/mol; H = 1.9SG Btu/mol-‘’R;’536.69=R = 459.69 + 77°F. 


Temp. Oi HtO COt 

28 016 32 18 016 44 01 


Prodfl Prods. . , , 
Tit CO 400 200 

2 016 28 01 Ideal Ideal = ^7* 


500 

3 

,472 

2 

3 

.466 

2 

3, 

.962 

0 

3 

.706 

2 

3,386 

1 

3.472 

1 

3 

,486 

7 

3 

.511 

2 


993 

520 

3. 

,611 

3 

3, 

,606 

1 

4. 

,122 

0 

3 

.880 

3 

3.523 

3 

3,611 

2 

3 

.C27 

4 

3 

.653 

7 

1 

,033 

53G 69 

3. 

,727 

3 

3, 

,723 

0 

4, 

,255 

8 

4. 

.027 

5 

3.638 

1 

3.727 

3 

3, 

.744 

6 

3 

.772 

7 

1 

.067 

540 

3, 

,750 

3 

3. 

,740 

2 

4. 

282 

4 

4. 

.056 

8 

3.660 
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,796 

3 

1 

.072 
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.5 
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.235 
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3,798 

8 
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3 
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2 

3 

.939 
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1 
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4, 

,028 

7 

4, 

.027 

3 

4, 
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7 

4 

.417 

2 

3.937 

1 
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7 

4 
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4 

4 
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7 

1 
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4, 
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9 

4, 
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3 

4, 
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7 

4, 
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9 
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6 
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0 

4. 
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9 

4 
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3 

1 
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4. 
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9 

4, 
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5. 
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5 

,552 
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4.770 

2 
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4 

.901 
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.947 
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1 
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5. 
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5. 
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0 

c, 
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COMPRESSION AND EXPANSION OF GASES [CA 7 


For a compression ratio of 5 during an isentropic process, 




Locate this ^alue of t,] in the air tabic and read other needed properties at point 2 
nhich IS on an iscntropic line, Fig 78 


T 

'll- 



fiq 78 Rtpteled 


Ti = 959 5“R,* A, = 23S 37 Btu/lb , = 11^37 

Then, from equation (54), a — C, 

ir. = A, - A, = 125 47 - 23S 37 = - 1 12 9 Btu/lb , 

n ork done on the air Also from equation (54), the actual adia 
batic work is Ai — Ai-, Fig 78, from the definition of adiabatic 
compression DfRciene> {§ 121), the actual indicated work is 
IF' = (Ai — A»)/ijc Equating these t«o %alues of the actual 
work, \'c ha\e 

• . Ai~Aj — 1129 lo'iT t 

At - At- = -1-^ — ■ = pyg = 12o 47 - ht, 


from nhich A] > 275 97 Btu/ib For this \aluc of A, ne interpolate to find 
r, -n39C*R and -0 78317 


Non ne ha\o from pi/T - C (keep the stated compression ratio ti/ii - 5) 

. Trup , . (113!I6)(5)(14) _ , 5 , j 
T I 2V TfPr 52S 

the discharge pressure Note that the relative pressure at state 2', Fig 78 u 
irrelevant because 2' is not on the i«entropic line ftom 1 (IIo\\e\er, we can find 
the pressure at 2 from 

w hich IS pi for an isentropic compression ratio of 5 ) The increase in entropj to 2 , 
equation (r) is 

As == - <^>1 - T In — = 0 78317 - 0 59403 - ^ In = 0 0259 Btu/lb ’R, 

tf pi 77o 14 

and {§ 98) tbe increase in unaaailable energy which is that portion of the 100% 
available energj (work) input that becomes unavailable, is (T, ~ 5CM)°R, Fig 78), 


T. As = (500)(0 0259) = 12 95 Btu/lb 


In order to find m for the given compression ratio of 5, we have 

Ti = = 5-> 

Ti \V,>/ 525 

• It will interest you to note tliat for the same compression ratio (5) and the same low 
temperature (525°R) the high tempoature is lOOO’R in § 89, compared with 989 5 K 
here Constant specific heats and A = 1 4 w«e used in § 89 
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or m = 1.4S1. K the entropy change were computed from equation (r), § 71, for 
this value of m, it would be somewhat different from 0.0259 found above, because 
Cr is taken constant in equation (r). However, if mean values of c, and k for the 
particular temperature range are used, the foregoing answer for As will be closely 
approximated. Similar remarks are appropriate with respect to the work computed 
from equation (e) of § 112. 

127. Closure. The reader should fix in mind the difference between an 
engine diagram on the pV plane and a thermodynamic cycle. The intake 
and exhaust of an engine may be shown on the pV plane because changes of 
pressure or volume, or both, are involved. A constant pressure intake is 
not a constant pressure heating. Ideali 2 ed, the intake is no more than a 
change of location of a body of substance with no change of thermodjuiamic 
properties. While it is important to imderstand what an engine diagram is, 
be sure to observe how the law of conservation of energy is simply applied to 
any engine or process (such as the heat exchanger). 

It may have occurred to the reader that the air compressor plus the air 
engine plus the atmosphere (sink) plus another heat reservoir (source) can 
be combined to form a thermodynamic cycle. Such a cycle is actually used 
for refrigeration purposes and for the purpose of manufacturing power, 
depending upon the way the heat flows during certain processes. An air 
cycle for developing power, the gas turbine, is the subject of the ne.xt 
chapter. For additional information on fans, compressors, and blowers, see 
references {31 to 36). 
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THE GAS TURBINE AND 
TURBO-JET 


128 Introduction The first gas turbine to produce useful work ^as 
probably a ^Miidmill is herein there is no prccomprcssion and no combustion 
The characteristic features of a gas turbine as we think of tho name todaj 
include a compression process and a heat addition (or combustion) process 
These features are not new although a practical machine is a rclatncly 
recent development Joule and Braj ton* independcntlj proposed the ci cle 
which IS the ideal protot>pe of the actual unit An unsuccessful turbine 
unit was built as far back as 1872 and bj 1000 a unit which produced net 
power had been built {Sd) There were two principal obstacles to be over 
come as revealed by thermodynamic anally sis Such an analysis showed 
that in order for practical amounts of power to be delivered (1) the tem 
perature at the beginning of cvpansion must be high (until a few jears ago 
the highest permissible temperatures were about 700 S00'’F) and (2) the 
compressor must operate at a high efficiencj Aletallurgical dev elopments 
in recent j cars (for example the use of an expcnsiv e alloj of cobalt chro- 
mium nickel for the turbine blades of the J47) are raising the highest per 
missible temperatures (sometimes 1600‘’r and more 2000®F if -short life is 
acceptable as for some militarj purposes) A better knowledge of aero- 
dynamics has been responsible for improving the efficiencj of both thecentnf 
ugal and axial flow compressors An axial flow compressor is much the 
reverse of a turbine but it takes a more precise knowledge of aerodj naniic 
characteristics to design an efficient compressor (SS) Gas turbines driven 
by the exhaust of internal combustion engines have long been u®cd for super 

• See footnote p 16 George Brayton a contemporary of Otto vas a Boston eng 
necr However his engine was a reciprocating type rather than a turbine 
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charging such engines (turbo-superchargers). Of further promise on the 
temperature problem is the use of ceramic-metal combinations. 

129. Operation of a Simple Gas Turbine Power Plant. Air enters the 
compressor at condition 1, Fig. 79. After compression, it enters the com- 
bustors, some of it going around the outside of the combustion chamber 
proper and the remainder furnishing oxygen for burning the fuel, which is 
continuously injected into the combustion chamber. Because of their 
temperature rise, the gases expand (Charles’ law) and enter the turbine in 
state 3, Fig. 79. After expansion through the turbine, the exhaust to the 
atmosphere is in some condition 4. In an ordinary power plant arrange- 
ment, the work of the turbine TT’’, is great enough to drive the compressor 
TFc and deliver brake work TFb to drive, say, a generator or propeller; 
Wi = Wb + An external source of power is needed to start a gas 
turbine unit. Figure 80, a cutaway of a turbo-prop engine, shows in some 



Fig. 79. Diagrammatic layout of a Gas Turbine Unit. The temperatures and pres- 
sures given are typical of actual values. 

detail the actual appearance of the simple gas turbine plant, where the 
excess of power produced by the turbine drives the propeller (instead of a 
generator). Additional driving force (thrust) is obtained in this applica- 
tion from the change of momentum of the gases leaving the tail pipe as 
compared with the entering momentum of the air (perhaps 15 to 20% 
“jet” propulsion). 

130. Air Standard Brayton Cycle. In Fig. 79, let the combustor be 
changed to a heat exchanger and let the same amount of heat be added 
to the air at constant pressure from an external reservoir of heat. Then, 
let the exhausted air at 4 be led through another heat exchanger via which 
heat is transferred to the sink. Following the dotted path in Fig. 79, the 
same air, cooled to its original intake temperature, now re-enters the com- 
pressor at 1 and starts the cycle anew. This is a closed cycle, spoken of as 
the equivalent air-standard cycle, and it is pictured on the pV and TS planes 
in Fig. 81. Such closed systems for a gas turbine, with air and other work- 
ing substances, have been built and operated, but the open system is cur- 
rently receiving the more attention. In the ideal cycle, the compression 
1-2 and expansion 3-4 are isentropic; the heat supply 2-3 and rejection 4-1 
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Ftg 80 Turbo prop En^me The compressor is a 13 stage anal flow, the turbine a 
3 stage, 4200 rpm Turbo prop engines are well adapted for airplane speeds of some 
400-460 mph and for “middle” distances (up to about 1600 mi ) The anal flow com 
pressor presents a smaller frontal area for a particular capacity than the centrifugal type-* 
advantageous on an airplane 


(lefmilion of the pressure ratio r, = pt/pi (§ 87) and the Tp relation for an 
isentropic, «e have 



whence Tt/Ti = Tt/Ti Rearranging we get 

r* _ r, _ 1 _ I!? _ 1 _ ^4 - Ti ^ T, - Tt 

2, Ts h Is Ti Ts ' 

(A\ - Ti = 

y, _ Tj 3 , Ts 

Using this relation in equation (b), we get the thermal efficiency of the 
Brayton cycle as 
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§ 130] AIR STANDARD BRAYTON CYCLE 



From tliis equation, we may conclude that the efficiency of the Brayton 
cycle increases as T* increases and as Ti decreases. Xow let the compression 
ratio for isentropic compression be rjb = Yx/Yi, by definition (§ 87). Then 
the TY relation for the isentropic is 



Using Tp from equation (c) and Tt from equation (f), in equation (e) we find 


(g) 


1 - 




t-i 


= 1 - 


(t-D/i 


The pressure ratio rp is more commonly used for gas-turbine units .than is 
the compression ratio rt. Equation (e) reminds one of the Carnot efficiency, 
but it is not so. A Carnot cycle operating through the same temperature 




Fig. 81. Brayton Cycle. Also known as the Joule cycle. 

limits, Tj and Ti, Fig. 81, has a greater efficiency, (Ts — TO/Ts. An 
examination of equation (g) suggests that to improve the thermal efficiency 
of the gas turbine, it is necessaiy to increase the compression ratio, a sur- 
mise which is strictly true for the ideal cycle, but which must be qualified 
for actual cycles, as we shall see later. One of the facts of fife which the 
gas-turbine engineer must contend with is a temperatrue ceiling, as previ- 
ously stated. With this limitation, we would not likely choose the most 
efficient Brayton cycle, because the mep and the amount of work obtamable 
from a particular size of engine affects the decision. In Fig. 81(b), let the 
cycle under consideration be 1-d-e-f, wherein the compression ratio (1 to 
d) is large and the efficiency of the cycle is approaching the Carnot efficiency. 
Although this diagram is not drawn to any particular scale, it is easy to see 
that the work done is becoming quite small. Also, if the compression ratio 
decreases, as to l-a, the work of the cycle l-a-b-c becomes quite small (and 
the efficiency is lower too). 
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and rearrange to get 

= / n.Ts - ^ /, _ 1 \ 

V'^I - 3 1 - - 1)/„J \ 

Notice that the last parentheses enclose a term \Oiich is the efficiency of an 
ideal Brayton cycle with a pressure ratio 
of Tp The purpose of arriving at this 
form IS to sho" that the efficiency of the 
actual cycle depends upon the high and 
low temperatures as w ell as on the pres- 
sure ratio If it 18 desired to know the 
maximum efficiency for a particular tern 
perature range, differentiate the fore- 
going equation with respect to and 
equate to zero There is little or nothing 
to be done about Tj, so let it be say, 
5-10®R Now , for a particular turbine in 
let temperature (say, 1200T - 1GG0®R), 
assume various pressure ratios and plot 
a curie You will find a curve such as 
the one labeled 1200*r in Fig 83 which 
points up an important fact For each 
lurbtnc tttlcl lempcraiure, there ts a certain 
pressure ratio which results tn maxtmiim 
thermal efictency that is the actual thermal efficiency does not go up 
indefinitely with pressure ratio as m the case of the ideal cycle See the 
dotted curve in Fig 83 

134 Example Tlie intake of the compressor of as air standard Brayton cycle 
IS 40 000 cfm at 15 psia and 40®r The compression ratio r* =■ 5 and the tempera 
ture at the turbine iniet is 1440*F bieglect tlie pressure drop between compressor 
and turbine and let the exit pressure of the turbine be 15 psia (a) For the ideal 
c}cle determine the net horsepower output and the thermal efficiency (b) For 
the case of an engine efficiency ij, = 85% and a compression efficiency rje “ 83% 
(these are almost os high as they go) compute the net output and the thermal 
efficiency What is the percentage reduction in powers (c) Determine the mep 
of the ideal cycle (d) ^Tiat is the available energy in the exhaust air from the ideal 
cycle with respect to a sink at = 15 psia and T, = 500®R? 

SOLUTION Refer to the ideal cycle 1 2-3 4 Fig 84 (See also Fig 82 ) In 
the compressor the high temperature is not so higli but that we may assume that 
A; « 1 4 as for cold air Thus the pressuie at the end of compression is [answers 
withm brackets are os obtained from Keenan and Kaye (14 ) — check them from 
Table IV] 

p, = p, = (15)(5)1< = (15)(9 5) 142 5 psia [142] 



Fig 83 Efficiency vs Pressure 
Ealio (39) Each curve is for a par- 
ticular value of Ti, as labeled, and for 
the simple cycle correspoodmg to 
Fig 82 Combustor efficiency !s 
100 % 
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and we note that the pressure ratio is r, = 9.5 [9.45]. See Fig. 83. Tliis problem 
may now be solved by using the gas tables, by using the air chart (in the problem 
book), or by using the equations and comput- 
ing desired property changes. If the proper- 
ties are computed, average Cp and k for the 
approximate temperature range (or variable 
specific heat) should be used. (However, the 
cold-air values would illustrate the thermodj-- 
namic procedure, if one mshes to practice 
using thermodynamics the easiest way.) We 
shall use the air chart as far as possible and 
check by the Gas Tables [indicated by brackets). The work of the compressor is 

Wp = -(h; - h,) = -(227 - 119) = -lOS Btu/lb. [-107.7] 

The turbine ex'pansion is from 142.5 psia [142] and 1440°F = 1900°R (point 3, 
Fig. 84) to 15 psia. 



Fig. 84. 


IF, = A, - /i< = 477 - 255 = 222 Btu/Ib. [222.6] 
Tr„. = IT = 222 - 108 = 114 Btu/lb. [114.9] 

For a mass of air of 


pV_ ^ (15)(144)(40,000) 
RT (53.3)(500) 


3240 Ib./min., 


we find the net ideal horsepower as 

Ap = OlffM = 8710 
4J.4 


[8790]. 


The energy chargeable against the air cycle is (Fig. 82) 

= hz - A; = 477 - 227 = 250 Btu/lb.; 

hence, c = WIQa = 114/250 = 45.6%. [46%] 

(b) The actual works and the corresponding net horsepower output are 


IF[ = 


-108 


0.83 


= -130 Btu/lb., it; = (O.S.5)(222) = 188.7 Btu/lb. 


TF' = 188.7 - 130 = 58.7 Btu/lb., hp = = 4490 hp. 


The actual work delivered by the shaft would be of the order of 2% less than this 
value — allowing for the mechanical efficiency. To got the actual thermal efficiency, 
we need the enthalpj" at state 2', Fig. 82, in order to compute Qa = hi — h-’. 
From the value of TF' above. 


= A. - A- = -130, 

, TI-' 58.7 
^ ^ Q\~ 477 - 249 


or Ar" = 119 -f 130 = 249 Btu/lb. 




Pcrccntacc loss = 


m - 5SJ 

114 


48.5%. 
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This large loss from the x\ork of the ideal cjcle ignores losses from incomplete 
Lombustion and from the pressure drop through the combustor and other passages 
(c) The ‘displacement” of the ideal cjcle is the largest volume minus the smallest 
F4 — Fj To keep the numbeis email, use one pound, t4 — Hence, 


- = 12 34 cu ft /lb , r* 


= 2468 cu ft /lb, 


126). 


where m computing the \alue of T4 has been estimated from the air chart as 
1070°Il [1055] The mep of the ideal c>cle Fig 84, 13 




W 

Vd 


H’ 

1 4 - 1 j 


(I14)(778) 

(20 4 - 2 47)(144) 


25 8 psi 


Compare with the mep obtained for the Carnot cjcle (11 ps), § 89) with the same 
compression ratio Of course the actual mep which is a hj^pothetical numberfora 
turbine unit inasmuch aa a turbine docs not pro\ade an indicator card, is only some 
51 5%ol the ideal 1(58 7/n4)(25 8) =“ 13 29) Becau«e of otherlosses in the actual 
engine not considered in these calculations, the brake mepof the engine would bee\en 
less than 13 29 psi This low \alueof the mep can be tolerated in an airplane engine 
onlj because of the high rotative speeds which may be used, 4200 rpm for the turbo- 
prop engine of Fig SO 7000 rpm and more for a turbo-jet engine Fig 92 Seme 
gas-turbine units turn 30 000 rpm some faster The sometimes close agreement 
between the answers obtained from the chart and those from the gas tables la 
fortuitous because the small chart cannot be read accurately 
(d) The heat that would be rejected to llic sink at T, ■ 7*i from state 4 Fig 84, 
IS h4 - h, ~ h, - A), of which - s,) - r,(s4 - Si) is unavailable (§98) 

(The sink state has been taken the same as state 1 ) Therefore, the available por- 
tion of the rejected heat is 


— F.(s« — t») 


The entropy term is approximately 

S4 - s. = c. In p = 0 24 In ^ = 0 182 Btu/lb-'’Il [0 1814) 

Since k, IS the same ns hi we have 

E. = 255 - 119 - 500 X 0 182 = 45 Btu/lb 
The high temperature of the exhaust and this availability suggests that something 
further might be gamed from the energy of the exhaust, although it is unlikely that 
more work can be obtained directly from this energy However, see § 137. 

136 Heating Value of Fuels. The air standard is an invaluable tool in 
cycle analysis, inasmuch as the effects of changes in variables can be easily 
appraised If the effect is reduced to a number or percentage, the answer, 
while not being precise, is often closely indicative of what actually happens 
because the actual cycle vanes somewhat in proportion to the air cycle 
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However, there is a question as to how much energy to charge against the 
actual engine in obtaining its thermal efficiency — the higher heating value 
or the lower heating value. 

The heating value of a fuel is that amount of heat given tip by the products 
of combustion on being cooled to the initial temperature after complete 
combustion at constant pressure (or constant volume). This is not a 
single simple number because of the different ways in which the test may be 
run and because of H 2 O, which is formed from some fuels. Fuels used are 
commonly hydrocarbons, such as fuel oil, kerosene, and gasoline, the chemi- 
cal formula of which is in the form CiH„. When these fuels burn (react with 
oxygen), the hydrogen forms H 2 O. If the products of combustion are hot 
(above about 125°F), this H 2 O is vapor (steam); if the products have been 
cooled to normal atmospheric temperatures, the H 2 O is condensed, or 
largely condensed, and the H 2 O is water. During condensation it gives up 
the latent heat of evaporation. Thus, considering this factor only, we see 
that there may be at least two heating values /or /weZs containing hydrogen, 
the higher heating value qt, when the H 2 O formed from the fuel is condensed, 
and the lower heating value qi when the fuel is burned so that the HoO 
does not condense.* Since tests are run sometimes at constant volume and 
sometimes at constant pressure, this gives two more heating values. 

In the actual engine, the exhaust gases are quite hot and the steam does 
not come close to condensing. Since this is so, it is reasoned that it would 
be unfair to the engine to charge against it the higher heating value; hence, 
the tendency is to use the lower healing value at constant pressure in computing 
the thermal efficiency of actual gas-turbine engines. (The practice in this 
country has been to use the higher heating value for the same purpose in 
computing the thermal efficiency of internal combustion engines, but there 
is some tendency now to use the lower. With such a confused state of 
affairs, courtesy demands that the kind of heating value used always be 
stated.) 

136. The Combustion Process. For pedagogical reasons, we shall adopt 
a simple approach to the combustion process at this time.* As a close 
approximation, we may take the lower heating value gi at constant pressure 
as the energy to be released by the ideal chemical reaction. Thus, for 
w/ lb. fuel per lb. air and for one pound of entering air. Fig. 85, we have 

( 0 ) Wjqi -h h, = (1 + W/)hp -h Q Btu/lb. air, [An-iiox 1 

where h, Btu per lb. of air is the initial enthalpy of the air, hp Btu per lb. of 
products is the enthalpy of the departing products, both measured from the 
same datum as the heating value qt which is usually 77°F and where Q is the 
heat transferred (shown as positive if departing). In this application, the 
value of Q is small enough that the combustion can often be considered ns 

* Sec tlie author’s Thrrmodynamir-i (Chapter l.a) for a little more detail. 
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adiabatic Q = 0 The approximation invoked in (o) relates to the fact 
that the energy entering uith the fuel is W/{Ec + hj), m which Ec may be 
called the stored chemical energj and hf is the enthalpy of the fuel in its 
entering state Since h/ is rclati\ely small Wf{Ec + h/) is closely approxi 
mated by W/qi Tlius for adiabatic combustion (Q = 0), we have 


h 






T\g 8S Simplified Energy Dta 
gram — Combustor 


(p) (1 + tU/)Ap — A, = wiqt 

For the air standard (reactants and prod 
ucts the same), one could ignore the 
quantitj of fuel and use the further 
approximation 

(q) AA = /cp dT = Wfiji 


The foregoing equations implj that all the fuel is burned and that all of the 
cnergj released appears in the enthalpy of the outgoing products, that is 
that the combustor efficiencj ij/ is 100% ^^e may define combustor 

efficiencj as 

. . _ actual energ> taken on by the gases {Up — II,) 

' energj released during ideal and complete combustion 


Reasonable approximations arc in order The actual heat added m the air 
standard cjcle of Fig 82 is ht — At (mass of fuel neglected) If the ideal 
energy released is w/qi then the cflicicney is jj/ “ (Aj — Aj )/Wfqi If the 
combustor cfRciency is t}/ and if the combustion process is adiabatic the 
result 13 that unburned fuel in the amount of (1 — n/lu'/ passes out of the 
combustor with a heating value of qt Btu per lb fuel thus an energy term 
leaving the combustor should be added to T ig 85, m the amount oi 


Unburned energy of fuel « (1 — v/)v>jqi Btu/lb air, 10 0 ] 


and the mass I + W/ times A, should be modified accordingly that is Ap is 
multiplied by 1 plus the mass of fuel actually burned The combustor 
efficiency at rated loads or thereabouts should be greater than 95% (S8) 

We may now write the actual thermal efficiency as 

_ actual work TF' 

energy chargeable against the cycle, Ee ui/jj 

where «>/ is the actual amount of fuel supplied If TF' = IFb the brake 
work the result would be the brake thermal efficiency ei If w/ is m lb 
fuel per hp hr then W/qi Btu/hp hr is called the heat rale, and 
_ 2544 
® ” (w/ffi) 

The pressure drop m the combustor should fall between the limits of 2% 
to 10% of the entering pressure 
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137. Regenerative Heating— Ideal Cycle. Having observed that the 
temperature of the turbine exhaust 4, Fig. 86, is higher than the temperature 
at the end of compression 2, we might happen to 
think of applying Ericsson’s notion of regeneration. 

In this event, the exhaust gas at 4 and the dis- 
charged air at 2 could each be led to a heat 
exchanger (regenerator) so that the hot exhaust 4 
gives up heat to the air 2. (See the regenerator in 
Fig. 87.) Theoretically, if the heat exchanger were 
large enough and the flow were slow enough, the air 
from the compressor could be heated reversibly 
to temperature 4 at state b, Fig. 86, while the 
exhaust cools to temperature 2 at state a (§ 90). 

Some of the formerly discharged heat ht — ha is 
exchanged within the system and the heat to the 
sink is now ha — hi. Moreover, it is necessary to 
add only the heat equal to hj — hi,, instead of 
hz — hi as formerly. Consequently, less fuel is 
needed and this additional piece of equipment 
should materially increase the efficiency of the ideal 
cycle, which it does. From Fig. 86, we find the thermal efficiency as 
(TF = SQ, Ti = Ti, and Ta = Ti) 



Fig. 86. Regeneration 
— Ideal Cycle. With the 
s axis at absolute zero, 
area i-a-e-f = 2-b-e-d, 
each representing heat. 


(S) 


Qa 


CpiTz — Tb) -h Cp{Ti — Tg) 


Cp[Tz - Tz) 


= 1 - 


_ . _ Tt ( Ti/Ti - A ^ 
~ TzV- Tz/TzJ 


Ti 




Ti - Ti 

Tz - Tz 


where we have used Ti/Ti = Tz/Tz = [equation (c), § 130]. With 

a fixed initial temperature Ti, equation (s) shows that with a regenerator, 
the thermal efficiency increases as Tz increases and decreases as the pressure 
ratio increases. Note in contrast that without the regenerator [equation 
(g)] the cycle efficiency increases as the pressure ratio increases. With 
regeneration, the cycle l-a-6-c. Fig. 81, approaches the Carnot efficiency. 
Regeneration is impossible with cycle l-d-e-f, Fig. 81. 

138. Effectiveness of Regenerator. Study Figs. 87 and 88 until the 
regenerative action is clearly in mind. The state points with the prime 
marks indicate actual points, except that pressure drops have not been 
shovTi. There will certainly be a pressure drop of both the air and the 
e.xhaust gases in flowing through the regenerator, and it is important to keep 
this pressure drop small. The re.sistance of the regenerator to flow could 
easily be so great as to offset the theoretical gain of efficiency due to regen- 
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eration As a consequence, regenerators are likely to be relatively large 
and costly 

The ej^ecluenes$ of Ihe regenerator is defined as 
/js _ actual amount of heat transferred 

amount that could be transferred reversibly 


Considering the actual points 2 and 4', Fig 88, a reversible transfer of 
heat (§ 90) m ould result in the air being heated from 2' to d, and the exhaust 



Fig S7 Diagrammatie Layout with Reyeneralton 


gases being cooled from 4' toe Actually, however, the air is heated only to 
some stated and the gases are cooled to some state c' Thus the effective- 
ness of the regenerator m terms of the states 
shown in Fig $S is 



which applies with or without pressure drop m 
the heat exchanger (regenerator) if d' is the 
actual state of the departing air (because 
Q., — hd — ht for steady flow, AA — 0) and 
with a negligible mass of fuel If the products 
are considered to have the same properties as 
air and if the variation of specific heat is to be 
Fig 88 Imperfect Re ignored use &h = AT and cancel c. If the 

generation without Fluid analysis of the cycle is being made for the 
e ^ d f - actual substances we note that the denominator 
of equation (u) applies to the products of com 
bustion If the prior discussion is understood, the student should have no 
trouble m writing equations for heats added and rejected and for the work 
of a cycle with regenerative heating 

At a particular ceiling temperature, the efUcienoy curve plotted against 
pressure ratio for a Brayton cycle with regenerator and with fluid friction 
rises to a peak at some pressure ratio and then decreases Such a pressure 
ratio IS about 3 5 for a turbine inlet temperature of 1500®F 
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139. Other Variations of the Brayton Cycle. Intercooling in the com- 
pression process is used to save work, theoretically just as described in 



Fig. 89. InlercooUng and Regeneration. The properties shown are typical values as 
rounded off from actual test data. Consider w/ as lb. fuel per lb. air. (See Fig. 90.) 


§§ 122 and 123. This feature, together with regeneration, is diagram- 
matically pictured in Fig. 89. The various energy quantities can be written 
by inspection of the individual systems in Fig. 89. For neghgible changes in 


kinetic energy (Figs. 89 and 90) : 

if; = hi - ha- + hi - hi- Btu/lb. air, 
IFj = kj — hv Btu/lb. products, 

but the substance in the turbine is the 
product of combustion (not air) and the 
mass flow in the turbine is 1 + W/ lb. for 
each pound of air entering the compres- 
sor, where Wf = lb. fuel per lb. air. 
Therefore, we have 

if; = (1 + Wf){hz - hi-) 

— IF' -f IF' Btu/lb. of entering air. 
Q'n — ha- — ht -b (1 + W/){hc- — hi) 

Btu/lb. of enteiing air. 

The compression process may be broken 
into more than two stages if it should 
be economic and advantageous. 

In addition to intercoohng during com- 
pression, the turbine may be divided into 
two turbines. In between these two tur- 
bines, we may arrange to burn more 
fuel. That is, the gases pass through 
another combustor and are reheated to 



S 


Fiff, 90. IntercooUnff, Regenera- 
tion, and Reheating, The cycle l-a'- 
shows the Ts repre- 
sentation of the cycle in Fig. 89, The 
reheating is e'/, so that the two tur- 
bine expansions are 3-e' and/g'. 


approximately the original maximum temperature. This idea, together 
with intercooling and regeneration, is depicted on the Ts plane in Fig. 90. 
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In this figure, the dotted hne e’f represents the second combustor proc- 
ess and fq' represents the second turbine expansion A common plan 



IS to design the high-pressure turbine 
(3 e') nith just enough pouer to drive 
the compressor, and to use the loner 
pressure turbine (Jq') on a separate shaft 
to drive the generator (or do other work) , 
but separate shafts are not necessary m 
order to use this idea If the plan is 
used, however, the work of the HPtur 
bine IS equal to the work of compression 
plus whatever energy Ef is needed to 
overcome friction in these two compon- 
ents, Fig 00, 

(1 + tt-/)(A, - M 

■“At — hi ki — h» E{ Btu/lb air^ 
where tv/ may be taken as zero if you 
wish to ignore the ruass of fuel, which is 
of the order of 1 % of the mass of air in 


gas turbines 


Fig 90 Repeated 
a turbo-jet engine, Fig 92 


140 Jet Propulsion Let us consider 
If this engine can drive a plane at a speed of 


tj, fps m still air, the rclatnccficct is the same 
as if the engine is on a stationary test block and 
receives air at an initial speed of u. fps If the 
entrance to the compressor is properly designed it 
utilises the kinetic energy of the entering air to 
compress it, that is, the entrance is a diffuser 
(§ 228) This compression is called the ram effect 
(when the engine is moving tlirough the air) and is 
pictured by to, Fig 91, as an isentropic compres 
Sion If the air is moving slowly at point o, — 0 
just as it enters the compressor, it carries energy 
hi, and 



(v) ha ^ k, + Ki Btu/lb , 

where Ki is the initial kinetic energy (or, for the 
moving plane, the kinetic energy of the air stream 
corresponding to the speed of the plane, which is to 
say that it is the ktneltc energy reloivee to the 


Fig 91 Ideal Tur 
bo jet Cycle The ki- 
netic energy represented 
by tade is relative to the 
engine, which may be 
movmg 


plane) The enthalpy he, for the stream at rest, is called the stagnation 
enthalpy Since the diffuser is not 100% efficient in converting kinetic 
energy into enthalpy, the actual nse in pressure is not so large as the 
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isentropic rise. Let o' (not shown on Kg. 91 and somewhat below o) be 
the actual state to which the air is compressed; then the 

Ram or pressure coefiBcient = ^ 

Vo - V^ 

that is, the ratio of the actual pressure rise to that which would occur during 
isentropic compression. 

At 0 , compression begins in the compressor and is completed at b (Fig. 
91). The process in the combustor is the same as before, and gases enter 
the turbine in state c, expanding to d and doing enough work abed to drive 
the compressor. (The areas in Fig. 91 are not to scale.) Leaving the 
turbine in state d, the gases expand in the nozzle according to the energy 
relation (Fig. 91) 

hd — he = Ke — Kd', [ nozzle ] 

that is, the drop in enthalpy Ah is converted into kinetic energy AK. If 
the gases enter the nozzle at low velocity, which is likely, we may let IQ = 0. 
All our discussion is on the assumption that the jet gases expand in the 
nozzle to exactly atmospheric pressure at that location. If the engine is 
stationary, the energy diagram is as shown in Fig. 92. No net work is 

[ , i' 2 .= 75psia /ij = 67psi3 j)j’ = 27psia] 


Courtesy General Electric, Schenectady, N. Y. 

Fig. 92. Turbo-jet Engine. The energy diagram ignores the mass of fuel. There 
are 12 stages of compression, r* = 6.06. Normal thrust on test is 4730 lb. at 7630 rpm 
with fuel consumption of 1.04 lb. per hr-lb.; cruising thrust is 3700 lb. at 7000 rpm with 
fuel consumption of 1.03 lb. per hr-lb. The temperatures and pressures given are 
roughly typical. 

done. The work quantities Wt and Wc are an interchange of work within 
the system. If the engine is in an airplane moving at a speed of u, fps in 
still air, level flight, an observer on the plane “sees” the same energy dia- 
gram. In this situation, the velocieties u, and Ue are initial and exit veloci- 
ties relative to the plane, the velocities as the observer sees them. The 
“heat added” to the air in the combustors is the energ 3 ^ released by the 
chemical reaction of the fuel and oxygen, as this observer sees the power 
system, and according to our approximation is taken as Q = W/qi, where Wf 
is the mass of fuel (per pound of air, if the energy equation is set up on this 
basis; note that 1 W/ « 1 lb.): 

h, + K, + WfQi = (1 -i-Wf)(Ke -f- he) Btu/lfa. air. 
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Since this equation does not contain a nork term ^\e maj resort to another 
principle to find the work 

141 Work from the Impulse-Momentum Principle The stream moving 
past turbine blades does w ork by \ irtue of the continuous change of momen 
turn of the stream as jou have learned in 30 ur course on mechanics The 
force CNortcd bj an airplane or ship propeller exists by virtue of the change 
of momentum of the fluid brought about bj the propeller The propulsive 
force of jets exists for the same reason From your mechaiucs you recall 
a = di/dt and F = v.a/g, which latter equation is Newtons law that the 
rcbiiltant force F in anj direction is equal to the mass times the acceleration 
m that direction Together these relations result in 
(w) F dt = (w/g,) dt 

which 13 the famous impulse(f A) n)omentum(ti> principle where 

tr/( 7 e IS the mass m slugs If the mass rate of flow is constant we have 
from equation (w) 

(59) f.Hcv.-v) or p . (21 + _ !W 

where upon integration tlic time interval is taken as - 1 sec (that is 
tf IS the constant mass rate of flow m pounds per second) and vi fps are 
the exit and initial v cloeitics rcspectiv elj kilo \ing for the addition of fuel 
to the stream we find the second equation where u# lb per sec of air and 
u>/ lb per sec of fuel are flouing steadilj The right hand side of the frst 
equation (oO) is the rate of change of momentum of a stream in steadj flow 
undergoing a velocity change of Au k\e recall that momentum is a vector 
quantitj {^8) but the vectors are in the same direction in jet engines In 
applying equation (59) to a stream passing through a moving body an 
airplane use the velocities as those retatue to the moitng bodg Since the 
mass of fuel used in a turbo-jet engine is of the order of 1 % of the mass of air 
small error is introduced if the mass of fuel is ignored m computing F (A 
large amount of air m excess of that needed for combustion is necessary to 
keep the temperature rise within limits ) Therefore the propulsive force of 
a jet engine is approximately 

(59) /’ = J(v. ~u)lb 

which IS the force of the fluid on the plane From one viewpoint F is the 
force necessary to accelerate the stream from a relative velocity of u to a 
relative velocity of u, but action and reaction arc equal so it is also a force 
on the plane If the plane is moving with a speed of Up fps the work done 
by F lb is Fvp ft lb per sec or from equation (59) 

p = — u) ft lb /sec, 


(X) 


W = FVf 
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where v, is the initial relative velocity of the air with respect to the plane. 
If w lb. per sec. is the actual mass of air and if the velocities are actual relative 
velocities, this equation gives the actual propulsive work, or rate of work, in 
moving the plane at a constant speed Vp (mass of fuel neglected). Or it 
would be the instantaneous rate of work if the plane should be accelerating 
with an instantaneous speed of Up. Orient yourself to the fact that no work 
is done by F at Up = 0; and that for a particular value of the thrust F, the 
greater Up, the greater the work. Thus, a jet engine producing a thrust force 
of 5000 lb. in the direction of motion, would be developing horsepower as 
follows, for example: 

A+ KKof u (5000) (550) 

At Up = 550 fps, hp = = 5000; 

550 

At Up = 1100 fps, hp = = 10,000; 


(550 fps « 370mph;550ft-lb. perhp-sec.) At an altitude where p = Spsia, 
T = 500°R, and for a plane speed of 500 fps and Ue = 2500 fps, the 5000-lb. 
thrust would require a flow of about 111,000 cfm; check it for yourself, using 
equation (59) and pV = wRT. A reciprocating internal combustion engine 
can be connected to a dynamometer; then its horsepower output can be 
measured and reduced to standard conditions. Applying a known effi- 
ciency of transmission and propeller, we may convert this power into 
thrust at appropriate plane speeds. Thus, as we shall soon see, the economy 
of the reciprocating engine may be expressed in terms of parameters like 
pounds of fuel per horsepower-hour, called specific fuel consumption. In view 
of the distinctive characteristic of jet engines described above (power is 
zero when the engine is at rest) , other ratios for expressing the fuel consump- 
tion are used, one of which is 


(y) 


Specific fuel consumption = 


lb. fuel/hr. 
lb. thrust ' 


At a particular speed and thrust, the specific fuel consumption may be 
expressed in terms of some work unit like horsepower-hour for the purpose of 
comparison with engines which deliver shaft work. Jet engines are tested 
at rest and the initial air stream velocity r), = 0. From equation (59), we 
see that since the thrust depends on v„ it is different under static test than 
when the engine is in motion. Therefore, any value of specific fuel con- 
sumption or of thrust should include the conditions to which the value 
applies. A typical fuel rate is 1.08 lb. per hr. of fuel for 1-lb. thrust at sea 
level static test. 

The solution of problems on turbo-jets should follow suggestions presented 
for the gas-turbine engine. With certain specified data, one would start 
at the entrance state and work through the cycle, piece by piece, either for 
the ideal cycle, or for the actual cycle given the appropriate efficiency 
numbers. 
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142. Efficiencies of Turbo-jets. The propulsive efficiency 17 , is defined as 
the ^\ork of the propiilsne force dtitded by the energj' con\erted to riork or 
kinetic energy (100% available cncrK>) m the sjstem The work of the 
propulsne force for the plane fl 3 mg in stiil air, u, = u,, and for to = 1 lb 
per sec is, from equation (x), 

IP = ft.ib /sec-Ib 

ff. 

Theenergj dc\ eloped in the sjstem which is 100% atailable maj be found 
in either of two wajs First, the obsener on the plane sees the increase in 
relatne kinetic energj but no work, for one pound, 

(z) B. - ■= ~ 't lb /scc-lb 

Second, the obsenor on the ground “sees" absolute zero kinetic energj 
entering the sjstcm (still air) an absolute kinetic energj IcaMiig the sjstem 
of 'UjV( 2 { 7 «)i "here v* is the absolute \clocitj' of the departing gases, 


Vt = V, — \ 


and lie ‘'secs" work 11 being done in moving the plane against a resistance, 
that IS in overcoming air resistance, etc Thus the 100% available energj 
m sight 13 


-O' 


+ lb /seo-lb, 


the same as before (The ground obsener also “«ocs" Ai “ A, enthalpj 
entering the sj stem, Ai =* A, enthalpy departing, and he sees a decrease in 
the stored energj of the sj stem of W/qi Btu The reader should sketch this 
energj diagram with IT leaving the sjstem and show that (vi, = v,) 


A. - A'. 


IT' + A’,, 


where As is the absolute exit kinetic energj and the other terms are as 
previouslj defined However, the impulse-momentum principle is usuallj 
emplojed for computing Tl', as explained above ) Now we wnte the expres- 
sion for the propulsive efficiencj as 

_ IT' _ -Op(u, — v,)2gt _ 2Vp/v, 

~ E,~ p,(v, -I- v,)(vj, — vjp) ~ 1 -h Vp/v,' 
where Ea is defined bj (z) This equation sliows that tins efficiencj’ is zero 
w hen Up = 0 and is 100 % w hen v, = w* Since the condition Up = u, is the 
condition for zero av ailable energj’ generated (equation (z)], there would be 
no work done to drive the plane at 100% efficiency According to this 
equation, high efficiencies are obtamed when the speed of the jet u, is a little 
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larger than the plane speed Vp, but in this event the rate of flow of air would 
necessarily be very large [equation (59)] in order to obtain large thrust, 
which means a larger engine. 

The thermal efficiency of the jet engine is the propulsive work TF divided 
by the energy Ec chargeable against the engine, taken as Ec = Wjqr, 

e = IT = = w-Up('Ue — ^ Fx)p 

Ec Wjqi gjw/qi Jwfqi 

where Wf is lb. fuel per lb, air and qt is Btu per lb. of fuel. The field of jet 
engines is so recently developed that one finds a number of different effi- 
ciency ratios defined — and different names for the same ratio. We shall 
define one more efficiency, the engine efficiency for the whole unit considered 
as the engine, 

CfiO') — IZI — actual work 

^ 1Y work of the corresponding ideal cycle or ideal engine’ 

where the ideal cycle in this application is thee. Fig. 91, and the corre- 
sponding work may be found in any one of several ways already explained. 

The thermal efficiency of turbo-jet engines is likely to be low as compared 
with reciprocating types, but, especially for airplanes, there are some 
offsetting advantages, such as the smaller frontal area to produce less air 
resistance and less weight per horsepower developed in normal flight. Also, 
since the efficiency of a propeller drops rapidly after some speed, say about 
400-450 mph, the turbo-jet drive actually becomes more efficient than a 
reciprocating-engine-propeller drive at some high speed. In commercial 
planes, speeds of 500-600 mph uith turbo-jet drives appear to be economic 
on long range flight. At and above plane speeds of Mach 1, the velocity of 
sound in the air surrounding the plane, jet propulsion is being used. The 
practical limiting speed of travel with turbo-jet engines is expected to be 
about Mach 1.5 to 2. 

Other means of jet propulsion than the turbo-jet are ram jets and rockets. 
The ram jet becomes practical u hen the speed of body is high, well above 
Alach 1 (say, Mach 3, or about 2000 mph). At these high speeds, the ram 
effect produces enough compression of the entering air to develop a cycle as 
previously described, the ideal prototj^pe being the Brayton cycle. Typical 
data for a speed through air of 2000 fps are: combustion temperature, 
3600°F; jet temperature exhaust, 2200°F; jet exhaust velocity, 4000 fps. 
The German V-1 buzz bomb was propelled by a ram-jet engine in which the 
firing was intermittent, giving rise to the buzzing. The rocket is a jet 
propulsion device which not only carries its own fuel but also the reactant 
for the fuel, as hquid oxygen. Speeds up to 11,000 fps are known to have 
heen obtained with hydrogen as the fuel and liquid oxygen as the reactant. 

143. Closure. The student of thermodynamics is generally interested in 
actual performance data, and typical values have been indicated in the 
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text and on illustrations in this chapter Other data, taken at random from 
the literatilre, are given below Design values for gas turbines (66) 


Compression efficiency = 85%, 
Combustion pressure loss = 3% 
Combustion efiiciencj = 98% 

Ram coefTicient = 85%, 

Heating value = 18 550ntu/lb 

Some characteristic data as given I 
arc 


Engine efficiency = 83%, 

Nozzle efficiency = 98%, 
Regenerator effectneness = 50% 
Regenerator pressure loss = 5%, 
Intercooler picssure loss — 3% 

one of the General Electric bulletins 


Fuel oil 

Simple Cycle 

Regenerative Cycle 

Rating ^ 

S300 kw ' 

4000 kw 

Heat rate 

18 050 BluAw hr 

10 COO Btu/kw hr 

Thermal efficiency 

18% 

20 6% 

Air rcquircel (80°F) 

IM lb /aec 

07 lb /sec 

Weight j 

72 5 tons j 

200 tons 


Inasmuch as there are books written on the subjects of gas engines and 
jet engines, it is easily understood that this presentation is necessarily 
limited m scope Development of gas turbine engines for various purposes 
(for example, as an automotive drive) is being carried on actively m many 
laboratories, and progress has been and probablj mil continue to be excep- 
tionally rapid It IS easy to understand that the various ideas of this 
chapter might be combined in many different ways, giving a number of 
modifications of the Drayton cycle Moreover, combinations of the gas- 
turbme engines w ith other apparatus, such as steam cj cles, might become 
advisable Since this is so, the beginner s endeavor should be to master each 
idea so that he can intelligently analyze any combination or so that he 
might perhaps devise a useful combination 

The gas turbine and the steam turbine are much the same For further 
readings on gas turbines and jet propulsion, see references (38-47) 
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INTERNAL COMBUSTION 
ENGINES 


144 . Introduction. The intcriml comlni.stion engine is relatively new. 
The earliest attempts to build such an engine were based on the use of gun- 
powder. Barsanti and Matteucei built a free-piston engine in 1857, which 
operated as follows: An explosion drove a piston vertically upward. As it 
started down under the action of gravitj', it engaged a ratchet which was so 
connected as to turn a .shaft. Such a clunusy machine was doomed to fail- 
ure, although Otto and Langen successfully marketed a number of free- 
piston engines about 1807. In 1800, Lenoir proposed and built an engine 
without compression. This engine drew in a charge of gas and air at atmos- 
pheric pres.sure for half a stroke, at which point the mi.xtures was burned. 
The resulting rise in pressure provided the motive force to complete this 
stroke, return the piston to the end of the next stroke to exhaust the burned 
gase.s, and to bring the piston again to the point of the burning of the new 
charge. While this engine was used for a while, its efficiency was too low 
for it^to be an economic source of power. 

Although Beau de Rochas, a Frenchman, worked out the theory and gave 
the conditions for high efficiency in 1862, it remained for Nicholas A. Otto 
(1832-1891) to build a successful engine in 1876 after he had independently 
invented the same cj'cle. This engine was called the silent Otto engine, but 
the word “silent” should not be taken in a literal sense. Otto was born in 
Holzhausen, Germany, and was a partner in a gas-engine manufacturing 
plant at the time of his famous invention. 

To circumvent Otto’s patents. Sir Dugald Clerk, born in Glasgow in 
1854, invented the two-stroke-cycle engine, which was first exhibited in 1881. 
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In these early stages of the internal combustion engine, rotative speeds of 
the order of 200 rpm \\ ere typical The German Gottlieb Daimler (1834- 
1899) was the first to conceive of small, relatively high-speed engines for 
greater power from a particular sire, sa> 1000 rpm (vg 4000 rpm and more 
for today’s automotive engines), and he made them w ork by improved hotr 
bulb Ignition The “high-speed” engine made the automobile a practicable 
idea 

We have seen that the highest temperature in the gas-turbiae cycle 
occurring m the combustor, is sharply limited The combustor is subjected 
to this operating temperature continuously On the other hand, since the 
reciprocating interna! combustion engine (ICE) is subjected to the highest 
temperature intermittently, just after the fuel has been fired, temperature 
has not been much of a problem We may use air-fuel ratios such that the 
amount of air is close to that which is ideally required for combustion and 
let the temperature go where it may Since the highest temperature exists 
for only a small portion of the cycle, the interval during the remainder of 
the cycle can be used foe wafer or for ate cooling the cylinder in order to 
prevent the metal from becoming dangerously hot 

As you know , energy is supplied to the internal combustion engine by 
the combustion of a fuel within the cylinder The widespread use of I^te^ 
nal combustion engines in automobiles, on the farm, m industrial plants, 
on ships, in power plants, is common knowledge Because these engines 
are used so much, the ideal cycles for them arc particularly significant The 
fuels used arc natural or manufactured gas, gasoline, kerosene, oil, etc, 
alcohol, and others The most common fuels are gas, gasoline, and fuel oil 

146. The Four-Stroke Cycle. The four-stroke cycle is one wherein four 
strokes of the piston, two revolutions, arc required to complete a cycle 
The sequence of events, pictured in Tig 93, arc the same for any four- 
stroke ICE, namely 

1 A suction stroke, tlrawing fuel and air into an Otto engine, § 146, or drawing 
air onlj into a Diesel engine, § 150, 

2 A compression stroke, Fig 03(b), 

3 Ignition of a fuel already m the cylinder, as by a spark plug, or the self ignition 
of fuel, which ideally is injected into the cylinder at the end of the compression 
stroke (the burning of the fue! releases energy for use by the sjstem), 

4 An expansion stroke or power stroke, during which positive work is done, and 

5 An exhaust stroke during which most of the products of combustion are 
pushed from the cylinder, then the cycle repeats 

The end positions of a piston in any reciprocating machine are called 
head-end dead center, or in the automotive industry the top dead center 
(TDC) [Fig 93 (a) and (c)], and the cranA end dead center or bottom dead 
center (BDC) [Fig 93 (b) and (d)] Figure 94 reveals some of internal 
construction of an automotive engme 




'■(a) (b) (c) (d) 

Suction Stroke Compression Power Stroke Exhaust Stroke 
Begins Stroke Begins Begins Begins 


Fig. 93. Four-Stroke Cycle. This diagrammatic representation shows a spark plug 
which ignites the fuel after compression. The same sequence of events occurs in the 
4-stroke-cycle Diesel engine, except that the air is compressed to a temperature high 
enough to cause the fuel to bum without spark ignition. 
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146 The Otto Cycle The Otto cycle, wluch is the ideal prototype of 
most small internal combustion engines, is one therein it is imagined that 
the combustion process takes place tnstanlaneously at top dead center to gtie a 
constant lolume combustion of the fuel (or constant ^olume process of heat 
added in the equi\ alcnt air cycle) The Otto engine may be analyzed either 
as a flow device or as a closed cycle 

We note that ideally (no ptessure drops, etc ), the suction stroke 0 1 
and discharge stroke 1*0, Fig 95, cancel one another, so to speak The 
positive work under 0-1 is equal to the negative work under 1 0, and these 
"Orks correspond to the ideal flow works done in getting the air into and 
out of an open system Moreover 
the ideal open system and the ideal 
closed system reject the same amount 
of heat, according to the first law, 
because in each case, if the cycles are 
comparable, the same heat is added 
and the same work is done, hence 
from Qa ~ Qjt each must 

reject the same heat Qji to the sink 
Therefore we see that the analysis 
of on ideal open air cycle is the 
same as that of an ideal, closed air 
cycle and such an analysis is called an aiT’StartdoTd analysis 
The Otto cycle is shown on the pV and TS pianos in Fig 95 and the 
reader should relate these processes to the events m the actual engine (Fig 
03) 1 2 IS the compression process which in the ideal case is, as usual 
an isentropic process, 2 3 is the instantaneous heating of the air (com 
bustion) at constant volume, 3-4 is the expansion which is ideally isentropic, 
and 4-1 is the instantaneous rejection of heat at constant volume (equivalent 
to a valve opening at 4 wuth heat rejected to the atmosphere after the gases 
have left the engine m the open cycle) During nonflow constant volume 
processes, Q = AU, regardless of working substance Since it is common 
practice to analyze these cycles for constant specific heats, we have, for this 
assumption and for the closed cycle Fig 95(b), 

Qa = U 3 U, = tPC.(r, - r,) Btu, 

= C/j - 1/4 = wc.(Ti - Ti) tnc.(r, - Ti Btu 

The net work II is SQ so that 

(a) Tr«= U 3 ~ U 2 - {Ua - Ui) = - Tt) - wc,{Ta - Ti) Btu 

The thermal efficiency of the Otto cycle is 

ir u, - u, - (u« - Ui) wc,(n - Ti) - uc„(r« - to . 

^~Qa~ Us - U* ucXh-li) 



(a) (b) 

Ttg 9S Otto Cycle 
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or 

(b) 


e = 1 — 


Ti - Ti' 

T, - 


[ Cj , AND Cr constant] 


The expressions in terms of internal energies are basic; but the analysis is 
continued for the air standard. To simplify equation (b), use the TV rela- 
tion for an isentropic process, equation (35). Thus, Tt/Tz = 
and Ti/Tj = or, since Vz = V-> and Va = Fi, 

(rT' - (k)*"’’ iW'- 

Substituting these values of Ta and T, into (b), we find 


(c) 


Tz{VzIVaY-^ - T,{Vz/VaY-^ , 

Tz-Tz \Va) 


Let the adiabatic compression ratio V \IV % be represented by the symbol 
r*; then for constant specific heats. 


(61) 


e = 1 — 


1 

rt*-i 


Since we may wish to study something about the cycle related to pressures 
and volumes (mep, for example), we should keep in practice in writing work 
equations from the pF plane; thus, from Fig. 104(a), 

(d) TF = I ft-lb.. 


which, with pF = wRT and Cr = {R/.T)/{k — 1), can be shown to be the 
same as equation (a) except for units. 

147. Ideal Standards of Comparison. In equation (61), we have arrived 
at an important characteristic of the Otto cycle, to wit, that its efficiency 
with constant specific heats depends only on the value of k and the com- 
pression ratio r* (Fig. 96). The efficiency of the real engine is subject to 
many other variables, of course, including simple thermodynamic factors 
such as the initial temperature and the temperature at 3 (amount of heat 
released). Nevertheless, one of the principal aims in the development of 
spark-ignition engines over the years has been to increase the compression 
ratio, whose value is now limited largely by the detonation characteristics 
of the fuel. If we use the air standard as a basis of comparison, we may 
consider the air as “cold air,” k = 1.4, and the corresponding standard 
is called the cold-air standard. Let r* = 6 and let the actual value of the 
thermal efficiency be e' = 21 % by test; then we might saj' that the actual 
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021 „ _0 21 _ _^ 

I _ 1 / 1)0 < ^^^0 


■ l/rt“ 


as efficient as the ideal engine 

The cold air standard is unfair to the engine, hoivei er, becau^se operation 
IS incMtablj \nth rather hot gas most of the tune To keep the computa- 
tions simple, some \alue of k which is roughly the aierage throughout the 
ejele IS sometimes assumed, and the ejele is analjzed as evplained aboie 
except that I is some \alue like 1 3 
with the corresponding [equation 
(2o)J \alue of c, (and e, if needed, 
Die«c! c> do) If a hot air ^ alue of k 
Is u«cd, the standard is «aid to be a 
hol-axT standard -Igam, let r* = 6 
and c' ^ 21% b> te't, then as be- 
fore, except that / i 3, we maj 
S3> (bat the actual eogme is 



0 21 

- l/r.“ » 

021 




Comprc».ion Psatjo 

Ftg 96 E^cienej/ Vs Comfirtssian 
Ratio Otto Ci/cle The solid curre is for 
cold ur, A B 1 4, doUed carve for hot air, 
h » 1 3L The test raises, computed on 
the lower heahug ralue and taken at 
random from the literature, sufgest that 
actual efficiency tends to unprore with 
ideal efficiency 


as efficient as the ideal This higher 
ratio of the efficiencies is a better 
indicator (than 419c) of the possible 
margin of improt ement as the actual 
engine might be made to approach 
the ideal, and it is a fairer indicator 
of how good the actual engine is 
Another alteniatn e is to int^rafc 
fe,dT mth lariable specific heat 
equations. Table II A much less tedious approach is to u«c the air table, 
p 146, and obtain a rariaWe spectfic-heat axr standard 

Still another alteriiatne is to consider the actual fuel-air mixture and 
the products of combustion, including the phenomenon of dissociation, 
if anj This method rc'ults m the most reah'tic standard of compan«on, 
and ccrtainlj there could be hllle reason left for the real engine to complain 
about being compared with such a standard, which we shall call the real 
mixture standard. Such calculations as are imohed would be quite 
tedious and time consuming were it not for a%ailable aids— charts ginng 
properties of real mixtures allowing for di'ssociation, and the Gas Tables 
(wluch do not account for dissociation) 
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148. Clearance Volume. The compression ratio is varied by varying the 
clearance volume, which is the volume of the combustion space when the 
piston is on TDC position, Fig. 95. It is usually expressed as the clear- 
ance fraction or per-cent clearance, c. Thus, the clearance volume is 
cVd, where Vd is the displacement volume. The compression ratio is 


(e) = 

Ks cV D 


1 +C 


from which the clearance can be 
computed from the compression 
ratio, or the compression ratio can 
be found from the clearance. 




Fig. 9S. Repeated. 


149. Example. An ideal Otto engine 

with 25% clearance operates on one (jj) 

pound of air with k = 1.3. In Fig. 

95, Pi = 14 psia, ty = 120°F, and 
ts = 4740°F. (a) What is the displacement volume? (b) Find pi, and pu. 

(c) Find Qa, Qh, and e. (d) Find the mep of the ideal c 3 ’cle and the percentage 
approach to perfection (commonly called engine efficiency), if the actual thermal 
efficiency is 24%. 

SOLUTION, (a) First find Fi and r/t. 


Vy = 


Th = 


wRTy ^ 
Pi 

(1 +C) 


(53.3)(580) 
(14) (144) 
_ 1:25 
“ 0.25 


= 15.33 cu. ft. 




From this we find 


y II = 1^ = 3.006 cu. ft. 
ry. 5 

= 7 , _ 72 = 15.33 - 3.06G = 12.2G cu. ft. 


(b) Use the ?’7 relation for an isentiopic process and Charles’ law. 

P or Tyy = (580) (5' ’-') = 940'’R = 480°F. 

i 1 \y 2 / 


From piVi^ = 352 ^ 2 ^, 


P 2 = Pi = (14)(5' =>) = 113.4 psia. 


Fiom Charles’ law (Ta = 4740 + 4G0 = 5200'’R), 

P 3 = P 2 (jr) = (113.4) = 627 psia. 

(c) First, we must find c, coriesponding to the value of k = 1.3. 

, ___1 53.3 

J{k-1)~ (778)(1.3 - 1) 
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Qj = «c.(r, - rj = (0 22S)(S200 - 940) 971 Btu 


Q« - uc.(T, - Ta) = (O22S)(580 - 3210) == -COO Btu 


SO 971 - COO 
Qa “ 971 


3S2% 


3S 3% (cheek) 


= JL _ = (0 3S3)(971)(778) 

Id \d (12 26){144) 

_ actual thermal cfficicPC3 _ 024 
^ itlcal thcimal elhnencj ”0383 


1C4 p^i 
- 62 7% 


^Ve ha\e now solved examples of three cjdes with the same :«entropic compre«sion 
ratio r* = 5 the Carnot §89 theBnjton § 134, and the Otto herewith Let us 
compare the corresponding meps even though they are not computed on the «ame 
La«i3 (Carnot cold air Qraiton variations of «pccific heat allowed for, Otto hot 
air) Carnot II psi Brajton 262 pi Otto Ifrl psi Recalling that the relative 
sues of the engines are rough!} invcr<cl} proportional to the meps for a particular 
power and speed we «ee immediatel} the advantage of the Otto c}cle at relativelj 
low speeds The po«sibiht} of running gas turbines at much higher speeds than 
the reciprocating ICE compensates for the relatively low mep of the Brajtoa ejele 
Actual meps aro natural!) lc«3 than those of the ideal c)cles 


160. Diesel Cycle Rudolf Diesel* was primarily interested in develop- 
ing an internal combustion engine to operate on coal as a fuel The final 
outcome, however was a four stroke-cycle engine (§ 145) in which air only 
13 taken into the c) Under on the suction stroke and a liquid fuel is later 
injected, the injection starting theoretically at the end of the compression 
stroke and continuing at such a rate that burning proceeds at constant 
pressure 2 3 Fig 97 Otherwise the cycle operates as the Otto cycle does 
and the air standard (closed) cycle is 1 2-3-4 Fig 97 The ideal open 
air cycle would be the same except that 0 1 is the suction and 1-0 is the 
discharge Thus, for constant specific heats we have 


(f) 


Qa = WCp{l 3 — Ti) Btu 
Qx = uc.(Ti - Ta) = -uc,(T, - Ti) Btu 
11 - = «Cp(T, - r,) - uc,(T, - Ti) Btu 

11 , C.IT 4 - Ti> , T« - Ti 

Oa" c,(r, -J,) 1(2, -n) 


This expression (f) is usable but it may be placed in a more convenient and 

• Rudolf Diesel (1858 1913) born m Pans of German parents who later moved to 
London because of the Franco German War (1870) educated in German} obtained m 
1893 a patent on the type of engine which now bears hts name After some difficulty m 
financing the project he built an engme which blew up at the first injection of fuel 
D esel narrowly escaped be ng killed Four years of tedious and costlj experiment 
elapsed before he produced a successful engine He inexplicably disappeared m 1913 
while crossing the English Channel duni^ a storm 
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revealing form by eliminating the temperatures. We may express three of 
the temperatures in terms of the fourth, say, in terras of Ti. Thus, along 
the isentropic 1-2, Fig. 97, Ts/Ti = (Vi/Vz^-K However, Vj/V^ is 
defined as the compression ratio, n. Therefore 



Along the constant pressure line 2-3, Charles’ law holds and T 3 /T 2 = F 3 /F 2 . 


Let F3/F2 = rc, a ratio termed the 
fuel cutoff ratio. We find then 

(h) T, = T, 

by using equation (g). For the 
isentropic process 3-4, TffTs = 
i.Vz/ViY-K But from 2-3, F 3 = 
{Tz/T^)Vi = r.Fs. Using this 
value of F3, the value of Tz from 
equation (h), and using the defini- 
tion of the compression ratio 
namely r* = F1/F2, we get 

(i) T, = 7’3 ' = TzrY. 

Substituting into equation (f) the 
values of Tz, Tz, and T 4 just found. 



V s 

(a) (b) 


Fig. 97. Diesel Cycle. Between the 
same temperature limits, the constant vol- 
ume curve on the TS plane is steeper than 
the constant pressure curve (§67). How- 
ever, both curves get steeper as the tem- 
perature increases. Thus, the temperature 
at 3 is so high that the constant pressure 
curve is steeper than the constant volume 
curve, which is at the lower temperatures 
between 1 and 4. 

we have 


( 02 ) 



Observe that this expression for the efficiency of the Diesel cycle differs 
from that of the Otto cycle [equation (61)] onl 3 'in the bracketed factor. This 
factor is alwaj's greater than 1, because rc is always greater than 1. Thus, 
for a particular compression ratio n, the Otto cj'cle is more efficient. (Sec 
also Fig. 98.) However, if the compression ratio is too high in an Otto 
engine, a knocking occurs due to self-ignition of the fuel. Since the Diesel 
engine compresses air only, the compression ratio is higher than in an Otto 
engine. Therefore, an actual Diesel engine vuth, sajq r* = 15 is more 
efficient than an actual Otto engine with n = 9. In passing, we ma 3 ' note 
the relation between the compression ratio r^, cutoff ratio rc, and expansion 
ratio r, (F 4 = Fi, Fig. 97) ; 
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Study of equation (62) shows that as r* increases, the bracketed factor 
increases, and the efficiency decreases (Fig 99) Therefore, the lower 
fuel cutoff ratios are conducive to higher efficiencies but larger ratios result 
in greater power However, there is a limit to the amount of fuel which 



s s V 

(a) (b) (c) 


Fig 98 Comparison of Olio and Dtesel Cycles Tbese cycles may be compared lA 
many different ways and these sketches, which are iiusJitaliee with respect to areas may 
be of interest In (a), they are sketched for the same compression ratio and the same 
beat added, that is, area under 2 3 (Ouo) is equal to area under 2 m (Diesel) We see 
that the Diesel rejects more beat r 1 than the Otto does 4 1, a visual demonstration 
that the Otto is more efficient But the compression ratio is not the same u the two 
cycles as they are actually used, so (b) and (c) are sketched for the same temperature 
and pressure d after combustion (which is not true either, except by chance) At any 
rate, you can see how the areas are affected 

can be injected without excessive ‘ smoking”, hence the compromise usually 
IS such that cutoff seldom occurs liter than 10% of the stroke, correspond 
mg to a cutoff ratio of about 2 4 usually earlier 
As in the Otto cj cle the value of A- in the cold air standard is 1 4 Lower 
values, say about 1 35 would be used m the hot-air standard A preferred 



Fig 99 Diesel Efficiency Vs Cutoff Ratio — Constant Compression Ratio 

standard of comparison would bo one based upon an analysis of the real 
mixture m the engine and accounting for the variation of specific heat 
An end-view cross section of a four stroke Diesel engine is shown in Fig 100 
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Fig. 100. Four-Stroke Diesel Engine. Study the picture for detail. A hole at the top 
of the drilled connecting rod serves to spray the piston head with oU for cooling. The 
bore and stroke are lOJ^zlZ in., assembled with 6 to 8 cylinders; 376 to 600 bhp; super- 
charged, 670-900 bhp; supercharged with coolmg of supercharged air, 600-1000 bhp; all 
at 720 rpm. Figure 103 is an external view of this engine. 


161. Fuel Cutoff Ratio. The question arises as to u'hat is the ideal Diesel 
cycle corresponding to a real engine operating at a particular load. The 
point 2 at the end of isentropic compression is defined by the compression 
ratio, which is a characteristic number of the engine and is usually known. 
To locate state 3, Fig. 97, we note that the first law applied to the process 
2-3 gives 

(Stored energy )2 + energy entering = (stored energy)^ + energy departing 

as work, 

112 + + WfEc) = (1 -k Wf)n3 -i -j 1 

(k) li2 + W/hf -f- WfEc = (1 -t- Wfjh}, 

where /i 2 is the specific enthalpy of the gases in C 3 dinder at 2, tVf is lb fuel 
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per lb air, h/ is the enthalpy of the entering fuel (h/ is often negligible in 
■which case it may be dropped), E, 
V T j IS the chemical energy released by 

2—3 p.C / combustion m Btu per lb of fuel 

\ y y ^ and h) is the specific enthalpy of 

\ \. jT products of combustion The 

\yiry^c enthalpies h\, h/, h) and the energy 

0 — I Ee should be reckoned from the 

V s same datum (14) when you are 

(S') (b) accounting for the real mixtures 

Fig 97 Repteted With the proper aids m the way of 

tables or charts (I 4 , 51), equation 

(k) IS easy to use to solve for A*, then other state properties at 3 can be 
determined However, the air standard can be closely defined if in equa 
tion (k), we let = u>/ 7 i where Btu per lb is the lower heating ^alue 
of the fuel at constant pressure, and if wc let the other terms be represented 
by the approximation u>r(Aj — At), 

(l) w/q, • u'r(A, - At) « Urfe^dT - %TCpiTt - Ti), 

(air standarpI 


whore «?r “ + Wf, the total mass of working substance, which may bo on 

the basis of ir, » 1 lb of air, and where Cp in the final form is some mean 
value for the cycle based on the hot air standard For the air standard 
Ti IS computed from the properties at 1 Since from Charles' law 
Fj/Fs = T)/Ti the cutoff ratio for the cor- 
responding ideal cycle is r* — F,/F, - Ti/T» 

162 The Two-Stroke Cycle Many small 
gasoline engines and many Diesels large and 
small, operate on a two stroke cjcle Since the 
exhaust stroke in the real engine is for the purpose 
of scavenging the cylinder (ridding the cylinder of 
the products of combustion), it is only necessary Stroke 

to provide other means of scavenging m order to ^ 
be able to complete the cycle in two strokes (one revolution) An idealized 
sort of indicator card is shown m Fig 101 Compression has been com 
pleted at point c, combustion occurs cd, followed by an expansion In the 
two stroke cycle exhaust begins early at some point e and sca\ enging is 
accomplished by blowing air (or air and fuel) into the cylinder To allow 
time for scavenging or for the introduction of fuel mixtures (he valves 
usually remain open until the piston has mov ed to some position correspond 
mg to b, where compression begins 

In four-stroke cycles, there is one power stroke for iuo revolutions, m 
two-stroke cycles, there is one power stroke for one revolution However, 




§ 153] BRAKE POWER 


183 


the two-stroke-cycle engine, instead of developing 100% more power, 
develops only some 70% to 90% more than the four-stroke-cycle engine of 
the same displacement, because of (1) poorer scavenging, (2) a smaller 
mass of combustible mixture in a given size of cylinder, (3) a greater loss 
of unburned fuel, (4) a small power consumption in compressing the air 
which scavenges the cylinder, and (5) the loss of pressure by early exhaust. 

Compressed air for scavenging is obtained from crankcase compression, as 
in some outboard motors and lawn-mower engines, or from separate blowers. 

163. Brake Power. The name hrake work came about because in the 
early days of small, slow-speed engines the power output was dissipated in 
the friction of a brake. Brakes are still used for this purpose over suitable 
ranges of power and speed. A type known as a prony brake is shown dia- 
grammatically in Fig. 102. When the brake is clamped to the flywheel. 



the frictional force F { — F/2 -f F/2 at the brake shoes) tends to turn the 
brake with the flywheel. However, the knife edge on the beam rests on 
scales and prevents motion of the brake. The force P, which is weighed by 
the scales, consists of the reaction produced by friction and a portion of the 
weight of the brake, called the tare — unless there is a counterweight to 
balance the brake about the centerline of the flywheel. To find the tare, 
support the brake on an edge at B and weigh the tare on the scales. Thus, 
the net force on the scales produced by the frictional moment is (P — tare). 

The information obtained from a prony brake test is used to compute the 
brake horsepower. Thus, the frictional force F acting through one revolu- 
tion of the flywheel does work W = (PirH)/12 ft-lb., where the flywheel 
diameter D is expressed in inches (usual practice). The work multiplied 
by n revolutions per minute gives the work in ft-lb. per min. Dividing this 
result by 33,000 converts to horsepower; thus 

/noN 7 FirDn F2Trrn _ Tn\ 

(63) hp - (12) (33,000) “ (12) (33,000) 63,000’ 

where T = Fr = FD/2 in-lb. is the frictional torque on the flywheel. The 
sum of the moments of the forces on the brake about the center of the fly- 
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rr = ‘-~={P- tare)L = T, 


where L m inches is the moment arm of the force P Thus knowing the 
dimension L on the brake we ma> observe the value of P indicated by the 
scales and the number of rpm of the engine and calculate the brake horse- 
power (bhp) from equation (C3) Sometimes the tare is neglected some 
times it IS balanced bj a counterweight 
Other instruments for measuring shaft work are a hjdraulic brake and a 
dynamometer Because the ordinal^ tjpe of indicator (Fig 62) has too 
much inertia to respond accurately at high speed it became customary to 
measure the power output of automotive and other similar engines by 
dynamometer only This practice brought about the common use of the 
brake mean elective pressure (bmcp) which is simply the pressure 
computed from the mep equation (53) using bhp instead of thp (review 
§§ 80 and 111), 

33 000 bhp 
' LAN 


(63C) 


PmB • 


While dynamometer tests arc still routine industrial practice high speed 
indicators utilizing the oscilloscope and also optical and photographic 
effects ha\ e been dev eloped so that it is now possible to obtain from high 
speed engines the valuable information revealed by an indicator card 


164 Example AtSOOOrpm asix cylmdet four stroke gasoline engine 31ix4 in 
(always boro X stroke) develops 80 bhp hat is the bmep’ 

SOLUTION To find the number of cycles or i>owei strokes per minute we note 
that there are 2 revolutions cycle for each cylinder or cycle/cjlmder m one 
revolution which is GX'i 3 cycics/jcvolution for the six cylinder engine there 
fore N — (3) (3000 rpm) = 9000 epm From equation (53C) 


(33 000)(80) 
(yi,)(T325V4)(9000) 


106 psi 


165 Thermal Efficiencies The thermal efficiency c — IF/Qa has already 
been defined a number of times In general terms for a power cycle or 
engine 


(47A) 


Thermal efficiency = 


work output of the system 
energy chargeable against tho system 


For ideal cycles and engines the numerator and denominator are ideal 
values which are defined for each ideal system taken up In this expression 
the work may be any energy which is 100% available electricity, for exam 
pie There is no one actual thermal efficiency, because there are several 
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places where work and power may be measured (Fig. 103). You know 
about the indicated and brake horsepower. The combined work or com- 
bined power, measured by electrical instruments on the instrument panel, 
say, in kilou atts (kw), is the output of the generator. If we let represent 



Courtesy Ingersoll-Rand Co , New York 

Fig. 103. Meaning of Indicated Work, Brake Work, and Combined Work; Wi, Wb, Wk 


the actual energy to be charged against a system, we have three thermal 
efficiencies, the indicated e„ the brake et, and the combined ey as follows : 


(47B) 


IF/ , _ TFb _Wk 
Q's ‘ Q’a Q'a 


The symbol Q'i will be defined for each actual engine analyzed. As you 
know from preceding chapters, we charge the heating value of the fuel 
against the gas-turbine unit and the internal combustion engine, preferably 
the lower, W/qi, where qi is Btu per lb. of fuel* and Wf is in units suitable for 
the units of the numerator of equation (47B). Thus, if TT'^ is in Btu per lb. 
of air, then Wf must be lb. of fuel per lb. of air; etc. If w/ is the specific 
fuel consumption in pounds of fuel per unit of work, the term Wfqi Btu per 
unit of work is called the heat rate, which is defined as the energy supphed 
to the system per umt of work. The umt of work is generally the hp-hr. 
(2544 Btu) or the kw-hr. (3412 Btu). From these values, we obtain other 
important equations for thermal efficiency; 


(64) 


2544 / Btu/hp-hr. \ 
Wjqi \Btu/hp-hr./ 


or 


3412 / Btu/kw-hr. \ 
Wfqi \Btu/kw-hr./ 


or 

(64A) 


2544 

wjiqi 


2544 

Wfbqi’ 


where the specific fuel consumption W/, is in lb. per ihp-hr. and Wp, is m 
* The higher healing value is frequently used in this country for ICE (See § 157.) 
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Ib per bhp hr 
(64B) 


If Wjx IS in lb per kw-hr output of the generator, we have 

3412 
e* = 

W/tgi 


166 Engine Efficiencies. The engine efficiency jj has been defined m 
connection w ith gas-turbme units (§§ 132 and 142) , m general terms, let it 
be* 


(GO) Engine efficiency 17 


actual work of a sys tem 

work of the corresponding ideal sjstem 


Applied to reciprocating internal combustion engines, this definition results 
in three engine efficiencies corresponding to the three actual m orks, Wi, TTb, 
and U'k Thus for the brake engine efficiency > 7 j, the indicated engine 
efficiency and the combined engine efficiency »}», w e have 


/cr\K\ a 

(GOA) ij, — iji — -|p-i and 17 * = 


where the ideal work ir is m the same units as the numerator and is com 
puted for the torrespondmg ideal system The corresponding ideal system 
for an Otto engine is one which has the same compression ratio as the actual 
engine and the same energy supplied (Qa - Q^) For a Diesel engine, the 
corresponding ideal system is on ideal Die«el cycle whoso r* and Qa are the 
same 08 foe the actual In each ca.se, one must of course, decide upon what 
standard of comparison to use, cold air hot air, variable specific heat, or 
real mixture In those cycles where the actual Q'a and the ideal Qa are the 
same, as m Otto and Diesel cycles (but not gas turbino*umt cycles), the 
engine efficiencies are also ratios of the thermal efficiencies (T1 » cQ^i) 



(wiiBV Qa - 


Since W = PmVo [equation (49), p 97] we get other ratios from equation 
(GO) as follows 



’KbAie, wkaJ. w/i tb* f are 

determined from equation (53) See equation (53C), § 153 The reader 
can find other ratios which give the engine efficiency, for example, horse- 
powers and fuel rates 

Since the engine efficiency can often be estimated closely from previous 
experience with a certain kind of engine, it is a convenient design factor for 
use m determining the size of an actual engine to produce a specified amount 
* This IS different from the previous editions of this book, but it accords with ASMS 
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of po-sver. The engine efnciency was applied to a turbine in § 132. equation 

(n). 


157. Actual Thermal Efficiency. .As mentioned in Chapter 8 on gas tur- 
bines, there is some question as to what heating value to use in computing 
the efnciency. .Although the lower heating value is commonly used in 
other countrie.s, the practice in this countiy has been to use the higher heat- 
ing value, which accords with the argument that the engine is at fault if it 
cannot use an3' part of the latent heat of the H;0 formed bj' combustion. 
However, the fact remains that none of the H;0 is likely to condense in the 
ICTa: hence, it is said to be unfair to the engine to charge it with the higher 
value. Con-sider the definition of thermal efuciencj', (Qa — Qk)/Qa- 
There is agreement that the Qa in the numerator .=hould be the lower heating 
value: that is, the lower value is used to determine the temperature at 3 
after combustion. Now in order to be consistent thermodj-namically. we 
should use the lower value for the Qa in the denominator too. It is sug- 
gested that in this course the lower heating value be used for all combustion 
engines, as now done bj' some ICE designers — unless the instructor directs 
otherwise. Thus, the thermal efficiencj* is the work di-vided b\' the energj' 
E = ufii chargeable against the engine, 


(P) 


IT 

€ = > 

w/qt 


where e is a dimensionless ratio and the numerator and demoniminator must 
therefore have the same units. For e.xample, if W/ is the -specific fuel con- 
sumption in lb. of fuel per hp-hr.,avalue commonh' obtained on test from the 
total fuel used in a particular time when the engine is steadih' delivering 
a certain horsepower, if qi Btu per lb. of fuel is the lower heating value of 
the fuel, then 

_ 2544 (Btu/hp-hr.) _ 2-544 

(q) /lb. fuel\ ( Btu ^/qi 

\hp-hr. / \lb. fuel/ 


158. Mechanical Efficiency. The mechanical efficiencj' 77-, is a number 
which tells of the mechanical losses in a machine. For the generator (Fig. 
103) it includes internal electrical looses; 


(r) 



[genxe.<.top.! 


For a reciprocating engine of any tj'pe which delivers work, 

(S) [P.ECIPEOC.^.TIVG EVGINEI 

See j 121 for for a compressor. The foregoing works maj' be e.vpre.'.scd 
in anj' convenient work or power unit or in terms of anj' numbers which are 



188 


INTERNAL COMBUSTION ENGINES [Ch 9 

proportional to the IF’s, but remember that engine efficiency is a dimension- 
less ratio The difference (ihp) — (bbp), or IF/ — IFb, represents the loss 
duo to mechanical friction of the moMng parts of the engine, eTpres'ed m 
horsepower, it is called the friction horsepower (fhp),/Ap = (1 — i 7 ,)(ihp) 
Be sure to note that mechanical efficiency is not a fi\ed number characteristic 
of the machine but that it depends upon operating conditions, especially 
output, speed, and lubrication 

159. Volumetric Efficiency. Tlicre are a number of factors which 
account for power loss in an internal combustion engine, among which are 
the obvious mechanical-friction loss and the loss which accompanies the 
heat rejected to the cooling medium, which is the cooling water in the auto- 
mobile engine Another factor is that combustion is not instantaneous as 
assumed in an ideal Otto cycle (nor at constant pressure as assumed in the 
Diesel cycle), nor is combustion complete — some unburned components 
escape in the exhaust A significant factor is the time and work involved 
in pumping the working substances into and out of the c> linder, a loss which 
becomes relatu ely’ large at liigh speeds This is a fluid friction loss There 
IS also a loss in multicy lindcr engines because the manifold is imperfect, 
the same mixture (air-fuel ratio) is not delivered to every cylinder 

Other factors remaining the same, the power obtained from an engine 
which draws in air and fuel depends upon the mass of combustible mature 
drawn into the cylinders — given a mixture with tlie correct nir-fuel ratio— 
and any thing which reduces the mass of fuel entering the engine reduces the 
power output below what could have been obtained For example (1) m 
the real engine, we have found that, because of the fluid faction of flow or 
throttling around the valves and in the passages, the suction pressure is less 
than atmospheric pressure, and therefore the mass of gas (w = pV/RT) is 
less than if atmospheric pressure were maintained, (2) the internal surfaces 
and passages of the engine are relatively hot, so that the mi-xture is heated 
as it passes into the cylinder In accordance with Charles’ law, the increase 
m temperature further reduces the weight of mixture that the given dis- 
placement can contain, (3) the gases in the clearance space of the real engine 
are at a pressure aboie atmosphcnc at the end of the exhaust stroke and must 
expand during the suction stroke to the intake pressure before a new charge 
begins to enter, (4) the pressare of the atmosphere deercs'^es mth aJtJ- 
tude, so that the mass of mixture drawn m at high altitudes is still further 
decreased below that which would be drawii in at sea lev'el 

The mass of charge brought into the cylinder is sometimes defined in 
terms of volumetric efficiency (that is what we call it, § 117, but it is a ratio 
of masses m an ICE), which is defined as (45) 

mass of air drawn into the engine 

(t) 1?. — jjjgggQf t hs t w ouW occupy' tfac displiicement V olumc 3 1 F. 
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vrhere p~ and 7"c are the air pressure and temperature at intake, say, in the 
test room. The value of the denominator is ir = {p^T D)/{RaT,^. The 
numerator and denominator in equation (t) must be in the same units. 
UsuaUy we use mass per engine cycle or mass per minute. The displace- 
ment volume per engine cycle is the volume swept out by the piston in one 
strode; this number, multiplied by the number of cycles per minute, gives the 
displacement per minute (§ S6). In a particular engine, volumetric effi- 
ciency is affected by the speed. Suppose, for example, that the valve timing 
has been adjusted for maximum volumetric efficiency at 2000 rpm. Then, 
in general, as the speed increases, the volumetric efficiency decreases because 
o: the greater throttling effect (fluid frictionl at higher speeds. The volu- 
metric efficiency as defined by equation (t) can be made greater than unity 
by use of a supercharger. 

160. Closure. There are economic and advantageous uses for aU kinds 
of prime movers. The Otto, or spark-ignition, type is especially suited to 
low power (less than several hundred horsepower) where rotative speeds up 
to say 4000-6000 rpm are adaptable. Large Otto engines are more prone to 
detonation than small ones, because the flame front has farther to travel in 
large combustion chambers, so that this is a factor in limiting the size of 
such engines. Diesel or compression ignition engines overlap Otto engines 
on size, because they bum a cheaper fuel. For this reason, they are widely 
used on trucls and buses although they are more expensive per horsepower. 
Diesels are used in much larger units than Otto engines (up to several 
thousand horsepower, maybe 8000). and are excellent power plants for 
marine use. locomotives, and small electric generating stations. Internal 
combustion engines are appropriate for mills which operate on a seasonal 
basis, because of the ease of maintenance and start-up. To keep per- 
spective. the ICE does not compete in central station power plants, in the 
largest of which, single compound steam-turbine units of more than 100.000 
hp are often fotmd. 
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161. Introduction. Up to this point, we have considered substances 
which were entirely gaseous or entirely liquid. However, one of the most 
common situations in practice concerns a mixture of a liquid and its vapor, 
called a two-phase system, such as the water and steam in a boiler. Fre- 
quently, either the liquid is being evaporated or the vapor is being con- 
densed. Also, it often happens that a mixture of a vapor with some liquid 
suspended in it enters a process or emerges from one. In any event, we 
must be able to determine the properties of liquid-vapor mixtures, which is 
the subject of this chapter. 

In case you have not studied the preceding chapter, which is not essential 
for an understanding of the remainder of this book, we should note the 
difference between a vapor (imperfect gas) and an ideal gas. When any 
gas is cooled, it approaches a state where it will begin to condense. When 
the substance is about to condense or when the pressure is relatively high, 
or both, the molecules are relatively close together, so that the molecular 
forces are large and the volume of the molecules themselves is a significant 
portion of the total space containing the substance. In an ideal gas, the 
molecules exert no forces on one another and have zero volume. The out- 
come is that, except at quite low pres-STires, the substances which we call 
vapors behave very differently from ideal gases, and equations of state which 
express their actions are likely to be complicated. To avoid the use of 
these comphcated equations, engineers have developed tables which give 
significant properties of several substances. For illustrative purposes, 
we shall use steam most often, but the methods outlined apply to other 
imperfect gases for which thermodynamic properties are available. 

If a vapor is heated to a temperature far from that at which condensation 
will occur, or if the press-ure is reduced to low values, it will act nearly in 
accordance with the ideal gas laws and may be treated as a perfect gas. 
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162. Vaporizing a Liquid at Constant Pressure. To understand the states 
in ^\hleh a liquid, a vapor, and a mixture of a liquid and vapor may exist, 
consider the phenomenon of a liquid being heated m hile the pressure remains 
constant Let there be one pound of nater m a cylinder, Fig 104(a), and 
let the weight w be such that the pressure on the water is 100 psia Suppose 
further that the temperature of the water is 32'’F Now let heat be added 
to the water The temperature increases, and during most of the time the 
volume of the liquid increases The increase in volume causes the piston 
and weight to move up, thus, work is done in moving the piston against this 
pressure This work, however, is only' a very small portion of the heat 
added to the It/jutd during the nse in temperature, that is, the temperature 
change substantially is a measure of the change of internal energy 


Liquid 

(a) Liquid (b) I iquid (c) Vapor (d) Superheated 
oaly anil vapor only vapor 

Fig 104. Healing at Constanl Pressure 

The temperature of the liquid is soon such that it begins to boil The 
temperature at which a liquid boils depends upon the pressure on it For 
each pressure, there is a precise temperature that marks the boiling point of a 
particular liquid This temperature is called the sofurofion temperature, 
and when a liquid is at this temperature, it is called a saturated liquid 
The saturation temperature ts a function of (he pressure As you know, water 
boils at 212®F when the pressure is atmospheric, 14 G96 psia At 100 psia, 
water bods at 327 81°r At 100 psia, ammonia boils at 56 05°F These 
data are taken from vapor tables (§ 103) Another characteristic of the 
boiling process is that the temperature of the liquid and vapor remains 
constant at the saturation temperature as long as there is any liquid pres 
ent * Thus, while the water in the cylinder of Fig 101(b) and (c) is evapo- 
rating, the temperature remains at 327 Sl^F 

In Fig 104(b), part of the water has evaporated The cj Iinder has in it a 
mixture of steam and water A mixture of a vapor and its liquid is called a 
wet mixture or a two-phase system. The state of a wet mixture at a given 
pressure is expressed by its quality, or percentage moisture The quality x 
of a mixture is the per cent by weight which is vapor Thus, if the quality 
IS a; = 75%, then in one pound of mixture, 0 75 lb is vapor and 0 25 lb is 
liquid The percentage moisture is the per cent by’ weight of the mixture 

* This statement assumes a condition of internal equilibrium and is substantially true, 
but actually, small differences of temperatuK in the various parts of the mixture are 
bound to exist 
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which is liquid, so that 25% moisture means that, in one pound, 0.25 lb. 
is liquid and 0.75 lb. is vapor. 

If the transfer of heat to the mixture continues, all the liquid ^vill e^-entu- 
aUj" be evaporated [Fig. 104(c)]. At the point when the last drop of liquid 
is evaporated, the temperature of the vapor is the saturation temperature. 
Vapor which is at the saturation temperature and 100% quality is known as 
saturated vapor. (The mixture in Fig. 104(b) is one of saturated water and 
saturated steam and is therefore also called a saturated mixture.) 

Finally, if further heat is added to the %'apor, its temperature will rise, 
its volume will increase [Fig. 104(d)], and the vapor is said to be super- 
heated. Superheated vapor is %'apor at any temperature above the satura- 
tion temperature. If thermal equilibrium e.xists within the superheated 
vapor, there can be no liquid in it. To define the state of a superheated 
vapor, we usuaUj' state the pressure and the temperature. Often we speak 
of the degrees of superheat, which is the difference between the actual 
temperature of the superheated vapor and the saturation temperature for 
the existing pressure. For example, suppose the steam is at a pressure of 
100 psia and a temperature of 500°P Since the saturation temperature of 
steam at this pressure is .327.81°F (see above), the degrees of superheat are 
500 - 327.18 = 172.19°. 

163. Vapor Tables. The computations of the properties of vapors are 
based upon the data of extensive and carefully conducted experiments. 
Different sets of vapor tables ma}' give slightly different values for the 
properties of a saturated vapor or liquid at a particular pressure. Such 
differences arise because of %'ariations in experimental data from which the 
values in the tables are computed. However, so many data have now been 
accumulated for steam that we can say confidently for most values that the 
true property lies between certain limits which are fairlj* close together. 
Both the values quoted on pp. 196-199 from Keenan and Keyes {71) and 
the steam tables quoted in the ■problem book fall within internationally 
adopted tolerances. The Keenan and Keyes values are the preferred ones 
in this countiy. 

The nature of these tables is best explained bj- quoting briefly from the 
contents. The first two columns of Tables Y1 and 'iTI are corresponding 
saturation values of p and t. Beginning with the third column: 

i-f is the volume of 1 lb. of saturated liquid, the specific volume of the water at the 
stated pressure or temperature; 

T/j is the change of volume undergone when 1 lb. of water evaporates to 1 lb. of 
steam; 

tv is the specific volume of the steam; 

h, is the enthalpy of 1 lb. of water, the specific enthalpy; 

hf, is the change of enthalpy during the vaporization of 1 lb. of liquid; 
is the specific enthalpy of (1 lb.) saturated steam; 
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S/ IS the entropy of 1 lb of saturated liquid, 

S/f IS the change of entropj during the evaporation of I Ib of liquid, 

Sj 13 the specific entropj of saturated vapor 

U/ and Ug are the specific internal energies of saturated liquid and saturated vapor 
respcctiv ely (in Table VII onlj) 

In connection with these tables note that the volume of the liquid v/ 
increases as the pressure and temperature increase Hoivevcr, the change 
of volume is practicallj independent of the change in pressure, unless the 
change m pressure is verj large This statement is on the assumption that 
the liquid is nearly incompressible a satisfactory assumption for the av erage 
practical problem It follovvs that the noted increase m volume is due to 
the increase m temperature, so 

uhen the spcctjic tolumc of the liquid is desired the tolume 
corresponding to the actual temperature should be found 

no matter w hat the pressure may be* The tables show that the volume of 
the saturated vapor ts equal to the volume of the saturated liquid i/ plus 
the change m volume during vaporization i/t, that is 

(a) + v„ 

By definition the enthalpy h, of saturated liquid at 33®F is zero (Table 
^ I) Since the enthalpy of any substance is defined by A “ « + pv/J the 
internal energy «/ for the saturated water at 32®F is 

„,--H=_(!iiHOOS8g)(001002). 

I he negativ e sign indicates merely that the measurement is below the chosen 
datum 

^\e see from Table VI that if the pressure is 0 08854 psia water will boil 
at 32‘'r To bring about this evaporation we must add heat to the water 
the amount needed for saturated water being hf, — 107o8 Btu per lb 
(Table \I) when the pressure is maintained constant The heat trans 
ferred to one pound of saturated liquid to evaporate it is often called the 
latent heat of evaporation, or simply the latent heat Observe from Tables 

I I Vn thsi tke hsfeat Iteai of stesas A/, as the 

sure and temperature increase and that 

(b) k, = hf + hr. 

As m the case of enthalpy the datum of entropy is saturated water at 
32°F, where S/ — 0 Observe that 

(t) 3, - 8/ + 8* 

* At very high pressures the ass imption of mcompressib Iity of water is in error and 
some liquids are more compressible than water See Table I\ and 1 168 
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164. The pv and Ts Planes. Since n-e shall now be dealing with mixtures 
of liquids and vapors, it will be convenient to draw on the pv and Ts planes 
lines that mark the boundaries of regions representing the various phases. 
From the values in the tables, we maj' plot points through which may be 
drawn curves which are called the saturated liquid line and the saturated 
vapor line or dry vapor line. See Fig. 105 for the method. We commonly 
use the terms liquid line and vapor line for short, and they are so labeled in 
Fig. 105, but the word saturated is always understood. The liquid line 
meets the vapor line on both pv and Ts planes at the critical point (§ 172). 



Fig. 105. Liquid and Vapor Lines on pv and Ts Planes. The curves are obtained as 
follows: Plot the pressures against v/ (as taken from vapor tables) to find the saturated 
liquid line maz in (a). For example, let the pressure be 1642.9 psia; the corresponding 
Vf = 0.0236 cu. ft. (Table VI). Lay off these values in (a) and locate point a. Other 
points are plotted in a similar manner. A smooth curve through these points will give 
the liquid line. Points on the vapor line zbc in (a) are found by plotting pressure against 
V, as taken from the tables. Point b in (a) is for p = 1000 psia and v„ = 0.4466 cu. ft. 
(Table VII). The curves on the Ts plane are found by plotting against Sf for the 
liquid line ndz and T°R against s, for the vapor line zeh. See points d and e in (b) and 
compare the coordinates of these points with values in Table VI. The volume scale in 
(a) has been distorted because the volume of the liquid is so very small as compared with 
the volume of the vapor at low pressures. 

Whenever a point such as r, yvhich represents the state of a substance, lies 
within the curves mzc, Fig. 105(a), and nzh, Fig. 105(b), the substance is a 
wet mixture, part liquid and part vapor. If the state point is on the liquid 
line, for example, a or d in Fig. 105, the substance is a saturated liquid. If 
the state point is on the vapor line, for example, h or e, the substance is a 
saturated vapor. Finally, w'henever the substance is a superheated vapor, 
its state point wdll lie to the right of the vapor line; for example, pomt k. 

Observe how' the saturated vapor line on the pv plane flattens out at low 
pressures, indicating that the volume increases at an increasing rate at low 
pressures. Refer to steam tables for quantitative data. In the solution of 
problems concerning vapors, the Ts plane is particularly helpful. The 
student should acquire the habit of sketching one or both of these planes for 
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Table VH. SATURATED STEAM: PRESSURES 


Aps. 

Pre^s. 


Specific 

Volume 

Enthalpy 

Entropv 

Internal 

Energy 

Lb. 

Faiir. 

Sat. 

Sat, 

Sat. 

Evap. 

Sat. 


Evap. 

Sat. 

Sat, 

Sat. 

Sq. In. 


Liquid 

Vapor 

Liquid 

Vapor 

Liquid 

Vapor 

Liquid 

Vapor 

V 

( 

7 



mm 


mi 



«/ 

Uff 

1.0 

101.74 

0.01614 

333.6 

69.70 

ImnH 




1.9782 

69.70 

1044.3 

2.0 

126.0S 

0.01023 

173.73 

93.99 



EXz^ 


1.9200 

93.98 

1051.9 

30 

141.48 

0.01030 

118.71 

109.37 

1013.2 

1122.6 

0.2008 

1.6855 

1.8803 

109.30 

1056.7 

4.0 

152.97 

0.01036 

90.63 


100G.4 

1127.3 

0.2198 

1.6427 

1.8025 

120.85 

1060.2 

6.0 

102.24 

0.01040 

73.52 

130.13 

1001.0 

1131.1 

0.2347 

1.6094 

1.8441 

130.12 

1063.1 

6.0 

170.06 

0.01045 

01.98 

137.96 

996.2 

1134.2 

0.2472 

1.5820 

1.8292 

137.94 

1065.4 

7.0 

170.85 

0.01649 

53.64 

144.76 

992.1 

1136.9 

0.2581 

1.5580 

1.8167 

144.74 

1067.4 

8.0 

182.86 

0.01053 

47.34 

150.79 

988.5 

1139.3 

0.2674 

1.5383 

1.8057 

150.77 

1069.2 

9.0 

188.28 

0.01056 

42.40 

150.22 

985.2 

1141.4 

0.2759 


1.79G2 

156.19 

1070.8 

10 

193.21 

0.01659 

33.42 

101.17 

982.1 

1143.3 

0.2835 

1.5041 

1.7876 

161.14 

1072.2 

14.690 

212.00 

0.01672 

26.80 

180.07 

970.3 

1150.4 

0.3120 

1.4440 

1.7566 

160.02 

1077.6 

15 

213.03 

0 01072 

20.29 

181,11 

969.7 

1150.8 

0.3135 

1.4415 

1.7549 

181.06 

1077.8 

20 

227.96 

0 01083 

20.089 

196.10 

900.1 

1156.3 

0.3356 

1.39G2 

1.7319 

190.10 

1081.9 

25 

240.07 

0.01092 

10.303 

203.42 

952.1 

Urnila 

0.3533 

1.3G0G 

1.7139 

208.34 

1085.1 

30 

250.33 

0.01701 

13.746 

21S.82 

945.3 

11G4.1 

0.3680 

1.3313 

1.0993 

218.73 

1087,8 

35 

259.28 

0.01708 

11.898 

227,91 

939.2 

1167.1 

0.3807 

1.3063 

1.0870 

227.80 

1090.1 

40 

207.25 

0.01715 

10.498 

236.03 

933.7 

1169.7 

0.3919 

1.2844 

1.C7G3 

235.90 

1092.0 

45 

274.44 

0 01721 

9.401 

243.36 

928.6 

1172.0 

0.4019 

1.2050 

1.6009 

243.22 

1093.7 

50 

281.01 

0.01727 

8.515 

250.09 

924.0 

1174.1 

0.4110 

1.2474 

1.0585 

249.93 

1095.3 

55 

287.07 

0.01732 

7.787 

256.30 

919.6 

1175.9 

0.4193 

1.2316 

1.0509 

250.12 

1096.7 

60 

292.71 

0.0173S 

7.175 

202.09 

915.5 

1177.6 

0.4270 

1.2168 

1.6438 

261.90 

1097.9 

C5 

297.97 

0.01743 

0.055 

207.50 

911.6 

1170.1 

0.4342 

1.2032 

1.0374 

207.29 

1099.1 

70 

302.92 

0.01748 

6.200 

272.61 


1180.6 

0.4400 

1.1900 

1.6315 

272.38 

1100.2 

75 

307.60 

0 01753 

5.816 

277.43 

904.5 

1181.9 

0.4472 

1.1787 

1.0259 

277.19 

1101.2 

80 

312.03 

0.01757 

5.472 

282.02 

EsTWI 

1183.1 

0.4531 

1.1676 

1.6207 

281.70 

1102.1 


316.23 

0.01761 

5.168 

280.39 

897.8 

1184.2 

0.4587 

1.1571 

1.0158 

286.11 

1102.9 


320.27 

0 0 1700 

4.890 

200.50 

894.7 

1185.3 

0.4C41 

1.1471 

1.C1I2 

200.27 

1103.7 


324.12 

0 01770 

4.052 

294.56 

891.7 

1X86.2 

0.4C92 

1.1370 

1.0008 

294.25 

1104.5 

■nrS^^H 

327.81 

0.01774 

4.432 

208.40 

88S.8 

1187.2 

0.4740 

1.1286 

1.C02G 

298.08 

1105.2 

110 

334.77 

0.01782 

4.049 

305.66 

883.2 

1188.9 

0.4832 

1.1117 

1.5948 

305.30 

1106.5 

120 

341.25 

0 01789 

3.728 

312.44 

877.9 

1190.4 

0.4916 

1.0962 

1.5878 

f 

1107.6 

130 

347.32 

0.01790 

3.455 

318.81 

872.9 

1191.7 

0.4995 

1.0817 

1.5812 


1108.6 


353.02 

0.01802 

3.220 

324.82 

808.2 

1193.0 

0.5009 


1.5751 


1109.6 

150 

358.42 

0.01809 

3.015 

330.51 

8G3.G 

1194.1 

0.5 138 


1.5691 

330.01 

2110.5 


363.53 

0.01815 

2.834 

335.93 

859.2 

1195.1 

0.5204 

Ifcl 1 3 

1.5040 

335.39 

1111.2 

170 

368.41 

0.01822 

2.675 

341.09 

854.9 

1196.0 

0.52GG 

1.0324 

1.5590 

340.52 

1111.9 

180 

373.06 

0.01827 

2.532 

346.03 


1196.9 

0.5325 

1.0217 

1.5542 

345.42 

1112.5 

190 

377.51 

0.01833 

2.404 

350.79 

846.8 

1197.6 

0.5381 

l.OllC 

1.5497 

350.15 

1113.1 


381.79 

0.01839 

2.288 

355.30 

843.0 

1198.4 

0.5435 

2.0018 

1.5453 

354.08 

1113.7 

250 

400.95 

0.01805 

1.8438 

370.00 

825.1 


0.5675 

0.9588 

1.5203 

375.14 

1115.8 


417.33 

0.01890 

1.5433 

393.84 

809.0 

1202.8 

0.5879 

0.9225 

1.5101 

392.79 

1117.1 

350 

431.72 

0.0J913 

1.3200 

409.69 

794.2 

i^£] 

0.6056 

0.8910 

1.4DCG 

408.45 

1118.0 


444.59 

0.0193 

1.1013 

424.0 

780.5 

1204.5 

0.0214 

0.8C30 

1.4844 

422.6 

1118.5 

450 

456.28 

0 0195 

1.0320 

437.2 

767.4 


0.6350 

0.8378 

1.4734 

435.5 

1118.7 


407.01 

0.0197 

0.9278 

449.4 

755.0 

1204.4 

0.6487 

0.8147 

1.4034 

447.6 

1118.6 

550 

476.94 

0.0199 

0.8424 

460.8 

743.1 

Rtfoclfl 

0.6008 

0.7934 

1.4542 

458.8 

1U8.2 


486.21 

0.0201 

0.7098 

471.6 

731.6 

■ luiKwl 

0.6720 

0.7734 

1.4454 

409.4 

1117.7 


494.90 

0.0203 

0.7083 

481.8 

720.5 

IuiUkI 

0.0826 

0.7548 

1.4374 

479.4 

1117.1 


503.10 

0.0205 

0.6554 

491.5 

709.7 

1201.2 

0.6925 

0.7371 

1.4290 

488.8 

1116.3 

800 

518.23 

0.0209 

0.5087 

509.7 

688.9 

1198.6 

0.7108 

0.7045 

1.4153 

506.6 

1114.4 

900 

531.98 

0.0212 

0.5006 

526.6 

GG8.8 

1195.4 

0.7275 

0.6744 

1.4020 

523.1 

1112.1 

1000 

544.61 

0.0210 

0.4456 

542.4 

049.4 

1191.8 

0.7430 

0.0407 

Irrr ts 

538.4 

1109.4 

1200 

567.22 

0 0223 

0.3619 

571.7 

011.7 

1183.4 

0.7711 

0.5956 

■ IKI) tjrfl 

506.7 

1103d) 

1400 

587.10 

0 0231 


508.7 

574.7 

1173.4 

0.79C3 

0.5491 

■ P(f nu 

592.7 

1095,4 

1500 

596.23 

0.0235 

0.27G5 

611.6 

556.3 

1107. 9 

0.80S2 

0.5269 

1.3351 

005.1 

1091^2 

2000 

035.82 

0.0257 


671.7 

463.4 

1135.1 

0.8619 

0.4230 

1.2849 

602.2 

1065.6 


605.30 


0.0858 

802.5 

217.8 

1020.3 

0.9731 

0.1885 

1.1015 

783.4 

972.7 


705.40 

raw'fl 

0.0503 

902.7 

0 

902.7 

1.0580 

0 

1.0580 

872.9 

872.9 
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Table Vni- SUPERHEATED STEAM {Continued) 


Ass. PRzaa. 


Teitperatuee — Degrees FAHE£?fHErp 


Lb./Sq. In. 
(SaUTcmp.' 

500° 

550° 

600° 

620® 

640® 

660° 

680° 

700° 

800° 

900° 

1000® 

r 

1.1231 

1.2155 

1.3005 

1.3332 

1.3632 

1.3067 

1.4278 

1.4584 

1.6074 

i.75ie 

1.8928 

450 k 

1233,4 

1272.0 

1302.8 

1314.6 

1326.2 

1337.5 

1348.8 

1359.9 

1414.3 

1467.7 

1521.0 

(i56.2S) a 

1.5095 

1.5437 

1.5735 

1.5845 

1.5951 

1.6054 

1.6153 

1.6250 

1.6699 

1.7103 

1.7486 

V 

0.9927 

l.OSOO 

1.1591 

1.1893 

1.2188 

1.2478 

1.2763 

1.3044 

1.4405 

1.5715 

1.6996 

500 h 

1231.3 

12G6.8 

1298.6 

1310.7 

1322.6 

1334.2 

1345.7 

1357.0 

1412.1 

1466.( 

1519.6 

(467.01) * 

1.4919 

1.52S0 

1.5588 

1.5701 

1.5810 

1.5915 

1.6016 

1.6115 

1.6571 

1.6982 

1.7363 

V 

0.8852 

0.9686 

1.0431 

1.0714 

1.0989 

1.1259 

1.1523 

1.1783 

1 3038 

1.4241 

1.5414 

550 h 

1223.7 

1261.2 

1294.3 

1306.8 

1318.9 

1330.8 

1342.5 

1354.0 

1409.9 

1461.1 

1518.2 

(476.94) * 

1.4751 

1.5131 

1.5431 

1.5568 

1.5680 

1.5787 

1.5890 

1.5991 

1.6452 

1.6868 

1.7250 

t 

0.7947 

0.8753 

0.9463 

0.9729 

0.9988 

1.0241 

1.0489 

1.0732 


B 1 

1.4096 

600 h 

1215.7 

1255.5 

1289.9 

1302.7 

1315.2 

1327.4 

1229.3 

1351.1 

■ifiVJ J 

B ; 

1516.7 

(486.21) a 

1.4586 

1.4990 

1.5323 

1.5443 

1.555S 

1.5667 

1.5773 

1.5875 

ifei j 

B i 

1.7H7 

V 


0.7277 

O) 

1°. 

d 

0.8177 

0.8411 

0.8639 

0.8S60 

0.9077 

1.0103 

I.10S2 

1.2024 

700 h 


1243.2 

1280.6 

1294.3 

1307.5 

1320.3 

1332.8 

1345.0 

1403.2 

1459.C 

1513.9 

(503.10) a 


1.4722 

1J034 

1.5212 

1.5333 

1.5449 

1.5559 

1.5665 

1.6147 

1.C573 

1.6963 

V 


0.61M 

0.6779 

0.7006 

0.7223 

0.7433 

0.7635 

0.7833 

0 8763 

0 9633 

1.0470 

£00 h 


1229.8 

1270.7 

1285.4 

1299.4 

1312.9 

1325.9 

1338.6 

1398.6 

1455.4 

1511.0 

(513.23) a 


1.4467 

1.4863 

1.5000 

1-5129 

1.5250 

1.5366 

1.5476 

1.5972 

1.6407 

1.6801 

t 


0.5264 

0.5873 

0.6089 

0.6294 

0.6491 

0.6680 

0 6863 

0.7716 

0.8506 

0.9262 

900 h 


1215 0 

1260.1 

1275.9 

1290.9 

1305.1 

1318.8 

1332.1 

1393.9 

1451.E 

1503,1 

(531.98) a 


1.4216 

1.4653 

1.4800 

1.4938 

1.5066 

1.5187 

1.5303 

1.5814 

1.6257 

1.6656 

V 


0.4533 

0.5140 

0 5350 

0.5546 

0.5733 

0.5912 

0.6084 

0.6878 

0.7604 

0.8294 

1000 h 


1198.3 

1248.8 

1263 9 

1281.9 

1297.0 

1311.4 

1325.3 

1389.2 

1448.2 

I50S.1 

(344.61) < 


1.3961 

1.4450 

1.4610 

1.4757 

1.4893 

1.5021 

1.5141 

1.5670 

1.6121 

1.6525 

t 



0.4332 

0.4738 

0.4929 

0.5110 

0.5281 

0.0445 

0.6191 


0.7503 

1100 A 



1235.7 

1235.3 

1272.4 

1288.5 

1303.7 

1318.3 

1384,3 

1444.5 

1502.2 

(536.31) < 



1.4251 

1.4425 

1.4583 

1.4728 

1.4862 

1.49S9 

1.5535 

1.5995 

1.6405 

t 



0.4016 

0.4222 

0.4410 

0 4586 

0.4752 

0.4909 

0.5617 

0.6250 

0.6843 

1200 h 



1223.5 

1243.9 

1262.4 

1279.6 

1295.7 

1311.0 

1379.3 

1440.7 

1499.2 

(567.22) » 



1.4052 

1.4243 

1.4413 

1.4568 

1.4710 

1.4843 

1.5409 

1.5879 

1.G293 

t 



0.3174 

0.3390 

0.3580 

0.3753 

0.3912 

0.4062 

0.4714 


0.5S05 

1400 h 



1193.0 

1218 4 

1240 4 

1260.3 

12785 

1295.5 

1369.1 

1433.1 

1493.2 

(5S7.10) a 



1.3639 

2.3S77 

1.4079 

1.4253 

1.4419 

1.4567 

1.5177 

1.5666 

1.6093 

r 




0.2733 

0.2936 

0.3112 

0.3271 

0.3417 

0.4034 

0.4553 

0.5027 

1600 h 




11S7.8 

1215.2 

1238.7 

1259.6 

1278.7 

1358.4 

1425.3 

14S7J) 

(604.90) a 




1.3489 

1.3741 

1.3952 

1.4137 

1.4303 

1.4964 

1.5476 

1.5914 

t 





0.2407 

0.2597 

0.2760 

0.2907 

0 3502 

0.39 S6 

0.4421 

1800 h 





11S5.1 

1214.0 

1238.5 

1260.3 

1347.2 

1417.4 

1480.8 

(621.03) a 





1.3377 

1.3638 

1.3855 

1A044 

1.4765 

1.5301 

1.5752 

t 





0.1936 

0.2161 

0.2337 

0.2489 

0.3074 

0.3532 

0.3935 

2000 h 





1145.6 

1184.9 

1214.8 

1240.0 

1335.5 

1409.2 

1474.6 

(635.82) » 





1.2945 

1.3300 

1.3564 

1.3783 

1.4576 

1.5139 

1.5603 

t 







0.1484 

0.16S6 

0.2294 

tuEfflSI 

0.3061 

2500 A 







1132.3 

1176.8 

1303.6 

13S7.8 

145S.4 

(668.13) » 







1.2687 

1.3073 

1.4127 

1.4772 

1.5273 

r 








0 0934 

0.1760 

0 2159 

0.2475 

2000 A 








1060.7 

12G7.2 

13G5.0 

1441.8 

(695.36) a 








1.1966 

1.3C90 

1.4439 

1.4984 

t 









0.15S3 


0.22S3 

3200.2 h 









1250.5 

1355.2 

1434,7 

(705.40) • 









1.3508 

iireiai 

1.4874 
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Table IX. COMPRESSED WATER 

Taken with permission from Table 4 oI Kecn-^n snil Kejcs, Thermodynamic 
I’rojKThes of Steam, published by John Wiley L Sons, Inc 


Temperature 

«r - 

32« 

100* 

200* 

300* 

400“ 

500* 

600* 




0 08854 

0 0402 

11 52( 

67 012 

247 31 

680 { 

1542 9 

Saturated 


I OIC022 

) 010132 

I 010034 

) OI744C 

) 01803S 

5 020432 


hnuid 

A/ = 

0 

07 97 

107 Oil 

260 59 

374 97 

487 82 

617 0 



ri) «• 

0 

0 12048 

0 29382 

0 43694 

0 S663S 

0 68871 

0 8131 

Abs Press 
(Sat temp ) 



-1 1 

-1 1 

-1 1 

-1 1 




200 

- 

h,) 

-i-o ni 

-t-0 M 

+0 41 

40 23 




(381 70) 

<• - 

t/)W> 

+0 01 

-D 06 

-0 21 

-0 21 






»r)10‘ 

-5 7 

-6 1 

-5 4 

-0 9 

-8 7 

-6 4 


1000 

(A ' 

Au 

+2 09 

+2 70 

42 21 

41 75 

40 84 

-0 14 


(S44 01) 

(• - 


+0 16 

-0 53 

-1 20 

-1 04 

-2 OO 

-1 41 




«/)l0* 

-ll 0 

-0 0 

-10 8 

-13 8 

-19 5 

-27 8 

-32 6 

2000 

(A - 

Ad 

+6 07 

4^5 31 

44 51 

43 04 

42 03 


-2 5 

(035 82) 

(« - 


-l-O 23 

-1 18 

-2 30 

-3 42 

-4 57 

-5 68 

-4 a 




-10 3 

-14 7 

-IG 0 

-20 T 

-30 0 

-47 I 

-87 9 

3000 

(A - 

Af) 

+0 00 

+7 88 

40 70 

+5 40 

43 33 



rt£>3 50) 

c- 


+0 28 

-1 79 

-3 50 

-5 12 

-7 0? 

-9 42 

12 4 


cvcli problem, showing m o'icli case the liquid and \apor lines, drawn 
freehand 

166. Internal Energy. Ordinarily, vapor tables do not gi\e internal 
energies, yet thej arc needed non and then Values of internal energy are 
computed from u = h - pv/J For a saturated liquid, we may write 

u,-h,- ^ Btu/lb , 

where the \nlucs of h/ and p, (gaturatiou pressure) arc taken from the tables 
m accordance with the actual temperature of the liquid Howe\cr, uiitess 
the temperature is quite high, the corresponding saturation pressure will be 
so low that the term p.t//J is negligible Customarily, we therefore con- 
sider that the internal energy of the liquKl at loir pressures is equal to the 
enthalpy of tlie liquid, ii/ « hf 

The internal energy of saturated tapor is 

= A, -^'Btu/lb, 

where hg and I'c arc found in the tables according to the pressure p (or the 
corresponding temperature) For example, at 100 psia, the infernal energj* 
of saturated lapoi is (compare with Table YII) 
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§ 166] PROPERTIES OF A WET MIXTURE 

= 1187.2 - ( i 00)(lg)(4-43 j) ^ ,10- 2 Btu/lb. 

166. Properties of a Wet Mixture. Consider any liquid under some pres- 
sure p psia and at 32°F. If p is greater than the saturation pressure cor- 
responding to 32°F, the liquid is not saturated and is called a compressed 
liquid. If the datum of enthalpy be taken as zero for a saturated liquid, then 
this compressed liquid does not have zero enthalpy, since h — u + pv/J. 
However, the pv/J term is small unless the pressure is quite large, and for the 
purpose of a visual aid in remembering the properties, we may consider it as 
negligible. In this event, the enthalpy of 
the liquid at t, Fig. 106, is nearly zero, 
and if it is heated at constant pressure to 
the boiling point (saturation temperature) 
at m, the area under the constant-pressure 
curve Im on the Ts plane represents heat 
Q = Ak for p = C. That is, the area 
under tm represents closely the enthalpy 
of the liquid at m. The s coordinate of m 
is the entropy of the liquid exactly. Now 
if part of the liquid is evaporated, the 
increase in any property is a part of the 
change which that property undergoes 
during complete vaporization. Take any 
property for illustration, say, s. The 
entropy of a two-phase system represented 
by point 1, Fig. lOG, is the entropy S/ of the liquid phts the fraction x of 
the liquid evaporated (.r = quality) limes the entropy s/g of evaporation, or 

(d) Si = s/ -1- xsfg. 

In terms of the percentage moisture ij = 1 — x, start at point n. The 
entropy at 1 is equal to the entropy s„ of saturated vapor at n minus the 
fraction y of the liquid which has tiol evaporated limes the entropy of 
evaporation, or 

(e) Si = Sg — ysfg. 

All properties of a two-phase system can be obtained by similar reasoning. 
For one pound, 

(f) h = hg - yhfg, h = h/ + xh,g, 

(g) V = Vg - yVfg, a = !)/ -f XV/g. 

[man qu-muty] [low qu.m.itv] 

The expressions with y give more accurate slide-rule answers when the qual- 
ity is high (above 75%) ; the expressions with x gives more accurate answers 
when the qualitj’ is low (below 25%). Tliere is little difference in the intcr- 



Fig. 106. Properties of Wet 
Mixture. 
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mediate range If the internal energj of a wet mixture is needed, compute 
h and V from equations (f) and (g), and then u — h — pi/J Btu per lb 

It takes two coordinates to locate a point m a plane Since, m the wet 
region, the pressure and temperature both locate the same line it is necessary 
to gue still another property in order to define the state point The 
entropy or the lolume will ser\e, but it is common practice to define the 
state of the two-phase system by giving either the pressure or temperature 
and the qualitj or moisture content 

167. Properties of Superheated Vapors Modern vapor tables usually 
give the necessary properties of superheated vapors In Table Mil for 
steam, we find the v alues of i , A, and a the v alues of h and s being measured 
abov e saturated water at 32*’F In order to define the state of a substance 
in the superheat region, it is necessary to specify tw o properties Any tw o 
may be used, but the most common practice is to gne the pressure and 
temperature 

At low pressure, when the state of a superheated vapor falls outside of 
the limits of the superheat table the vapor may be treated as an ideal gas 
For practice in interpolation and to note the differences m values in other 
tables the student should solve the following example using the tables m 
Problems on Thermodynamics if available 

Examples (a) IThat is the internal energy (above saturated liquid at 32*F) of 
steam at 100 p'la and COO’F’ 

SOLUTION From Table \ III, we find A — 1329 1 and t ■ 6 218 

„ . - P./J - .3.-9 . - Btu^b 


(b) TThat is the entropv of steam at 297 psia and 512*Ft 
SOLUTION This problem illustrates the method of making a double interpolation 
By comparing the temperature given with the saturation temperature corresponding 
to 297 lb we note that the steam is superheated From more complete tables 
than Table VIII w e hav e taken the follow mg v alues of entropy 


At 500°F 


For p = 295 * = 1 5725 

For p ^ 300 8 = 1 5701 

Difference * 0 0024 

(^i)(00024) 

For p “ 297, s * 1 5715 


At 520'‘F 

For p = 295 s = 1 5847 

For p 300 s 1 oS24 

Difference = 0 0023 

(H)(0 0026) -00009 

For p = 297 s = 1 583S 


At p = 297 p«i 

For I 500", 8 = 1 5715 

For I = 520° 8= 1583S 


Difference 
(>*ia)(0 0123) 
For t 512° 


0 0123 
= 0 0074 
* — 1 5789 Ans 
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Ho^\cve^, at low temperature and pressure, water acts very much as an 
incompressible fluid, in which case the points h, c, and B, become quite close 
together These three points are defined by an isothermal compression ah, 
an iscntropic compression ac, and a constant volume compression aB As 
these points approach each other at low pressures, their properties approach 
equality One cannot say exactly where a line should be drawn, but for 
pedagogical purposes, let us say that for pressures and temperatures of steam 
beloiv 400 psia and ^OO^r, use properties of saturated liquid, do not correct 
for the compresscd-Iiquid effect 



If a liquid is pumped reversibly in steady flow to a higher pressure, the 
work IS (AK = 0, aP = 0) 

(h) 11 = —(Ah)„ [equation (32)1 

where the subscript s indicates constant entropy This change can be 
evaluated accurately with the properties of subcooled liquid In the 
absence of known properties. We can obtain a good estimate of equation 

(h) for liquids which are nearly incompressible by the relation from equation 
(17), §42 (Q-O) 

(i) Ah = j j vdp = ^ 

Observe that v Ap is the rectangular area naBtn, Fig 107(a), v = Va — v/ 
and AJj = Aj- — = Aj — A/, where the subscript/ indicates properties of 

saturated liquid Thus, from equation (i), we have 

(,) + + [,.ci 

m which hf anu v/ are taken for saturated liquid at the temperature of the 
liquid before compression, p.c» is the actual pressure, and p, is the saturation 
pressure The point B, at a temperature shghtly higher than that at a, 
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is not very far from c, the state after isentropic compression, and the approxi- 
mation of equation (j) will usually be better than no allowance for the 
subcooling effect. 

169. Examples : Enthalpy of Compressed Water, (a) Given water at 100°F and 
3000 psia. Wliat is its enthalpy? 

SOLUTION. From Table IX, we get 


h- h/-- 7.88, or h = 67.97 + 7.88 = 75.85 Btu/lb. 

Note that this is at state b, Fig. 107. 

(b) If saturated water at 100°F (before compression) is compressed isentropically 
to 3000 psia, what is the final entlialpy? 

SOLUTION. From the chart in Keenan and Keyes, we read K — h/a — 8.9 Btu/lb., 
or 

K = 67.97 + 8.9 = 76.87 Btu/lb. 


See Fig. 107. If you do not have the chart referred to, try the approximation 
given by equation (j); Vj = 0.01613 (Table VI); 


hn 


07.97 + 


(0.01613) (3000 - 0.949)(144) 
778 


= 67.97 -f- 8.96 = 76.93 Btu/lb. 


This value is in good agreement nith the one obtained from the chart, but note that 
the temperature is low. At high temperatures, water becomes relatively compressi- 
ble and the agreement between the results would not be so good. 

170. Other Vapors. Properties of many other vapors are available in 
tables and charts (see the problem book). Before using an unfamiliar set of 
tables, study them carefully. There are different arrangements, different 
nomenclature, and different symbols. They are not all based on the same 

Table X. SATURATED AMMONIA 


Temp, 

°F 

Abs. 

Pres. 

1 

Specific volume 

Heat Content (Enthalpy) 

Entropy 

Psi 

Liquid 

Vapor 

Liquid 

Vapor 

Latent 

Liquid 

Vapor 


P 

Vt 

Vg 

hf 

hg 

A/s 

S/ 

Sg 

-60 

5.55 

0.02278 

44.73 

-21.2 

589 6 

610.8 

-0.0517 

1 4769 

-40 

10.41 

0.02322 

24.86 

0.0 

597.6 

597.6 

0.0000 

1.4242 

0 

30.42 

0.02419 

9.116 

42.9 

611.8 

568.9 

0.0975 

1.3352 

20 

48.21 

0.02474 

5.910 

64.7 

617.8 

553 1 

0.1437 

1.2969 

40 

73.32 

0.02533 

3.971 

86.8 

623.0 

536.2 

0.1885 

1.2618 

60 

107.6 

0.02597 

2.751 

109 2 

627.3 

518.1 

0.2322 

1.2294 

80 

153.0 

0.02668 

1.955 

132 0 

630.7 

498.7 

0.2749 

1.1991 

90 

180.6 

0 02707 

1.661 

143.5 

632.0 

488.5 

0.2958 

1.8146 

100 

211.9 

0.02747 

1.419 

155.2 

633.0 

477.8 

0.3166 

1.1705 
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datum state, \%hich does not matter if one does not become confused with 
signs For example, the properties of refrigeTanls, substances which are 
used m refrigerating cycles, are generally measured from a state of saturated 



Fig 108 VoTMUs Fluids cn Ts Plane 


liquid at — 40*r — as in Table X for ammonia, extracted from Tables of 
Thermodynamic Properties of Ammonia, IJS Bureau of Standards • Refrig 
eration temperatures go below — 40‘’F in some industrial processes m which 



case the enthalpy and entropy of saturated 
liquid are negative The negative signs 
mean only that measurement is below the 
datum Carry the sign into the basic equa- 
tions and stick to the rules of algebra 
The saturated liquid and vapor lines for 
several substances are shown in Fig 108, as 
plotted for one pound Notice the varia- 
bility of the latent heat of evaporation, pro- 
portional to the distance between the liquid 
and vapor lines at a particular temperature 
Sulfur dioxide, carbon dioxide, ammonia 
and freon 12 are refrigerants (IIjO is also 
used as a refrigerant) Mercury (ffg) is 


Fig 109 SafuTalton Curve 
for Acetic Acid 


used to generate power in turbines m so- 
called bmary-vapor cycles Mercury has 


a small latent heat per pound, which means that the work which can be 


obtained per pound between given temperatures is small relative to that 


* Bulletin No 142 may be obtained from the Superintendent of Documents Govern- 
ment Printing Office, VVasliinglon, DC In view of its reasonable price students are 
urged to obtain a copy 
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which can be obtained from steam, but the saturation pressure of mercury 
is low at high temperatures. 

Xot all saturated-vapor curves slope downward toward the right. Some 
show a double curvature, for example, benzene; and several such curves 
slope downward toward the left as, for example, the saturated-vapor 
curt’e of acetic acid (Fig. 109). If a substance with this characteristic 
undergoes an isentropic expansion, it becomes dryer or more highly super- 
heated, whereas other substances discussed here become wetter or lose 
superheat. 

171. The Ts Diagram Including the Solid Phase. The solid phase is of 
no concern in power generating cycles, but it is significant in many other 
waj's. If heat is extracted at constant pressure from a superheated vapor 



Fig. 110. Ts Diagram with Solid Phase. Simplified and distorted. Notice that the 
triple point on this plane is a line. 

at a, Fig. 110, first the superheat is removed, ah, then the vapor is con- 
densed, hd. After the liquid is cooled below its saturation temperature at 
d, it is a compressed liquid ; and it begins to freeze at this particular pressure 
when the state point passes e; soUdification is ef (melting is fe). If heat is 
extracted from the solid at /, Fig. 110, its temperature decreases along some 
path/y. The triple line (32.02°F for steam) is the temperature at which the 
solid, liquid, and vapor phases can exist together in equilibrium. Below 
the triple line, also called the tri-ple point, the solid sublimates to the vapor 
phase. The area under nr is the latent heat of fusion (enthalpy of fusion) 
at the pressure of the triple point. The area under fe is the heat of fusion 
at the pressure p. 

Any three properties of a substance may be used to construct a solid, or 
surface in space. A Tps surface is shown m Fig. 111. Notice that what is 
shown on the Ts plane. Fig. 110, is the projection on that plane of the sur- 
face in space (although Figs. 110 and 111 are not drawn to the same scale). 
A constant pressure line ab ... g and other points are lettered correspond- 
ingly in both illustrations. Table 5 of Keenan and Keyes (71) gives prop- 
erties of HsO in the solid-vapor phase. 
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172. Closure. The purpose of this chapter is to acquaint the reader with 
the characteristic phenomena of liquids and vapors and the use of the \apor 
tables Carefully study available vapor tables If you should happen to 



F\g 111 tps Surfae* Simplified After (72) The surface, done m detail for a 
particular substance, is the locus of all equilibnum states 

be using two different tables for the same substance, differences in a particu- 
lar property should not alarm you However never mi\ values from differ 
ent tables m a particular problem because this practice may lead to a serious 
error 

You perhaps recall from your study of physics, that the critical tempera 
ture, Tein Fig 111, is the temperature above which a gas cannot be liquefied 
Representative critical temperatures arc 

Ammonia, 270°F, Methane, —110®F, 

Carbon Dioxide, Nitrogen, 227‘’R, 

Freon 12, 232"F, Octane, SGS^F, 

Helium, 9 SS^R, Oxygen, 278'’Il, 

Hydrogen, 59 8®R, Sulfur dioxide, 315’’F 
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173. Introduction. The basic energy relations for the processes as defined 
for perfect gases also hold for vapors. In fact, all previous energy equations 
in terms of the general symbols W, Q, H, h, U, u, K, P, apply to any sub- 
stance under the circumstances specified. The equations derived from the 
assumption of an ideal gas (pv = RT, .Joule’s law, etc.) do not hold. Thus, 
the reader’s problem is largely one of classifying in his own mind the con- 
ditions which do and do not apply to vapors and of learning to solve energy 
equations with the use of vapor tables — which is the purpose of this chapter. 

Remember that the areas on the pv plane under the curve of an internally 
reversible process represent Jp dv, even though the integral has not been 
made, and that this area is the work of a nonflow process. The area behind 
this same curve, to the p axis, is the Jv dp. The areas on the Ts plane under 
the curve of an internally reversible process represent heat transferred to 
(state point moving rightward) or from (state point moving leftward) the 
system. There is no change in the convention of signs previously estab- 
lished. The energy equations dQ = du + p dv/J and dQ = dh — v dp/J 
may be applied to any internally reversible processes and, for convenient 
reference, the steady flow equation may be written 

(9) W — hi — hi Ki — Ki Q, 

in which K = •uY(2fir„7), the kinetic energy, and there is no change in 
potential energy, AP = 0. 

174. Constant Pressure Process. (See § 67.) To define a process com- 
pletely, it is necessary to give the location of two points, with a description 
of the path joining these points, or enough information to find two coordi- 
nates of each of these two points. When the defining relation is known 
(say, pressure constant), this relation is a coordinate of each of the two points 

809 
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m question In addition to this defining relation another propertj at 
each point is needed Suppose in this case that point 1 is in the i\et region 
and point 2 in the superheat region Fig 112 ith the pressure Lnoim a 
point in the net region is generallj defined bj gi\ing its qualitj x or per 
centage moisture y (Point 1 could be defined also bj gi\ mg the entrop 3 or 



Fig 112 Rtvefstble Coralani Pressure {Isohonc) Process The area a 1 2 & m (a) 
represents the work done in a nonflow process. The area m 1 2 n in (b) represents the 
transferred heat 

the internal energy ) Similarl> point 2 m the superheat region is generallj 
but not necessanlj defined bj giving its temperature (pressure knot n) 
The vv ork of a rev ersible nonflow process at p C is 

(a) /pdt - p(t —ti) ft lb /lb of vapor 

where the specific v olume 1 1 of the superheated v apor is taken directlj from 
the superheat tables ii is the specific volume of the net vapor 

ii « (i, - 2fi/»)i =» 0/ + xitrt)i 

The heat transferred is 

Q - All + ' j - — « — wi + -j j~ 

(ant reversible PROCE«s1 (P C] 

(b) Q = h — hi Btu/lb 
[flow or aoaflor P C] 

where kt is taken from the superheat tables (for Fig 112) and hi is found 
from A, - (h/ + x,h/e)i or (h, - yh/,). The change of internal energj 
IS found from the enthalpies 

(c) t,. - - (a, - (a, B tu/lb 

176 Constant Volume Process (See 1 65 ) Choose point I in the 
superheat region point 2 in the wet region Fig 113 In the solution of 
nroblems it is often necessarj to use the defining relation of the process in 
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this case, 

(d) Vi = = (Vg — y«Vfo)i = (a/ + xg.Vfg)'^ cu. ft./lb. 

From this equation, the quality a-i may be found, given v^. Knowing this 
quality and an additional property, determine other properties of the vapor 



Tig. 113. Reversible Constant Volume {Isometric) Process. The area m-2-l-n 
represents the transferred heat and also Au in this process. The dotted line abc repre- 
sents a constant pressure line. 

at 2. Or if xi is known, the volume vi = vt can be found, after which it is 
usually possible to find in the superheat tables other properties at 1. 

Since the fp dV is zero, the energy equation is 

(e) Q = Au = «2 — ui = ^/ij — — (^h — Btu/lb. 

Some tables give values of the internal energy. 

176. Adiabatic and Isentropic Processes. (See § 70.) For the adiabatic 
process including the isentropic, <3 = 0, the nonflow energy equation 
Q = Au W gives 

(f) TT^' = —Au or TI'" = Ml — M 2 or TF = Mi — M 2 ', 

(.vo.VFi,owJ (nE\’JsnsrBi,E) [innEVEnsiBLE] 

where the m’s are generally obtained from u = h — pv/J and the states 



Fig. 114. Isentropic Process. 


are as shown in Fig. 114. The steady flow equation with Q = 0 and AP = 0 
becomes 
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(g) W = - (Ah + AK) or TF = ft, - ft,, or TF = ft, - ft, 

[steady plow] [reversible, AK = 0] [IRREVEHSIBLE. 

AK = 0] 

An example of steady flow to %vhich this equation applies is a steam turbine 
If the process is reversible (iscntropic), 

(h) 5, = 8, = (S, — y8/g)t = (*/ + IS/,),, 

[reversible nonflow OB BTBADV PLOW] 

in which it IS presumed that state 2 is in the wet region, Fig 114 
177 Example ■ Isentropic Process Three pounds per second of steam expand 
iscntropically from pi = 300 psia and f, = 700®F to /, = 200“F Find i, and the 
works for steady flow (AK = 0) and nonflon processes 



BOLUTION See Fig 114 From Table VIII, we find sj = 1 6761, Ai - 1868 3, 
and ri - 2 227 From Table VI, we get p, » 11 526 psia and 

«/, - 0 2938, h,i - 1C7 99, p/, =» 0 01663, 

8/,, = 1 4821, A/„ = 977 9, Vf.t - 33 62, 

8,1- 1 7702, A,, - 11459 - 33 G4 

(One often 8a\es time by writing down all the table values at once) Using si - £, 
= («» - "e have 

1 0751 = 1 7762 - 1 4824y,, whence, y, = 082% and ar, - 93 18% 
h, = (h. - yA/J, ■= 11459 - (0 0C82)(977 9) = 1079 2Btu/lb 

The work of the stead} flow isentropic is 

IF = Ai - A, = 1368 3 - 1079 2 = 289 I Btu/lb , or 867 3 Btu/sec 
for 3 lb /sec Next, find the internal energies at states 1 and 2 

- 2^. . .3C8 3 - 3 Btu/I6 

- I’.Z - Iftf/.. - 33 64 - (0 0682)(33 62) - 31 35 cu ft /lb 
.. . 1079 2 - <n 526)^)3135) . , 0,23 
7»8 

The nonflow isentropic work is 

IF = w, - ws - 1244 6 - 1012 3 = 232 3 Btu/lb. 
or 696 9 Btu/sec for 3 lb /sec. 
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178. Lost Work and Unavailable Energy. As a simple and convenient 
partial measure of the short comings of an actual work-producing process or 
cycle, we may use lost work, which is 

defined as the ideal work TT of the cor- id 

responding process (or cycle) minus the / p, \ / \ 

actual work IF' of the process (or cycle) ; / 

(i) Lost work = IF — TF'. ^ 

{rosiTiiE MoaKs) T„ d VvT® 


For steady flow adiabatic processes 1-2 
and 1-2' between pressures pi and 
P 2 , Fig. 115, TF = hi — A; and TF' 
= hi — hz', for £^K = 0; then 

(j) Lost work = hi — I 12 — {hi — hi-) 

= hi- — hi Btu/lb., 

which is seen to be represented by the 
area under the constant pressure line 
2'-6-2. Note that the increase of un- 
available energy AEu = To As as pre- 
viously defined is also a good measure of 
the effect of irreversibility when com- 
pared with the original available energy, 
but it should not be confused with lost wc 


Lost Work = 2-2ln-m '/ / 

Decrease 

Increase £iE„=ToA,=dcnm Sj *2' 
m ns 

Fig. IIS. Lost Work and Unavail- 
able Energy. Irreversibility results 
in increasing entropy; point 2' is 
to the right of point 2. If T„ = Ti. 
with 2' as shown, the increase of 
unavailable energy To As is less than 
the lost work by the triangular area 
a-b-2'. If 2' is in the wet region and 
To =7: = Ts-, the increase in una- 
vailable energy is the same as the lost 
work. If < T. as shown, the loss 
of available energy is always less 
than the lost work. 

rk. Read the caption to Fig. 115. 


179. Example: Irreversible Adiabatic Process. Let the data be the same as in 
§ 177 except that an irreversible adiabatic expansion occurs in a steam turbine to 

state 2' on the saturated vapor line, a: 2 ' = 100%. 
^ \ j/ What is the horsepower output? What per- 

/' p, \,/ \ centage of the ideal work is lost? See Fig. 116. 

/ ~ \ SOLUTION. The work of the irreversible ex- 

/ \\ / pansion {AK = 0) is 


TF' = hi- hi- 


Work Lost Because 
of Irreversibility, - 
Area m-2-2tn 


Fig. 116. 


1368.3 - 1145.9 

= 222.4 Btu/lb. 


For a flow of 3 Ib./sec. and 42.4 Btu/hp-min., 
we get 

(3))(^2A)(6_0)^g^2hp. 

42.4 


The lost work is TF - TF' = 289.1 - 222.4 = 66.7 Btu/lb., uhieh is 


= 23.1% 


of the ideal work between the given pressures. 
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mam If a sample of this high-pressure steam is throttled to a lower pres- 
sure, then, within limitations, it will become superheated, point 2 In 
the superheated condition, we can measure its pressure and temperature 
thus locating precisely point 2 With the pressure and temperature known, 
the enthalpy hi maj be obtained from the superheat tables Then 
(t) A, = (A, - y,hf,)i Btu/lb , 


from which Xi = 1 — j/i maj be found bj looking up A, and A/, correspond- 
ing to some known mam line pressure pi, Fig 119 
The drawback in using equation (t) is that the actual temperature and 
pressure at 2 is ncatlj alwajs such 
that a double interpolation in the 
|^ *»* superheat tables is necessary If the 
highest degree of accuracj is not re- 
quired, the computation ma> be sim- 
piihed w ith the use of the specific heat 
of steam at constant pressure In 
Fig 119 we note that the enthalpj at 
2 IS equal to the enthalpj of saturated 
steam A^ plus the enthalpy to super- 
heat the steam from ^ to 2 The heat 
to superheat the steam Q,\ may be 
computed from Q.i, » ucp At because 
the points g and 2 are on a constant pressure cur\e For the conditions 
encountered in a calorimeter <p for steam maj be taken as 0 48 Btu per 
lb “F Thus for one pound, 



Ftg 119 Throdhny Procos (trrt- 
vertibtt) (Area o-ti-d-l-e) (area 
a b c 2 /) because these areas represent, 
respectively, h, and At (closely) 


(u) 


Ai s* A, + Cp At ~ A,« + 0 48 At,h 


where = degrees of superheat at point 2, Fig 119 and is obtained from 
At,\ = (actual temperature at 2) — (saturation temperature corresponding to ps) 


183 Calonmeters In finding the quality of the steam as e\plamed 
in I 182, w e allow a sample of steam to flow into an instrument known as the 
throttling calorimeter, Fig 120 thence to the atmosphere Before tem 
perature readings are taken at the calorimeter the steam should flow long 
enough to obtain internal equihbnura that is, long enough for all parts to 
behcated to a temperature which temams constant To maintain adiabatic 
conditions the instrument should be well insulated and for reliable results, 
the steam should have at least 10“ of superheat in the calonmeter If the 
steam is initial^ \ ery w et, it maj not become superheated m the calorimeter 
m which case the calorimeter readings are meaningless, the temperature 
and pressure being those at saturation This condition is illustrated bj 
process mn, Fig 119 The minimum quality that can be reliably measured 
by the throttling calorimeter depends upon the initial pressure pi (the final 
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Fig. 120. ThTottUng Calorimeter. The sampling 
pipe, which is in the steam main with holes facing 
upstream, should be as far as possible downstream 
from elbows and valves in order for the sample to be 
representative, preferably in a vertical steam line. 
The steam flows into the inner chamber. A ther- 
mometer gives the temperature. The pressure is 
virtually atmospheric. Flowing out of the inner 
chamber at the top, the steam turns downward into 
the annular space and leaves the instrument at the 
bottom. The hot steam surrounding the inner 
chamber (a patented feature) is an aid in insulating 
against loss by radiation. 



Amend, New Yorh 


Fig. 121. Separating 
Calorimeter. The wet 
steam, entering at the top 
through the valve, imder- 
goes a sudden reversal of 
direction of motion when 
it strikes the baffle plate 
14. This causes the water, 
which has a greater inertia, 
to separate from the mix- 
ture. The water collects 
in the inner chamber and 
can be measured by the 
gage glass 10. The steam 
moves upward from the 
inner chamber 3 and down- 
ward in the annular space 4. 


pressure ps being nearly atmospheric), and varies from about 97% for 
Pi = 50 psig to 94% for pi = 600 psig. 

If the steam is too vet to be measured by a throttlmg calorimeter, a 
separating calorimeter, Fig. 121, or a combination separating and throt- 
tling calorimeter may be used. In the separating calorimeter, the moisture 
is separated from the steam. The amount of collected water is determined. 
The corresponding mass of dry steam is calculated from flow equations 
applied to a nozzle (see Chapter 13) or read from a gage; or the steam leaving 
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tho nozzle may be condensed and ^veighed The quahtj is then computed 
from the formula 

^ _ (ma^ of dr 3 steam) 

(mass of isater) + (mass of drj steam) 

Incomplete separation of nater and steam and inaccuracies m the devices 
and methods used to find the i\ eight of flow of drj steam mil result m an 
incorrect eialuation of the quality 

184 Mollier Diagram Using anj tuo point functions of substances 
such as temperature and entropj wc maj construct to scale a diagram con 
taming a senes of hnes each representing a constant pressure another senes 
nhere each line represents a particular volume and another senes for con 



Tig 122 Temperature Enlrapt/ Diagram 
for Steam The point a for example repre 
sents steam at a pressure of 100 psia and a 
quality of 80% These two coordinates 
could be used to locate o and then (he 
volume could be determined from the 
constant volume Imes in tb s case between 
V = 1 6433 and u - 6 816 (There are not 
enough constant volume lines on this figure 
lor accurate interpolation ) 

a senes of constant temperature hnes 
course coincide with the constant pre 
the saturated vapor line) but bend ti 


slant qualitj etc On the Ts 
plane Fig 122 hav e been plotted 
several constant pressure constant 
V olume and constant quahtj (also 
superheat) Imes Thus a po nt 
ma> be located bj any two of these 
coordmates after which all other 
properties pictured maj be read 
from the diagram The degree of 
accuracj of the reading will depend 
upon the spacing of the lines and 
the size of the diagram 
More convement than the Ts 
diagram for the solution of certam 
problems in practice is the Moll er 
diagram a chart on which enthalpj 
IS the ordinate and entropj the 
abscissa On this chart Fig 123 
are plotted a series of constant 
pressure Imes a series of constant 
quality and superheat lines and 
The constant temperature Imes of 
sure Imes m the wet region (below 
vard the right awaj from the con 


stant pressure lines in the superheat region our steam tables contain a 


Moll er chart but one which shows a section similar to that marked off by 


the dotted lines of Fig 123 

The Mollier chart is most useful m connection wnth steadj flow processes 
The constant qualitj lines are labeled according to their per cent of moisture 
y — 1 — X The constant pressure hnes in Fig 123 are straight in the w et 
region the break shown being the result of a change of scale for entropy 
See the examples m the caption to Fig 123 for the method of using the chart 



Enthalpy 



Fig. 123. Enthalpy -Entropy (MoUier) Diagram for Steam. Example. Steam in the 
main is at pa = 100 psia. The sample in the calorimeter is at 14.7 psia and 240°F. 
What is the moisture content ya of the steam in the main? 

Solution. From the conditions in the calorimeter, locate point b at the intersection of 
the curves pi = 14.7 psia and U = 240°F. Since the throttling process into the calorim- 
eter is a constant enthalpy process, ha = hi, move along a horizontal line until the pres- 
sure line pi = 100 is reached, and locate point a. Read the answer ya = 2.6%. If the 
initial pressure is too high, pi > pn ~ 1800 psia, expansion does not reach superheat at 
14.7 psia and a throttling c^orimeter could not be used. 

Example. Steam enters a turbine at a pressure of 100 psia and 400°F, point 1, and 
then expands isentropically to a pressure of 6 psia. What work is done if = 0? 

Solution. Esing the properties of the entering steam, locate point 1 at the intersection 
of the curves pi = 100 psia and ti = 400°F. Wow follow a constant entropy (vertical) 
line until the 6-psia line is reached, and locate point 2. Move to the left ordinate from 
point 1 and read hi = 1227 Btu per lb. ; move to the left ordinate from point 2 and read 
/i 2 = 1011 Btu per lb. Then equation (g), § 176, gives W = 1227 — 1011 = 216 Btu/lb. 
Also, we read the moisture at 2; 1/2 = 11.9%. 
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186 Heat Exchanger Process. The typical heat exchanger is a steady 
flon device, an open system, involving two substances, one rejecting heat 
and the other receiving the heat which is being rejected The sj'stem may 
be either one or both substances No work as shaft work is done m these 
devices and usually the change in kinetic energy of either substance is quite 
small (AiiT « 0) and AP = 0 For these conditions, the energy equation 
(9), repeated at the beginning of this chapter, applied to one substance, 
j lelds 

(w) Q = Ah = A* — Ai Btu/lb 

which is seen to be the same as for a constant pressure process, equation (b) 
For a steady flow process as defined, equation (w) applies for either constant 
pressure (a reversible flow) or for the case where the pressure decreases 
in the downstream direction (as it actually does — an irreversible flow) 
Descnptions of several heat exchangers are given in the next chapter, 
boilers, air heaters, economizers, feedwater heaters, condensers, etc 

186. Output of Boilers. Big hydroelectric power plants notwithstanding, 
the great preponderance of electric energy used in this country is developed 
m steam power plants Therefore, we may appropriately give a few 
momenta attention to boilers which produce the steam for this power The 
output of boilers is often expressed as the number of pounds of steam deliv- 
ered per hour However, since steam at different boiler pressures and 
temperatures contains different amounts of energy, the number of pounds of 
steam docs not constitute an absolute unit It is evident that an absolute 
unit of capacity must measure the amount of heat transferred to the steam 
The ASME recommends a unit of 1000 Btu per hr , caUed a lilo Btu (kB) 
per hour, or a unit of 1,000,000 Btu per hr called a mega Btu (mB) per hour 
Let hi be the enthalpy of the water as it reaches the boiler (or economizer if 
one IS used), let hj be the enthalpy of the steam delnered by the boiler (or 
superheater if one is used), and let uv be the pounds of steam delivered by 
the boiler (or superheater) per hour Then, the total transferred heat in 
Btu per hour is ^^^(hj — hj), equation (w), and the output of the boiler is 

(x) Boiler output = Btu/hr 

For accurate results, one should consider the enthalpy of the entenng water 
hi as being that of compressed bquid (| 168) The pressure on the water is 
taken as boiler pressure, yet the temperature is below saturation tempera- 
ture If the weight of steam Ui, is the maximum amount that the boiler can 
produce, equation (x) gives the maiamum capacity 

A unit of boiler output or boiler capacity that has been commonly used 
for years is the boiler hoTsepoweT, Although, at one time, one boiler horse- 
power produced roughly one horsepower m the prime mo\ er, today, because 
of the greater efficiency of modem prune movers, there is no relation betw een 



§ 187] CLOSURE 


221 

a boiler horsepower and the horsepower of an engine. Since this is true, 
the name boiler horsepower is misleading, it causes much confusion in the 
mind of the novice, and its use is discouraged. Specifically, one boiler 
horsepower is the evaporation of 34.5 lb. of water per hour from and at 
212°F. By from and at is meant from saturated water at 212°F into satu- 
rated steam at 212°F. For a saturation temperature of 212°F, the pressure 
is 14.696 psia. The amount of heat required to evaporate one pound of 
water from and at 212°F is hf„ — 970.3 Btu, p. 196; hence, the amount of 
heat for 34.5 lb. of water is (34.5) (970.3) = 33,475.3 Btu. Consequently, 

One boiler horsepower = 33,475.3 Btu/hr., 


of heat transferred to water and steam. We see then that the output or 
capacity of a boiler may be expressed as 


(y) 


Boiler horsepower (bo. hp) 


W6o(fi2 — hf) 
33,480 ’ 


where Wta, h 2 , and hi are as defined for equation (x). Although the unit 
boiler horsepower is frowned upon, its use is so widespread that the engineer 
must know its meaning. 

187. Closure. The work of this chapter and the preceding one lays the 
foundation for the study of vapor engines and vapor cycles. In solving 
problems, the student should aim to achieve facility in the use of the vapor 
tables and of the charts. On this account, it is advisable to find both vapor- 
table and chart solutions of problems whenever both methods apply. 

Since we have met with a number of adiabatic processes, it may be useful 
to summarize certain features in tabulated form. The following relations 
are true for either a perfect gas or a vapor: 


Nonfiow|""'^"’^®‘^l"{ W = -A«, 
(Q - [irreversible j ^ ^ 
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188. Introduction The Camot cycle, which consists of two isothermals 
and tuo isen tropics, operates on any substance, hence, the limits it sets are 
as appropriate to a \ apor cycle as to any, and all the conclusions based on 
the Camot cycle are -valid Nevertheless, in practice, it is advisable to use 
as a standard of comparison a cycle which is less perfect, but which accords 
more closely with the actual events of a particular cycle, just as we used the 
Otto cycle as an approximation of the events of a gasoline engine and as we 
used the Brayton cycle as the ideal prototype of the gas turbine 

189. Ideal Cycle, Ideal Engine In one important respect, the cycles for 
vapors will differ from those for the internal combustion engines, namely 
all the ideal processes of the cycles for internal combustion engines were 
conceived of as taking place vnihxn the engine, whereas m the vapor cycles, 
the working substance is passed successively through distinct and separate 
devices, such as a boiler, an engine, a condenser, a pump Because of this 
difference, it is often advisable to consider separately the ideal cycle and the 
ideal engine.* The ideal cycle includes all the processes which occur — 
those in the boiler, the engine, the condenser etc The ideal engine is 
concerned only with the processes associated directly with the engine, those 
of delivering the substance to the engine, of expansion in the engine, oS 
exhaust from the engine, including any transfer of heat while the substance 
IS m the engine The practical reason for this distinction lies m the desire to 
charge losses to the proper pieces of equipment For example, a boiler may 
generate steam at 400 psia pressure and TOO'T, but this steam, due to 
friction of flow and radiation from the steam line, may arrive at the throttle 
of the prime mover at a pressure of 370 psia and G60°F In this instance, 

* The word engine, unless otherwise defined by its context, should be understood to 
include all appropriate types of prune movers 
222 
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there is a distinct loss bet^veen boiler and engine. The manufacturer of the 
engine would justly object to charging the engine with the higher-pressure, 
higher-temperature steam of the boiler, since the engine never receives such 
steam. Thus, in this illustration, the ideal engine would have one efficiency 
based upon the condition of the steam as delivered io it, and the ideal cycle 
would have another efficiency based upon the condition of the steam as 
delivered by the steam generator. The other principal difference between the 
ideal engine and the ideal cycle of a steam-power plant is that the output 
(work) of the ideal cycle is charged with the work of pumping the feedwater 
into the boiler, because this expenditure of energy necessarily occurs in the 
performance of the C 3 'cle, but the ideal (or actual) engine is considered 
independentlj' of the pump. 

190. Ranldne Cycle and Engine. The Rankine cycle, or complete expan- 
sion cj’'cle, was the first accepted standard of comparison for steam power 
plants and is often so used today. (See Fig. 40, p. 91.) Figure 124 shows 

T 


a b V in ns 

(a) (b) 

Fig. 124. Rankine Cycle. The volumes of the liquid in (a) and the temperature rise 
3B in (b) are greatly exaggerated. 

the processes on the pv and Ts planes. The steam leaves the boiler in the 
state 1, moves to the engine -without loss, expands isentropically in the ideal 
engine to point 2, and passes to the condenser (or to the atmosphere). 
Circulating water condenses the steam to a saturated liquid at 3, from which 
state it is isentropically pumped into the boiler in a subcooled liquid state B. 
Note the irreversible process of mixing cold water at temperature Ib with the 
hot water in the boiler at temperature t4 = U. The compressed liquid at B 
is heated until it becomes saturated at 4, after which it is evaporated to 
steam at 1, and the cycle begins again. If the steam is superheated before 
it leaves the steam generator, the corresponding Rankine cycle would be 
e-f-d-B-4-e. 
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The Rankine* cycle may be analyzed either by considenng the cycle 
as a whole or by studying each of the individual pieces of equipment, as 
shottninFig 125 The cycle as shown in Fig 124 has heat added at con- 
stant pressure BA-l (or steady flow, AK = 0, § 185), 

(a) Qx = hi ~ ha BtuAb , 

represented by the area on the Ts plane. Verify equation (a) 

fromFig 125, u herein the ideal cycle = hi, that is, there is neither fnehon 
of flow nor heal loss Q in any pipe line of the ideal cycle The state point is 



(a) (b) 

Fig 124 Repeated 

moving leftward only from 2 to 3, Fig 124 (b), so the rejected heat as a 
positive number (constant pressure or steady flow with AK = 0) is 

(b) * A, - hi Btu/lb , 

represented by the area n-2-Z-m, Fig 124 (6) Since IK^t “ Qa — Qa, the 
net work of the cycle is 

(c) T7„, “ Ai — — (A? — hi) = fti — A* + As — Afl Btu/lb , 

represented by the enclosed areas 1-2-3-B-4, Fig 124 The value of 
Aa = As -{- IVp (see equation (e) below] is the enthalpy of the liquid after an 
isentropic compression from a saturated (or near saturated) state 3; for 
water, it can be found from Keenan and Keyes (71) (see their Fig 3) In 

• William John M Rankine (1820-1872), a professor at Glasgow University, was con- 
temporary with those giants of thermodynamics Joule Maxwell, Kelvin, Clausius It 
was during the lifetime of and largely due to the efforts of these five men that the laws 
and the science of thermodynamics were formulated and interpreted Rankine had no 
small part in these developments He was a man of versatile genius and a prolific con 
tnbutor to the engineering and scientific literature of his day Among his published 
writings are included an important textbook on mechanics, a civil engineers' manual, 
and works on water supply, the steam eI^;lne shipbuilding, and many other subjects of 
a technical nature, not to mention Songs and Fables — for he was also a composer of music 
and a vocalist of good talent Rankine s modification of Gordon’s column formula is 
in wide use today 
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the absence of Keenan and Keyes Steam Tables, about the only thing one 
can do is to estimate hs — hz from equation (17) for T ds — 0 and v = C, as 
in § 168: 

(d) hs-hz- ^ 

as a positive number, where pe is the pressure on the discharge side of the 
pump, and in the general form, Vf is the volume of saturated liquid and p, is 
the saturation pressure at the temperature of the liquid entering the pump. 

Considering the energy diagram of the pump as a system in Fig. 125, 
we see that if the heat Qp is negligible, as it usually is and as it is in the ideal 
case, the ideal work of the pump is 

(e) Wp = {hn — hi), Btu/lb., 

represented (in foot-pound) by the area 3-B-c-d, Fig. 124(a); and equation 
(d) gives an appro.vimate value of the ideal Wp. The right-hand side of 



Fig. 125. Energy Diagrams for Steam Power Plant. The radiation losses Q, Q, and 
Qp are usually small. There would be some heat loss from the water line cd, but it 
would be quite small. The line mn is not really a line at all because the condenser is 
attached directly below the turbine. In this course, ignore Q's which are not specified 
or implied. 

equation (d) is the rectangular area whose nddth is Vz and whose height is dc 
in Fig. 124(a). The actual pump work W’p can be obtained if the efficiency 
r}p is known: 

(f) ~ Btu/lb., 

Vp 

where the subscript s is a reminder that, strictly, the change of enthalpy is 
for constant entropy. At high pressures and temperatures where water is 
significantly compressible, equation (d) may be seriously in error as a 
percentage of the true value of hn — hz, but the error as a percentage of the 
work of the Rankine cy’cle will be small. 

Since other ideal vapor cycles contain the equivalent of one or more 
Rankine cycles, it will be advantageous to put equation (c) into a form that 
will shorten future analyses. First we note from the energy diagram of the 
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turbine (which in the ideal case of an tsentroptc expansion is the Rankine 
engine (Fig 125), or from § 176, that the work is 

(65) IF = —Ah = hi — Aj Btu/lb , 

[rankinb enginf AK — 0 A* = 0] 

represented by the area c-l-2-d. Fig 124(a), and to a more natural scale by 
area 5 - 1 - 2 -a, Fig 126 When equation (05) is applied to the engine, point 1 



Fig 126 M'or* of Rankin* Engine In (•), *rea I 2 a~b - p vJJ + (ui - Uj) - 
#jVj/y • hi - Aj Btu per lb Observe that this area is that of an indicator card for a 
complete«espanstoa reciprocating engine without clearance Only the expansion process 
appears on the 7s plane, as seen in (b) 


IS the state at the entrance to the engine and point 2 is the state at the 
exhaust pressure after an isentropic expansion Comparison of equations 
(G5) and (c) shows that the work of the eyde H «, is equal to the gross w ork 
TF minus the pump w ork ll'p This is also revealed by the energy diagram 
of all the HjO in the cycle (Fig 40, p 91) Thus, we observe that the work 
of a Rankine engine {AK = 0, As ** 0) is the initial minus the final enthalpy, 
and the work of the Rankine cycle is this decrease of enthalpy minus the 
pump work 

(G6) TF.., = IF - IF,. = A, - A* - IFp Btu/Ib 

(rankine cycle) 

Besides the difference of the pump work another significant difference is as 
follows 

_ /point 1 IS state of steam leaving steam generator 
^ Ipoint 2 IS on a constant entropy line from 1 
/point 1 IS stite of stevn enteiing engine 
I point 2 IS on a constant entropy line from 1 

At low pressures, the pump work is n^Ugible as compared with the work of 
the cycle and can often be omitted But tn modern central station plants 
w ith the pressures becoming higher and higher, it should be counted The 
decision as to whether or not to include TF, in equation (66) is a matter of 
judgment, a decision which the engineer mak^, based on experience For 
academic purposes, we may take an arbitrary dividing line Omit pump 
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work for pressures at or below 400 psia; include it for pressures above 
400 psia. It is not always advisable to consider ^K = Q for the turbine {89). 

191 , Rankine efficiencies. The thermal efficiency of the Rankine cycle 
is 

R^pct hi — hi — (ks — hs) 

Qa hi — IlB 


where the subscripts refer to Fig. 124. Since the pump work Wp = Iib — hs 
[equation (e)], we may substitute hs = h^ Wp into the foregoing equa- 
tion and obtain the thermal efficiency of a 
Rankine cycle as 


(67) e = ^‘ = 


IF. 

Qa 


hi — hi — TFp 


hi — hi 


Wp 



In setting up the expression for the effi- 
ciency of steam engines and turbines, we 
must decide concerning the quantity of 
energy Ec that should be charged against 
the engine. Custom and the ASME Test 
Code require that the engine be credited 
with the enthalpy of saturated hquid at the 
exhaust pressure. It is argued that the water from the condensation of the 
steam with an appreciable enthalpy may be returned to the boiler without 
further loss. Moreover, the steam prime mover is not designed to obtain 
work from liquids, and it would therefore be unfair to charge the enthalpy of 
the liquid against the engine. This practice of crediting the engine 
with the enthalpy of saturated liquid at the exhaust condition is followed 
whether the engine exhausts to a condenser, whence the condensate is 
returned to the boiler, or whether the engine exhausts to the atmosphere with 
the consequent actual loss of the enthalpy of the hquid. Therefore, the 
thermal efficiency of the ideal Rankine engine is 


( 68 ) 


IF hi — hi 

hi- hfi 


where hi is the enthalpy of the throttle steam, hi is the enthalpy of the steam 
leaving the engine, and h/i, which is the same as hi in Fig. 124, is the enthalpy 
of saturated liquid at the exhaust pressure. Comparison of equations (67) 
and (68) shows that the efficiencies of the ideal cycle and engine are the same 
whenever the pump work TFp is negligible, since hi = h/i — but only then. 

192. Mep and Steam Rates. The mean effective pressure of the Rankine 
engine is the work in foot-pound units divided by the displacement in cubic- 
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foot units, that is, 


J(Ai - ft,) 

pj 


psf, 


■where 112 is taken as the effective displacement per pound of steam of the 
Rankine engine without clearance, the volume at state 2, Fig 126 
The water rate or steam rate is the number of pounds of steam supplied to 
an engine per unit of work The unit of work is usually either the horse- 
power-hour or the kilowatt-hour; therefore the steam rate 13 expressed as 
pounds per horsepower-hour or pounds per kilowatt-hour. Let the work IF 
be m Btu per pound, and note tliat there are 2544 Btu per hp-hr Then, the 
steam rate w is 


(G9A) 

(09B) 


_ 2544 (Btu)/(hp hr ) lb steam 
TF (Btu)/(lb steam) ^ hp-hr ' 
_ 3412 lb steam 
IF ™ kw-hr 


As we have learned, the work output of a steam engine may be measured at 
any one of three points (Fig 103, p 185) It follows that for the actual 
engine, there may bo stated three steam rates, one each based upon the 
indicated w ork TF/, brake work 1F«, or combined w ork Wr If actual steam 
rates are known, we may find actual worksfrom them Thus, let u), = mdi- 
cated steam rate in pounds per indicated horsepower-hour, wi, = brake 
steam rate m pounds per brake horsepower-hour, and wt ~ combined steam 
rate in pounds per kilowatt-hour output of the generator Then from equa- 
tion (69), we can have 

Wi = ^ Btu/lb , IFn - ^ Btu/Ib , 

3412 

Wk ~ Btu/lb 

ic* 


It should be remarked that the relative performances of two or more prime 
movers cannot be determined from the steam rates alone An engine or 
turbine operating through a lai^e pressure range may have a relatively small 
steam rate, while the engine operating through a small pressure range may 
have a relatively large steam rate, yet the latter engine may more nearly 
approach perfection, the approach being measured by the engine efficiency 
Moreover, the Btu input to the latter engme to produce a unit of work may 
be less than the Btu input to the engine operating on the large pressure 
range Thus, while the steam rate is a convenient number, we must use 
the thermal and engme efficiencies and heat rates for reliable indices of 
absolute and comparative performances 

193. Efficiencies in Terms of Steam Rates. The beat rate of an engine 
or power plant is the input of energy per umt of work For a power plant 
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as a whole, it is usually measured as the higher heating value of the fuel 
consumed in Btu per kw-hr. of work (electricity) output. 

The energy charged against the engine is Ee = hi — hfi Btu per lb. 
(§ 191). If the engine has a steam rate of v> lb. per hp-hr., the input energy 
chargeable against the engine is 

(g) Heat rate = w(ki — k/2) Btu/hp-hr., 

where the heat rate may be for the ideal engine (use w), or it may be the 
indicated heat rate (use w, and get Btu per ihp-hr.), or the brake heat rate 
(use Wi and get Btu per bhp-hr.) If the combined steam rate is Wk lb. per 
kw-hr., this value in equation (g) gives the heat rate in Btu per kw-hr. 
Since the thermal efficiency of the engine is the work out divided by the 
energy chargeable as the input, and since there are 2544 Btu per hp-hr., 

, . _ (Btu of work)/(hp-hr.) _ 2544 

' (Btu of chargeable energy)/(hp-hr.) ~ wQh — hfi)’ 


where hi is the enthalpy of the throttle steam and h/i is the enthalpy of 
saturated fiquid at the exhaust condition. Now the ideal engine corres- 
ponding to any actual engine is one wherein (1) the pressure and quality 
(or superheat) at the beginning of isentropic expansion in the ideal engine 
(point 1, Fig, 126) is the same as the pressure and quality (or superheat) 
at the throttle of the real engine, and (2) the pressure at the end of isentropic 
expansion in the ideal engine is the same as the exhaust pressure of the real 
engine. It follows that hi and h /2 in equation (h) are the same for both 
actual and ideal engines. Therefore, equation (h) will yield the ideal ther- 
mal efficiency, the indicated thermal efficiency e.-, or the brake thermal 
efficiency ej, depending upon whether the steam rate is, respectively, the 
ideal w, the indicated w,-, or the brake Wb. Also, if Wk is lb. per kw-hr., the 
combined thermal efficiency is 

... _ 3412 

Wbihi — fi/2) 


The engine efficiency tj not only is used to measure the approach of the 
actual engine to the ideal but is also useful in estimating the performance 
of a newly designed engine where old data on the efficiencies of similar 
engines are available. We recall (§ 156) the definition of engine efficiency 
as 

, , _ actual work of a system 

^ ^ work of the corresponding ideal system 


Review § 156. Since equation (69) is true, we may note that 


(j) 


Wi w 

Wb w 

Wk 

w 

W ~ w/ 

Vb — J 

W Wb 
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In each expression, W and to are values for the proper ideal engine In 
these ratios, the steam rates of the numerator and denominator must of 
course be in the same units, either both lb per hp hr or both lb per ki\ hr 
The uork quantities may each be m Btu per pound of steam, or any energy 
unit per unit of time, such as a horseponer 

The mechanical efficiency is the ratio of the brake nork to the mdicated 
work, or i 7 „ = Wb/IVi — bhp/ihp, etc 

194 Effect of End Conditions on the Thermal Efficiency of Rankme 
Engme Though there are limitations to this statement, we ha\e found 
by experience that a hen certain changes bring about an increase in the 
efficiency of the ideal cycle, analogous changes m the actual cjcle generaUy 
increase the actual thermal efficiency This is one reason for the importance 
of the ideal cj cles For the Rankme engine, a numerical stud> of equation 
(68) mil show that the following changes increase the Rankiae efficiency 

1 IJ the condenser temperaiure is louertd (Ftg 12?) the beat rejected mil be Jess 
the work mil be greater and therefore the elBciencj mil be increased Nature, 

however precisely defines the limit of im 
provement that may be obtained by this 
means In order to condense the steam, 
some cooling medium at a temperature lower 
than that of the steam m the conden«cr must 
be available for carrying away the rejected 
heat Since we know from the second law 
that there will be no net gam if artificial 
coobng IS reported to we must be satisfied 
with a condenser temperature somewhat (say 
20*) above that of condensing water from 
nvere lakes etc The best condensers are 
so well designed that we maj confidently 
expect no great thermal improvement m this 
phase of the cjcle but efforts at improve- 
ment are alwajs being made bj someone 
It 13 interesting to note that condensing 
plants commonlj operate more efEcienth m 
the winter than in the summer because of 
the lower cooling water temperature in the 
winter A jiarticuJar plant reports a 10% 
greater power production in winter (condenser pressure of 1 in Hg abs ) than m 
summer (condenser pressure 2 5 in Hg abs ) 

2 7/ the boiler pressure ts raised, the evaporation Lne is raised say from 4-1 to 
em Fig 127, and the work area mnke is greater than 1-d i-1 True more heat is 
transferred to the working substance at the higher pressure but a greater proporlwn 
of the heat supplied is conv erted into work Accordmglj we find that the efficiency 
of actual plants using higher pressures is greater than that of plants using lower 
pressures, which accounts in part for the modern trend toward high pressures 



Fig 127 Effect of Operating 
Pressures on the Effciency of the 
Rarikine Cycle A lowering of the 
final pressure from 2 to cf increases 
the Rankme work by the amount of 
the area i d k S, reduces the beat 
rejected from 2 3 h c to dkac For 
the increased boiler pressure at m. 
It IS assumed that the maximum tem- 
perature remains the same, tm ~ it 
Subcoolmg effects are ignored 
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Mooney (10) has computed Rankine efficiencies for pressures up to 3000 psia with 
the initial state always on the saturated vapor line (point 1 is saturated steam) and 
finds that the ideal efficiency reaches a maximum at pi « 2500 psia, when the 
exhaust pressure is about 2 psia. Above about 2500 psia, the efficiency decreases 
(when the steam is initiall3' saturated). 

3. Although it is not evident from a Ts diagram, the use of superheated steam, 
for e.xample, cj'cle e-/-3-4-e. Fig. 124(b), improves the thermal efficiency as com- 
pared uith a cj'cle with the same pressure limits and with saturated steam at the 
beginning of expansion. In fact, the improvement in the actual thermal efficiency 
is usualh- greater than that in the corresponding ideal cj'cle. Small particles of 
water in steam moving at high speed past the blades of the turbine, besides having 
an eroding effect on the blades, reduce the efficiencj’ of the transformation of energj'. 
Observe from Fig. 127 that the higher the pressure for a given initial temperature, 
the wetter the steam at the exhaust — point n versus point d. Consequently, at 
higher steam pressures, superheat becomes more desirable in order to reduce the 
degree of wetness in the Ion -pressure stages of the turbine. Superheated steam 
improves the efficienc3' of the actual reciprocating steam engine because it reduces 
the loss from initial condensation. For these reasons, modern central station power 
plants invariabl3’’ use superheated steam. 

196. Incomplete -Expansion Engine. Since complete expansion is seldom 
obtained in a reciprocating steam engine, a complete-expansion engine is not 
the fairest standard of comparison for it. The events for an incomplete- 
expansion engine without clearance are shown in Fig. 

128. The engine draws in steam at constant pres- 
sure along 6-1; the steam expands isentropically to 
some pressure pz; at 2, the exhaust valve opens, 
steam flows from the cylinder imtil the pressure drops 
to the exhaust pressure 3, after which the steam is 
pushed from the cylinder along 3-a. The enclosed 
area l-2-3-a-6 represents the work of the ideal incom- 
plete-expansion engine. To get the work equation 
into the most satisfactory final form, it will be advisa- 
ble to find the area 1-2-F-b (which was found to be 
hi — 62 in Fig. 126 for Q = 0) and add to it the area 
2-3-ffl-F, which is v^ipi — P^IJ ■ Thus we have 

(k) IF = 61 - 62 + j Btu/lb. 

In finding the thermal efficiency of this ideal engine, ive credit the engine 
with the enthalpy of the liquid at the exhaust pressure (§ 191), and use 
Ec = hi — hfz- Therefore 

_hi — hz + Vi(pi — ps)// 

® hi - h,z ' 

where 6/3 is the enthalpy of saturated liquid at the temperature or pressure at 



Fig. 128. Diagram 
for Incomplete-Expan- 
sion Engine. This dia- 
gram may be thought of 
as a conventional indi- 
cator card for an engine 
without clearance. 
Only 1-2 is a thermody- 
namic process involving 
constant mass. 
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point 3, Fig 128 Steam rates and .engine efficiencies are found as pren- 

ously explained Typical values of the indiealed engine efficiency for 100-hp 
simple engines arc smgle-valve engine, 56%, Corliss engine, 65%, unaflow 
engine, 73% These values tend to increase as the size of the engine 
increases, for example, a 1000 hp unaflon engine raaj be expected to have 
an engine efficiency of about 83% 

The mean effectiie pressure of the idea! incom- 
plete expansion engine is = ir/Fp, or 

■'(>,- M 

t>i ^ ' 

where both work and displacement are values per 
pound of steam The volume V 2 , Fig 128, is the 
maximum required in the cylinder when one pound 
of steam is admitted 
To determine the operating conditions of an ideal engine corresponding 
to some real engine, let pi (ideal engine) be equal to the throttle pressure of 
the real engine, let the quality (or superheat) at 1 m the ideal engine be 
equal to the quality (or superheat) at the throttle of the real engine, let ps 
(ideal engine) be equal to the release pressure of the real engine, end let 
Ps (ideal engine) be equal to the exhaust pressure of the real engine Of 
course, the ideal expansion 1-2 is isenlropic 

196 Example Steam at pi ~ 160 psia and /| ~ 400’F is delivered to the 
ihrottle of an engine The steam expands to 30 psia, where release occurs Exhaust 
8 at 15 paia A test of the engine showed a steam consumption of 21 8 Ib/ihp-hr 
md a mechanical efficiency of 85% Find (a) the ideal work and ideal thermal 
ifficiency, (b) the ideal steam rate (c) the brake and indicated works, (d) the brake 
thermal efficiency, (e) the brake engine efficiency, (f) the mep of the ideal engine 
ind the indicated mep See Fig 129 



Fig 128 Repealed, 



Fig 129 Ineompteie Expansion Engine 


soLUTiov (a) The student shonld check all values taken from the steam tables 
pp 196-199 The properties at 2 are found by using 8, = Sj 
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§ 197] ENTHALPY OF EXHAUST STEAM 

*i = 

1.590S = 1.C993 - 1.33131/: 

V. = 8.15%, 1= = 9I.S5%. 

A; = 1IC4.1 - (0.0SI5)(94.5.3) = 1057 Btu/Ib. 
f: = 13.740 - (0.0S15)(13.729) = 12.01 ru. ft./]b. 

ir = h, — hi + j {j>~ - pj) 

= 1217.0 - 10S7 + (30 - I5)(144) = 105.8 Btu lb. 


The ideal thermal efficiency is 

r 


e — 


105.8 


{hi - hj,) (1217.0-181.11) 
(b) The ideal steam rate is 


10 %. 


ir 

(c) The indicated work is 


2.544 2.544 

105.8 


15.4 Ib./hp-hr. 


TU, = ?^ = = 110.7 Btu/lb. 

tr, 2 1 .8 


Tlie brake work is 


(d) 

(e) 


IFb = = (0.8.5) (1 10.7) = 99.2 Btu/lb. 

Wi, 99.2 


= 

Vi = 


(hi-h/i) (1217.0-181.11) 
IPfl _ 99.2 
ir 10.5.8 


= 9..59%. 


CO' 


Ti t ideal work ideal work (10.5.S)(77S) _ 

(0 Ideal mep = - = (TT^jYriT) = P'*’ 

Indicated mep = jndicn^ork ^ JJj ^ = 49.9 psi. 


197. Enthalpy of Exhaust Steam. The reciprocating cnginc.s may be 
analyzed as steady flow machines; thu.*:, Fig. 1.30 may represent any engine, 
where W and IF' are works of the fluid, ideal and actual, and /i; and hr are 
the enthalpies of the exhaust, ideal and actual. If the proce.'-.s i.« adiabatic 
and Aiv = 0, energy balances give 

(m) ft; = ft, - ir, 

(iDF.M. EVGt.NEl 

(n) h^ ^ hi - IF' 

lACTU.ki. ENGINE. Q = 0, ^K = 01 Enthalpy of Exhaust. 

If there is a lo=.s of heat from the engine, (? may be included without difliculty 
for the actual engine. Equation (m) applic.s to any ideal engine and m.ay bo 
used to locate state c as pictured in Fig. 129 (ft* in (m) = ft,!. 


I ir (ideal) 

! I (ideal) 
Stpgdy Fio--v [ 
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In equation (n), W is the -nork done by the fluid With certain test 
data, ir' IS unknown but may be approximated For reciprocating steam 
engines, is approximately the indicated uotI II'/ The small difference 
(IV — IF/) IS duo to radiation (uhtch can be corrected for, if known) and to 
mechanical frictional effects, espeenUy between the piston and the cylinder 
In the turbine, the mechanical losses are small, so that the w ork of the fluid 
IF' IS approximately the same as the brake ttori TF/i The small difference 
(H" — IFfl) IS largely accounted for in friction at the bearings and packings 
Adapting equation (n) to these two machines, we have 

(70) h, ah, - W, = hi- Btii/Ib 

[REClMtOCiVTlNQ STEAM ENQINE] 

(71) h, ah, - II’. ~h,- ~ Btu/lb 

fTDRBINBi 

From another point of view , and especially in the design procedure, w e may 
use a turbine efficiency vt, which is defined as the actual work of the fluid 
IF' divided by the corresponding Rankmc work IF In general, between 
any two states 1 and 2 on an iscntropic line, wo have 



w'herc state 2' is the actual slate after the expansion Fig 12C(b) From 
(72 A), 

(72B) hi = A, - n<(hi - h,) Btu/lb 

The turbine efficiency is an engine efficiency, and is sometimes so called, 
but it is not precisely either an indicated or brake engine efficiency If 
the exhaust steam is superheated, the temperature and pressure readings 
define the state 2' If the exhaust steam is wet, then the value of A 2 must 
be estimated by computation In wdl-insulated machines, the radiation 
loss Q should not exceed 1% of Ai 

198 Example. For the engine defined in the example of § 190, determine the 
enthalpy of the exhaust from the ideal engine, and the enthalpy and quality of the 
exhaust from the actual engine Also find the lost work of the actual engine (§ 178) 
and the increase of unavailable energy for a sink temperature of r, = 550°R 
SOLUTION, From § 190, we take the followup data Ai = 1217 G, IF = 105 8, 
Wi = no 7 From Table VII, forp, = Ifipsia h,= 1150 8, h/, = 909 7,Sf — l 7549, 
5 * = 1 4415, t.« = 213 03T. See Fig 129 
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Ideal engine, K = hi - W = 1217.6 - 165.8 = 1051.8 Btu/lb. 

Actual engine, A.- = hi - Wi = 1217.6 - 116.7 = 1100.9 Btu/lb. 

he' ~ {hfj ye'hfg)e' 

1100.9 = 1150.8 — 969.7j/,-, or = 5.15%, x,> = 94.85%. 

Lost work = ideal work — actual work = 165.8 — 116.7 = 49.1 Btu/lb. 

Also, the lost work is he' — Fig. 129. Check this. The increase of unavailable 
energy during the process 1-e' is To As as usual, where As = Se> — Sg. With the 
moisture contents at e and e', the values of s may be computed at those states; 
whence To As may be computed. However, in this example, since point e' is in 
the wet region, the areas which represent lost 
work and increase of unavailable energy are 
each rectangles of width ce'; therefore AEu and 
lost work are proportional to the heights of the 
lespective rectangles, that is to the absolute 
temperatures. The saturation temperature 
at 15 psia is 213.03°F « 673“R. AVith 
To = 550°R, 

( 550 

Wf3 

= (49^ ^ ^ 

199. Loss Due to Friction of Flow. Internal friction causes a process to 
be internally irreversible, and actual motion of a fluid cannot occur without 
such friction. There is therefore an inevitable loss in any pipe line, a loss 
which is affected by the magnitude of such variables as the velocity of flow, 
density, and viscosity of the fluid. If the fluid is superheated steam, the 
states can be defined by pressure and temperature readings. Then, con- 
sidering the steam in the pipe line as the system (Fig. 125), we get 

(o) fla = Q hi, 

when AK — 0. (Note that AP, the change of potential energy, may become 
significant when the fluid is a liquid.) Equation (o) may be used to deter- 
mine Q when states a and 1 are known. The throttling process is sometimes 
used to govern steam engines and turbines, in which event the throttling 
may be large as the governing mechanism acts to reduce the opening of a 
valve in the steam passageway when the load on the engine is lightened. 
Because of its destructive effect on available energy, full-throttling govern- 
ing is used only on small prime movers. 

The lost work due to the change of state from a to 1, Fig. 131, is taken as 
the Rankine work from state a (= — hb) minus the Rankine work from 

state 1 (= Ai — As), or 



Fig. 129. Repeated. 


(P) 


Lost worko.i — ho — hb — hi + As Btu/lb. 
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If Q = 0, as it nearly is in a nell insulated pipe, the process approaches an 
adiabatic throttling process, constant enthalpy, represented in Fig 131 
by aA In this case, 

(q) Lost workfl a = K — h — hj -h hs - hg - Btu/lb , 
since ha = Ha 

200 Example Lost Work by Throttling and Heat Loss Leaving a steam gen 
erator at p, — 1800 psia and 700'’F, steam enters a turbine at pi « 1400 psia and 
640°F Fig 131 The condenser pressure p* = p» = 1 psia (a) Determine the 
lost nork for Tt = 561 7®R Determine the lost work if the throttling is 
adiabatic, process aA, Fig 131 



fig 131 Lasses in Pipe Line Tbe only event occurring m the engine (turbine) 
which IS shows on the Ts plsoe is tbe expansion process, oA represents the throttling 
in the pipe line, Q ■ 0, nl represents throttling plus a beat loss Q Tbe effects are very 
much exaggerated m order to separate the pomts o 1, and A for clarity 


BOLUTiov (a) From Tables "V II and VIII pp 196-199 we find 


Pa = ISOO psia 

la "OO^F 

h, = 1260 3 
s, = 1 4044 


Pi 1400 psia 

t, = 640^ 

A, 1240 4 
», = 1 4079 


p, 1 p«ia 
It = 101 74“F 
s, = 1 9782 
Sf, = 1 8456 
h, = 11000 
A/, = 1036 3 


To obtain the properties at b Fig 131, we have 

Sa - (S, - ViS/,)* 

I 4044 = 1 9782 - 1 8456^ or yt “ 31 1% 
hi = 1106 - (0 311)(1036 3) = 784 Btu/lb 


To check into the situation, use A» — 1260 3 and determine the state at A after an 
adnbatic throttling In Table ^ III note that for Aj = 1260 3 and ps = 1400 psn 
the temperature is 660®F Since the gicen temperature is 640^, «ome heat has 
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been lost and the situation in this problem corresponds to a-1 and 1-2, Fig. 131. 
Thus, at state 2, we have 


Si = S 2 = 1.4079 = 1.9782 - 1.8456^2, or 1/2 = 30.9%. 
hi = 1106 - (0.309) (1036.3) = 786 Btu/lb. 

The Rankine works are 

W^ = K-h= 1260.3 - 784 = 476.3 Btu/lb. 

IF 1.2 = hi- hi = 1240.4 - 786 = 454.4 Btu/lb. 

Lost work „.i = 476.3 - 454.4 = 21.9 Btu/lb. 

(b) The lost work for an adiabatic throttling process aA, Fig. 131, is hs — h. 
A quick check in the steam tables establishes the fact that state B is in the wet 
region so that Ab — As is represented by the rectangular area vibBn. Therefore 


Ab - Ai = T^isa - Sb) = TbisA - s„) = 561.7(1.4258 - 1.4044) = 12 Btu/lb., 


the lost work for adiabatic throttling. The data in this example were chosen for 
convenience in the use of Table VIII and are not representative of ordinary operating 
conditions. 

The Rankine and incomplete-expansion cycles are no longer important 
standards of comparison for large central station power plants. They are 
important, however, for many small plants in which reheating and regen- 
erative feedwater heating are not used. Moreover, the Rankine cycle is 
basic in that all modern cycles may be considered as being made up of two 
or more Rankine cycles. In the various ideal cycles, all processes are con- 
sidered as internally reversible and/also as adiabatic except where there is 
an intentional transfer of heat, as in the boiler and condenser. 

201. Modern Cycles. Some designers consider the maximum permissible 
moisture while the steam is in the turbine blades as 12%, because the water 
particles erode the blades, resulting in expensive maintenance. At a par- 
ticular upper temperature, the moisture in the steam after an isentropic 
process (or other adiabatic work process) increases as the initial pressure 
increases (Fig. 133). The highest temperature which can be used is limited, 
because metals become weaker as the temperature increases above a certain 
value (about 600-700°F for ordinary steel). High temperatures of 1000°F 
or somewhat more have been common, practice (in large installations) for 
several years. Some designs are currently for 1150°F (5); where the extra 
cost is justified, temperatures as high as 1400°F are being used (7). Given 
a particular temperature ceiling, a point is reached where the steam in the 
low-pressure stages becomes too wet. To avoid this condition, we maj" 
resuperheat the steam after it has partly expanded through the turbine, a 
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step which also improves the thermal efficiency (§ 194) The correspond 
ing cycle is called the reheat cycle 

The following cycles represent modern modifications of the simple 
Rankme cjcle for the purposes of improving the efficiency and avoiding 
excessive moisture in the low pressure regions Notice that m each case 
the relation between the engine and cycle works is cycle work plus pump 
work IS equal to engine work and that the enei^y chargeable against the 
engine to obtain its thermal efficiency is the heat added in the corresponding 
ideal cycle plus the pump work of the q^cle (§ 191) Sec reference 159 for 
more detail 

Many engineering problems on steam are satisfactonlj solved with the 
use of the Mollier diagram, which is generally a great timesaver The 
student should solve all problems suitable to the diagram by both steam 
tables and diagram in order to develop facility in the use of each 

202 The Ideal Reheat Cycle Figure 132 is a diagramiuatic layout 
showing the principal features of the reheat cycle and Fig 133 shows the 
cycle on the Ta plane Compare these illustrations carefully, and before 
proceeding with the study note the locations of points 1, 2, 3, 4, 5 and B, 
which have the same meanings on the two diagrams 

Heating occurs in the boiler and superheater along 5 0 1 Fig 133 
After the isentropic expansion 1 2 the steam is led from the turbine and is 
reheated 2 to 3 After another isentropic expansion 3-4 the steam is 
condensed 4 5 At 5 the saturated liquid is pumped into the boiler as a 
compressed hquid condition B As we learned m § 190 the work of a 
Hankine engine minus the total pump work is the net work of the cycle 
Sec Fig 132 We shall use this approach to the cycle analjscs of this 




Fig 132 DiagrammaUc Layout far Reheating 
Plant Tbe system is all the HjO, — W,— 
Q, - 


Fig 133 Reheal Cycle Mois 
taie at 4 « less than at a, pump 
work E B considerably magnified 
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chapter, although of course TF„et = 2Q. The gross work, as indicated in 
Fig. 133 for the equivalent of two Rankine engines 1-2 and 3-4, is 

(r) W - hi — hi + hi — hi Btu/lb., 

[engine] 


the gross work for the ideal cycle as shown on Fig. 133. The ideal cycle 
net work is 

(73) IFcet = hi — hi hi — hi TTp Btu/lb., 

[cycle] 


where (Fig. 132) T7p = TF^i + = Ac - As, the tota] pump work. The 

heat added (Fig. 133) is 

Qa = hi — hs + hi — hi 

(s) Qa = Ai — As -j- Aa — hi — Wp Btu/lb., 

where Ac = As 4- TF,,. Thus, the thermal efficiency of the ideal cycle is 
TF„,t _ hi — hi + hi — hi — Wp 

^ ^ Qa Ai — As -k Aj — As — IFp 

In the absence of Keenan and Keyes Steam Tables, the pump work of the 
ideal cycle may be estimated (see § 190) as 

(t) TFp = Ac - As - Btu/lb. 


Rankine efficiency should be 3% or better for pi 1300 psig or more, but 
may be less if the reheating pressure is taken too low In fact, at unreason- 
ably and unlikely low' reheat pressures, the reheat efficiency is less than e 
Rankine efficiency (5). 

203. Regeneration. We obser\md in the Rankine cycle, and it is true m 
the reheat cycle just described, that cold subcooled a-ater » P biiscd into 
the hot water of the boiler, there to mb. irreversibly '[f 
some way could be derised whereby the water could be healed to bo ler 
temperatoo by a reversible interchaoee of heal w. h.n the system as he 
Eriion cycle « 90), this irreversible mbung would be f ' 

rmilting ideal cycle may have an efiic.eucy ns high as that of the Coni 

'■’a plan by which this heating of the water may be accomplished is shown 
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diagramraatically in Fig 134, in nhich the turbine rotor is surrounded by a 
hollow casing Lei the steam at the beginning of expansion be saturated 
(point 1, Fig 135) The feedwater from the condenser is to be pumped 
through the hollow part of the turbme casing (Fig 134), back to the boiler 



Fig 134 Regtnfralwe Cycle Diagram Fig I3S Perfect Regenet 

matie The working substance is the system alive Heating Pump work 

effects Ignored Smce curre 
1 2 IS parallel to 4 3, the 
changes ot entropy sb and mn 
are eiiual 

The condensate enters the hollow part in condition 3, Fig 135 On the 
inside of the casing is the steam just about to be exhausted m condition 2 
Now , as the condensate or feedwater mo\ cs along the casing tow ard the high< 
pressure end of the turbine, it picks up beat from the steam on the other side 
through a perfectly conducting partition Considering the history of a drop 
of w atcr w e may imagine this drop picking up heat at such a rate that it is 
ah\ aj s at the temperature of the steam opposite it on the other side of the 
casing This ts the re^c^slbIe manner of transferring heat Thus one 
pound of water will be heated gradually along 3-4 and at the same time one 
pound of the steam m the turbine will lose gradually a like amount of heat 
during expansion 1 2 Such heating is called regenerahie heating The 
water now enters the boiler in a saturated condition 4 Since the heat 
rejected during 1-2 (area I b-a 2) is equal to the heat supplied during 3^ 
(area m3-4n), and since this transfer of heat is simplj an interchange 
within the sj stem, these heat quantities do not enter into the expressions for 
work and efficiency Thus, the net work is XQ, where the heat quantities 
are those transferred to or from an external source Vi e may write 

ir„. = SQ = r,(*i - *0 - TiiSi - 53). 

Qa - Ti(s, - 8,) 

Since 5 j — S 3 IS equal to Si — sa (the curves 1-2 and 4-3 are parallel), the 
efficiency is the same as for the Carnot cycle. 
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The lesson from the Carnot cycle, Chapter 8, is that to obtain the best 
efficiency, heat must be added at the highest temperature. If all the heat 
cannot be added at the highest temperature, any step that increases the 
average temperature at which the system receives heat will result in improve- 
ment. That is what actual regenerative feedwater heating does — increases 
the average temperature at which heat is received from an external source. 

204. Regenerative Cycle. Even if the foregoing regenerative cycle could 
be practically approximated, it is unlikely that it would be used because of 
the low quality of the steam during the latter stages of the expansion near 
point 2, Fig. 135. The same effect of regeneration could be obtained by 
bleeding or extracting small quantities of steam at various points during the 
expansion, utilizing as fully as possible the energy of the bled steam rather 
than absorbing the required energy from all the steam. In this way, the 
major portion of the steam, that part which continues to expand and to do 
work, is not subjected to excessive condensation. Figure 136 shows dia- 
grammatically a regenerative cycle with three open heaters (O.H.). Figure 



Fig. 136. Diagrammaiic Layout for Regener- 
ative Heating. 



Fig. 137. Regenerative Cycle. 
The pump works (S-Bt, etc.) are 
considerably magnified. Mass of 
water heated: from G to 7 is 
(1 — mi — mj — mi) lb.; from 7 
to 8 is (1 — mi — mi) lb.; from 8 
to 9 is (1 — mi) lb.; from 9 to 10 
is 1 lb. 


137 is a representation on the Ts plane of this same cycle. To simplify the 
analysis, consider one pound of steam, which enters the turbine in state 1, 
having arrived there without loss from the boiler. After an expansion to 
state 2, OTi lb. (a fractional part of 1 lb.) is bled for feedwater heating. The 
remainder of the steam (1 — mO lb. continues to expand in the turbine to 
state 3, where another quantity of steam lb. is bled for feedwater heating. 
The remainder, (1 — Wi — in^) lb., continues isentropic expansion. At 
state 4, lb. is bled for heating, so that there is left in the turbine (1 — mi 
— m 2 — m 3 ) lb., which expands further and passes to the condenser. This 
weight of steam is condensed and the condensate is pumped to heater (1), 
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6 to Be, ^here it is heated from Bt to 7, Fig 137, by mixing iMth the m, lb 
of steam bled for the purpose and condensed from 4 to 7 Since the heater 
IS assumed to be an open heater, the m, lb of condensed steam mixes v. ith the 
(1 — mi — mi — mj) lb of condensate from the condenser, so that the 
amount of i%ater pumped, 7 to Bj, to heater (2) is (1 — wii — mj) lb In 
heater (2), this water is heated from condition Bj to condition 8, Fig 137, 
by the condensation of mj Ib from 3 to 8 Leaving heater (2) is (1 — mO Ib 
of water, which is pumped 8 to B» and heated from B» to 9, Fig 137, by the 
condensation of mi lb from 2 to 9 m heater (3) The one pound of water 
which now leaves beater (3) is pumped 9 to B» into the boiler. 



First wc shall find equations from which the fractional amounts of steam 
bled, rrti, mj, nit, may be found In so doing, we consider only the law of 
conservation of energy and we neglect the fact that the water enters the 
heater slightly subcooled, that is, we shall consider 6 and Be, 7 and Bj, etc , 
as coincident points For each heater, the heat added to the water is equal 
to the heat given up by the condensation of the bled steam Thus w c ha\ e 
Heat to water = heat from steam , 

(u) Heater (1), (1 — mi — m* — m,)(A 7 — he) = mjfAi — h), 

(v) Heater (2), (I — mi — mi){A* — hi) = m*(Aj — h»), 

(w) Heater (3), (1 — mi)(A» — h») = mi(As — h), 

where, by way of explanation. A* — Aj is the heat given up by the condensa- 
tion of one pound of steamfrom2 to9andmiis themass of steam condensed, 
hi — he ~ hi — Abs = At — A» — IS the heat required to heat one pound 
of water from 8 to 9 and (1 — mO is the mass of water involved Having 
found the various specific enthalpies at 2, 3, 4, 5, 6, 7, 8, and 9, we may use 
equations (u) and (v) and (w) in this order to find mi, mj, and ms 

Next observe that this regenerative cj cle may be conceived of as being 
made up of a series of Rankine cycles, 1-2-9-10, 2-3-8-9, S-l-T-S, and 4-5-6-7 
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As we have learned, it is easy to write direetl 5 ' the expression for the gross or 
engine work for each of these imaginary cycles, but we should note that the 
mass of steam involved in each of the imaginary cycles is not one pound. 
Referring to Fig. 137 for the mass involved in each case, we find that the 
work is 

(x) TT^„t = hi — h 2 + {I — mi)(h 2 — hi) + (1 — wii — mi){hi — hi) 

+ {1 — mi — Ttii — mz){ht — hi) Btu/lb. throttle steam, 

which is the work of the regenerative engine with three stages of regenerative 
heating. The net work of the cycle becomes 

(75) Tr„i = hi — hi -4- {I — mt)(h2 — hi) + (1 — OTi — mi){hi — hi) 

+ (1 — mi — OTj — mi)(h 4 — hi) — SlFp Btu/lb. throttle steam. 

The heat supplied from an external source to the ideal cycle is Qa = hi — hsi 
where hsi — hi + TT'^pi, Figs. 136 and 137. Notice that Wpt represents 
the pump work of the fourth feedwater pump. Thus we have 

Qa = hi — hi — IFpi Btu/lb. 

From 6 to 9, there is an internal interchange of energy which is not part 
of Qa, the heat supplied from an external source. The thermal eflHciency of 
the ideal cycle is the ideal work from equation (75) dhdded by Qa; thus 
we have 

_ _ TF [fromeq. (75)] 

(,6) e - 

The total pump work 21Fp may be found from the following if Keenan 
and Keyes Steam Tables are available: 

(y) STT''p = (1 — mi — m 2 — mi){hBi — hi) + (1 — mi — mi){hBi — hi) 

+ (1 — mi){hB3 — hi) + hBi — hi Btu/lb. 

of steam reaching the throttle. The indi\’idual pump works can be approxi- 
mated by a constant volume compression as before. For example, the 
pump work from pi to pi is 

(z) TFpi = hBi - hi ^ V^\ Btu/lb. 

^loreover, a satisfactorj' approximation for the total pump work STFp, since 
the total of this energy is not large, is that for one pound of saturated liquid 
pumped at constant volume from pi to p,; thus, 

(a) 2lFp == Btu/lb. 

At every extraction point. Fig. 137, there should be a break in the ex^pan- 
sion line and the saturated-vapor line (since it is plotted for one pound) 
to account for the departing steam. However, these breaks are not shown, 
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because thej generally confuse rather than elucidate The simplest 
plan then is to sketch the diagram as though one pound of steam nere 
in\oKed throughout, and indicate upon this diagram the weights miohed 
bctw een the \ anous points as in Fig 137 Although steam departs at 
\ariouS points during the expansion the remaining steam expands isen 
tropicillj Consequcntlj, we find the quahtj at each point on the expan 
Sion line just as though one pound expanded all the waj , the specific entropy 
is constant (Fig 137) 

8 i = «» = a* = «< = 8s 


If a point IS in the wet region as point 4, 84 - (s, — The student 

should obserxe carefullj the method of analysis of this regenerate e cjcle 
in order that he maj be able to set up the proper equations for an\ number 



Courtesy Babcock <t Wilcox Co \ w 1 ork 
Ftg 138 Saving m Heat Rate from 
Regenerative Heating These carves tre 
for the operating conditions shown They 
indicate that (or a particular number of 
heaters the saving is a maximum at a cer> 
tarn temperature nse of the feedwater for 
example, using 4 heaters give a maomam 
saving of about 12 3% of the corresponding 
Rankme cycle when the feedwater increases 
340°F 


of stages without further aid 
The cjcle just described would 
be termed an ideal regeneratne 
cjcle with three stages of feedwater 
heating Actual cj cles in use hat e 
from one to nine stages The 
number of stages used is purelj an 
economic matter The use of one 
stage results in a decided improte- 
ment in the thermal efBcienej (Fig 
138) and would justifj a relatitelj 
large expenditure for equipment 
The increment improvement due 
to the addition of a second heater 
IS not «o great as that due to the 
first heater with further dimmi-ih 
itig returns as additional heaters 
are added Four stages of feed 
water heating become profitable for 
pressures of 600 psia The eco- 
nomic number of stages increases 
as the initial pressure and tempera 
ture increase See Fig 13S 


205 Ideal Reheat -Regenerative Cycle In order to gam the adt antage 
of drier steam in the low pressure stages of the turbine and to gam the 
significant increase m thermal efficiencj that accompanies regenerative 
feedwater heating reheat and regeneration are often used together For 
illustration we have chosen a three-stage regenerative cjcle with reheat 
occurring at the first bleeding point A diagrammatic lajout is shown in 
Fig 140 and the Ts diagram m Fig 141 The various points of the two 
figures bav e corresponding numbers Let one pound of throttle steam be the 




Fig. 140. Diagrammatic Layout for Reheat- 
Regenerative Plant. The working substance is 
the system. 


Fig. 141. Reheat-Regenerative 
Cycle. The pump works (l-Bj, 
etc.) are considerably magnified. 
Mass of water heated: from 7 to 8 
is (1 — mt — mi — ms) lb.; from 

8 to 9 is (1 — mi — mi) Ib.; from 

9 to 10 is (1 — mi) lb . ; from 10 to 
11 is 1 lb. 
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unit of mass At point 2, nii lb passes to the open heater (3) and the 
remainder (1 — mO lb passes to the reheater Steam from the reheater 
returns to the turbine in condition 3, expands to 4, where m 2 lb of steam is 
bled for heater (2) From point 4, the remaining steam (1 — mi — mj) lb 
expands to point S, where m» lb is bled Finally, (1 — mj — m* — m 3 ) lb 
completes the expansion and is condensed to a saturated liquid at 7. The 
regenerative heating has already been described For each heater only 
enough steam is bled to heat the water to the temperature of the steam at 
the bleeding point. The heat added to the condensate m the first heater 



Fig 140 Reptaltd Fig 141 Repealed 


(1) IS (ht - Abt) Btu per lb of condensate, but the approximation As - Aris 
probably satisfactory Thus, equating energy quantities, w e have as before 
(Fig 141), 

Heat from steam = heat to Avater 

m,(hi - Ag) = (1 — mi — m* — mt)(k» — h), 
maCAi — Ag) = (1 — mi — m*)(Ag — A»), 
mi(Ag — Aib) = (1 — mi){An — At), 

from which values of mi, m*, and mj for the ideal cycle are obtained As 
before, we imagine this cycle to be composed of a senes of Rankine cycles, 
l-2-lO'll, 3-4-9-10, 4-5-8-9, and 5-6-7-S, Fig 141 Since tbe net work oi 
the ideal cycle is equal to the gross work W minus the total pump work 
we get 

(77) IF.., = ht - h, + (1 - - h.) + (1 - m, - - i.) 

-f (1 — mi — mj — mj)(As — — SlFp Btu/lb throttle steam 

The total pump work 2TFp is given by equation (y) of § 204 [but see equation 
(a)] for the three-stage heating The heat supplied to the cycle is 

(78) QA=hi- Aia -f (1 - mi)(As - AO - Btu/lb throttle steam 
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In equation (78), the term (1 — tni){h 3 — ( 12 ) represents heat supplied in the 
reheater. The thermal efficiency of this cycle is evidently 

Cbl ^ ^ [from eg. (77)] 

Qa [from eq. (78)] 

If a reader understands this analj^sis, he ^-ill be able to obtain proper equa- 
tions for any combination of reheaters and regenerative water heaters. 
A large turbine designed for one reheat and five extractions is shown in 
Fig. 139. 

206. Converting Mass into Energy. We have previously mentioned that, 
according to Einstein’s equation E — me-, the amount of energy equivalent 
to a mass of one pound is 39 X 10’- Btu, a misleading number because at 
this time we do not know how to convert and control more than about 0.1 % 
of a fissionable mass into energy, much less any other mass. If the process 
of using this energy from mass is via thermal processes or heat engines, the 
second law introduces certain additional limitations. Moreover, there is 
perhaps some law not yet formulated concerning the availability of mass for 
conversion into energy. The first observed fission of an atomic nucleus 
was in 1939. As a matter of interest, we may inquire briefly into the mech- 
anism by which power is obtained from fission of the atoms, and start by a 
review of some definitions. 

An atom is the smallest unit of a particular chemical element. An element 
is a basic kind of matter (such as o.xj’^gen and uranium, of which 100 have 
been found in nature or have been artificially created). The current 
picture of the atom, which is substantiated by imposing experimental evi- 
dence, is that it has a nucleus about which electrons (negatively charged 
particles) move, much as planets move about a sun. The electrons have a 
relatively small mass, so that practically all the mass of an atom is in its 
nucleus. The nucleus is composed of protons, which are positively charged 
particles, and neutrons, which are neutral particles, both of virtually the 
same mass. A normal atom of a particular element has a certain number of 
negatively charged electrons, which is the atomic number Z, moving about a 
nucleus in which there is the same number of protons (positively charged) ; 
so the atom is neutral. The atomic number identifies the element. The 
isotopes of a particular element have the same number of electrons and 
protons (the same atomic number), but they differ in mass because they have 
different numbers of neutrons. The total number of protons and neutrons in 
the nucleus is called the mass number A, which is the integer nearest the 
atomic weight. Thus, the atomic weight of the most common isotope of 
uranium is 238.07, and its mass number A is therefore 238, which is the total 
number of protons and neutrons in its nucleus. Uranium 235, the kind 
which fissions, has 235 protons and neutrons in its nucleus, but the same 
number of protons (and electrons) as U 238. To identify a particular atom, 
the following symbolization is used: 
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I X = chemical symbol of substance, 

A — mass number (of atom), 

Z = atomic number 

You recall that the atomic uetght of oxygen is arbitrarily taken as 16 by 
the chemist and since oxygen has three isotopes the \ aliie of 16 is the aver 
age value for oxjgen as it is normally found Since the physicist must 
distinguish between the isotopes, he has assigned the mass of 16 to the 
lightest and most abundant (about 99 8%) isotope (sO‘*), which results in 
atomic Heights of the other two isotopes of oxygen as 17 0045 (bO") and 
18 0049 (bO'*), and an average atomic weight somewhat greater than 16 
(16 0044) Thus the scale of relatne atomic weights as used bv the 
nuclear physicist is slightly different from the established chemical scale 
A few \ alues of atomic numbers Z and mass numbers A are 

Z A Z A 

Americium (Am) 95 243 Banum (Ba) 56 137 

Boron (B) 5 )0 Carbon (C) 6 12 

Cesium (Cs) 55 133 Ujdrogea (H) 1 1 

Krypton (Kr) 36 84 Lithium (Li) 3 7 

Nitrogen (N) 7 14 Oxygen (0) 8 10 

Plutonium (Pu) 94 239 Rubidium (Rb) 37 85 

Sodium (Na) 11 23 Uranium (U) 92 238 

By way of illustration we see from this tabulation and equation (c) that the 
physicists designation of uranium 238 is uranium 235 would be 

„U*» 

We obtain energy from a chemical reaction (combustion) as a result of a 
change to a new molecular structure The mass equivalent of the energy 
released (heat of combustion) is so small as to go undetected Nuclear 
energy is obtained (or consumed) when there are changes in the structure of 
the atom’s nucleus In particular we obtain energy by virtue of the 
splitting of an atom of a certain substance into two atoms which are two 
different substances called fission fragments (Energy is also obtainable 
from certain of the light atoms by a fusion process as m the hydrogen bomb ) 
There are only three atoms whose nuclei we are now able to spht with a 
resulting advantageous output of energy uranium 235 the rare isotope 
occurnng in nature -uranium 233, whidi is an isotope iormed when neutrons 
are captured by thorium 232 and plulontum 239 which is formed when an 
atom of uranium 238 captures a neutron 4Vhen one of these atoms sphts 
it changes into two atoms of different elements, and m order to produce 
energy, the stored energy (or mass) of ihe fission fragments must be less than 
the stored energy (or mass) of the ongmal atom Now we are using the 
words mass and energy m the same sense In other words, the mass which 
“disappears' on fission reappears as energy, in accordance with Einstein s 
equation 

The unit of energy used in nuclear physics is the electron volt (e\ ) which 
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165 are very rarely formed, the most likely ratio of the atomic numbers of 
the fragments being approximately 3 to 2 {85) 

A schematic picture of how a cham reaction can occur is show n m Fig 142 
If the first neutron n| fissions the nucleus Ni, there results the two high- 
energy fragments F and say the two neutrons n* and nj Possibly each of 
these neutrons fissions other nuclei Ni and N,, which in this illustration 
produces five more neutrons Then each of these fiv e neutrons are a\ ail 
able though not so likely, to fission fi\ e more nuclei At an> rate, there is a 
possible multiplication effect If on aierage more than one of the released 
neutrons fissions a nucleus, something will cientuallj burn up, or there will 


To Other 
Nuclei 
Perhaps 


ftg U2 Chain IteaeMn Explosive 

be an explosion when the multiplication rate is fast enough For a steady 
chain reaction the neutrons from one split nucleus sooner or later split one 
other nucleus which is the condition to be maintained in a reactor for a 
pow er plant in a steady state If less than an a\ erage of one released neu 
tron per fission splits another nucleus the reaction rate decreases To 
hai e a sustaining reaction there is also the matter of a criheaf mass, w hich 
we shall not go into except to sa> that if the mass is too small so man> of 
the emitted neutrons will escape before the> find a nucleus to spht that the 
average of future fissions becomes less than one fission per fission 

207 The Reactor. The present plan of obtaining power from atomic 
energy is to haxe a reactor in which the chain reaction proceeds to provide 
means of using the released energj for heating a working substance, and then 
to use the w orking substance in a heal engine There are a number of differ- 
ent reactors including the pressurized water tjpe, the boiling water type, 
the fast breeder, and the homi^eneous tjpc but space does not permit 
complete descriptions here The basic components of an} power reactor 
include 

1 Core A core of fissionable material m an amount greater than the critical 
mass IS nece«sar} 

2 Confrof rods Control rods are made of a material with a high afSmt\ for 
neutrons hen the^^e rods are full} inserted the} absorb a large proportion of the 
neutrons from fissioning and the rite of fissionii^ is reduced to a low i alue When 
the rods are entirel} withdrawn the rate of fissiomng accelerates The control 
rods can be automatical!} mo\ ed in and out to maintain the fis'ionmg at the desired 
rate Materials used include cadmium, boron and hafnium 
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3. Coolant. A coolant is used to pick up and cam’ away tlie energy released Ijy 
the reaction. 

4. Moderator. There maj’ or may not be a moderator, which is any .sulistance 
used for the purpose of slowing the neutrons to thermal energies. By thermal 
energy is meant energies of the order of those possessed hj gaseous molecules 
(0.025 ev), in contrast with the relatively very high cneigj (speed) which a neutron 
posse.sses on emission (2 mov). These very high-speed neutrons are not .so likely 
to cause fission as the slow neutrons; thus, to use as many neutrons as iiossihle for 
fission, we arrange to have them traverse a modeiator (carbon or water, for example) 
where they gradually lose energ}’, reaching a range of kinetic eneigy called thcrnial 
energy. A reactor which contains a moderator is called a thermal reactor; one which 
docs not is called a fast reactor, because it depends upon the high-speed neutrons to 
cause fission. 

5. Shielding. Shielding is used to protect life against the lethal radiation of 
gamma rays and beta particles (electrons). There are, of course, many other items 
involved, such ns pump.s, heat c.xchangcrs, and instillments, which arc not concerned 
with this discussion. 


A boiling reactor is shown in Fig. 14.3, in which the water ix-ithin the reactor 
serves as both a moderator and a coolant. The pi e«sures sliown are tj'pical 



Fig. 143. Boiling Reactor. The fuel is encased in "rods" (long slender cylindersl 
in this reactor, but sometimes it is incorporated in a circulating liquid. These rods arc 
supported in hexagonal zirconium coolant channels, which form a honeycomb pattern. 
The feature of this reactor is that the coolant channels extend above the reactor core. 
The resulting chimney effect improves circulation (and heat transfcrl. For about two- 
thirds of the length of the core, the water is subcoolcd (no steam bubbles), the conse- 
quence being that the reaction is not impeded by steam bubbles. 
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but illustrative only, and pressure and temperature drops are ignored m the 
following discussion The pnmary steam moves into the steam drums A 
and B at 600 psia, thence to the turbine, preferably via a superheating 
furnace (fired by conventional fuels), because turbines have a better effi- 
ciency w hen they are operated on superheated steam (§ SOS) In the upper 
part of the rcactoi, the water mil be saturated at the temperature of 
48G 21‘’F (Table VII), corresponding to COO psia If some of this water 
undergoes a throttling process (§ 182) to, say, a pressure of 350 psia, the 
result 13 a mixture of a little steam and much water, /i/eoo = (A/ + a;^/e)j 5 o 
This process is said to ^ash steam, hence, the name^asA tanl The satu- 
rated steam at 350 psia goes to the turbine, entering it at the stage where 
the pressure is 350, expanding to condenser pressure The 350 psia water 
at a saturation temperature of 431 72®F is pumped back into the reactor 
The reason for the extra paraphernalia of the flash tank, etc , lies in the 
fact that steam among the fuel rods reduces the transfer of energy because 
a particular volume of steam picks up less energy than tho same volume 
of water Hence, not so much steam can be generated if any of the space 
about the fuel rods is occupied by steam By throttling saturated water, 
which the reactor produces efficiently, additional steam, albeit at a lower 
pressure, is obtained (The throttling process is destructive of available 
energy and perhaps someone can devise a way to avoid it ) 

In practice, the plan is to provide most of the turbine governor adjustment 
on the 350-psia steam Then, if there is a demand for more power, tho 
governor allows more steam to enter the turbine from the flash tank which 
reduces the pressure in this tank somewhat, which results m a greater flow 
of water into the flash tank to provide the additional steam needed for the 
greater load In the meantime, the flow of COO psia steam remains more or 
less constant With a steady flow of the 600 psia steam, additional steam is 
not generated in the core, which action, if it happened, would reduce the 
output of the reactor just at a time when the load increases (88) Another 
mitigating influence is that the flash pump, in maintaining the water level 
m the flash tanks, pumps more subcooled w atcr into the reactor, this reduces 
the number of steam bubbles within the core, resulting m an increase of 
output of the reactor There are several other types of reactors 

The amount of electricity generated from nuclear reactors is expected to 
increase rapidly over the next several years One prediction is that by 
1980 about half of the newly installed electric power will be obtained with 
nuclear steam generators 

208 Closure. There are so many ways m which various ideas may be 
combined for the purpose of produemg power that there is no alternative but 
to understand the basic principles In this connection, a review of the dis 
cussion of the second law would be appropriate, notice the example of § 200 
The reader may have noticed that the power cycle w ith the nuclear reactor 
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utilized saturated steam and also that superheated steam is advantageous 
thermodynamically and practically. Because of the advantages of super- 
heated steam, it is reasonable to suppose that land-based nuclear power 
plants will use furnace superheaters if it continues to be infeasible to super- 
heat with nuclear energy. In other cases, in order to protect the turbine 
blades from erosion by the entrained water particles moving at high speed, 
the blades are surfaced with a very hard alloy, such as steUite. This 
shielding of the blades with hard material is also practiced now for those 
blades in the low-pressure stages subjected to wet steam. 

The advantages of high temperature have been emphasized. The 
highest steam temperature used in commercial power plants at this time is 
probably 1150°r. As an example of current ideas, the new Philadelphia 
Electric plant generates 275,000 kw, using steam at 5000 psi and, eventually, 
1200°F. There are nine stages of regenerative heating (feedwater tem- 
perature of 565°F) and two reheats, each to 1050°F. 

At least in the large units operating on modern cycles, there is an optimum 
initial pressure at which the heat rate is a minimum for a particular size of 
unit. This pressure for a 100,000-kw turbo-generator, one reheat, is about 
2800 psia {103). The reason for this phenomenon is not theoretical but is 
associated with the low initial volume at high pressures. The volume of 
flow can be too small for good efliciency. So, as the initial pressure is 
increased, a point is reached at which the theoretical gain in efiBciency from 
higher pressure is more than offset by the loss of turbine efficiency from low 
volume of flow. For a further reduction of heat rate at pressures above the 
critical pressure of steam (3206 psia), the units must be quite large in order 
to obtain adequate flow volumes. A 200,000-kw unit with two reheats 
does not show a minimum heat rate for pressures up to 5500 psia {103). 
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209. Introduction. The manner in which work originates in a gas or 
vapor turbine is: first the expansible fluid expands through a nozzle, during 
which process some of the fluid’s initial energy is converted into kinetic 
energy; then the issuing jet of high-velocity fluid passes across turbine blades 
which have been designed to change the momentum of the stream. The 
consequence of the change of momentum is a force (Newton) which does 
work turning the turbine shaft. This chapter covers the flow of expansible 
fluids through nozzles, omitting the flow of such fluids through flow meas- 
uring devices, such as venturi meters.* Since the approach is from the 
point of view of the energy relations, the reader should be informed that 
the general subject oi fluid mechanics says much more about the phenomena 
of flow. Moreover, this discussion does not cover the flow of nonexpansible 
fluids (liquids). 

Since we shall be dealing with both gases and vapors, this chapter pro- 
vides an excellent opportunity to clarify in your mind the differences in the 
methods of handling these substances. 

210. Flow through Nozzles. A nozzle is a device (open system) used for 
the purpose of guiding the expansion of a substance to a state where the 
kinetic energy of the substance is relatively large. There are two types, 
convergent-divergent nozzles (Fig. 144) and convergent nozzles (Fig. 145). 
They may have any cross-sectional shape to suit the application. Some- 
times the section is circular. The elements of the surface of the divergent 
section (Fig. 144) are generally straight, for convenience in manufacture. 
The smallest cross-sectional area of a convergent-divergent nozzle is called 
the throat (Fig. 144). The customary manner of proportioning a con- 
vergent-divergent nozzle is to determine the throat area, as explained later^ 

* See reference (1S9) for a thermodynamic treatment of this kind of flow. 
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to provide a well rounded entrance, to choose a nozzle length L, Fig 144, 
such that the flare of the sides of the divergent section is within good limits 
m accordance with experience "With respect to the flare, too large an 
angle 6, Fig 144, abo\e about 12-15®, results m excessive turbulence and 
consequent irreversibility The nozzle will be excessively long if 0 is too 
small, say, less than about 6“ 

A convergent nozzle with a short section of parallel elements Fig 145(b), 
tends to discharge a better formed jet than that in Fig 145(a) Convergent 
nozzles as used in turbines are common!} foil nozzles, that is thej are 
formed by stationary blades which are small foils 
Foraay nozzle, the shaft work IS zero II =0 The length of time that a 
particular mass of substance is within the nozzle is a small fraction of a 



Fig 144 Convtrgtnl Dtutrgtnt Na Fig 145 Convtrgenl Notiles 

lie The pressure drop per uait of leogUi 
18 not constant (See } ) 


second, therefore for practical purposes the flow is adiabatic The only 
pertinent energies are therefore the mtemal energy and flow work (enthalpj) 
and the kinetic cnergj K, as shown in the enei^j diagram of the system in 
Fig 144 Letting K = we have for steady flow, dK = —dh, or 

[ant rLTjip Q = 0, II =0] 


applicable to ideal or actual expansions when state 2 is the ideal or actual 
state at the exit section The initial v elocity Oi is usually difficult to deter- 
mine and sometimes it is negligible (Kj » 0), in which case^ 

(b) V, = [2g^ihi - A,)]!" = 223 8(A, - A,)>^, 

[OAS OB VAFOB Vl NBQUGIBLE] 

applicable to any expansible fluid, w here 2ggJ « 50 000 and (2g,J) 223 8 

These constants are convenient ones to memorize for current use As 
necessary, we use the conservation of mass equation (4), § 23, 

AiOi A*\J» 
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from which 

(C) fps, 


in which A sq. ft. is the cross-sectional area and v cu. ft. is the specific 
volume. Substituting the value of Ui from equation (c) into equation (a) 
and sohung for U 2 , we get 


^ r 2gJ(h,-h,) 

- LI - [-‘i.i'i/Gdxrx)]^] 

[gas or vapor, ideal or ACTUAL FLOW] 


where the states 1 and 2 are at any two sections 1 and 2, wherever taken. 
Comparing equations (79) and (b), we see that the factor 



cares for the effect of initial velocit}' and it maj- be kept in mind as a cor- 
rection factor appUcable to equations obtained later; p lb. per cu. ft. is 
the density. For circular channels, it ma 5 ' be convenient to note that 
A,/A^ = (D,/Dir-. 


211. Stagnation Properties. Stagnation properties, which will be useful 
in this chapter, are those which a moving stream of fluid would have if it were 
brought to rest by an isentropic compression. If a moving stream with a 
kinetic energj- K Btu per Ib. and enthalpy h Btu per lb. is brought to rest 
isentropicaUy, the resulting kinetic energy is zero and the enthalpy is ho. 
At the entrance to the nozzle (Fig. l-H), ho = hi f- Ki. Thus, we see that 
ho includes the effect of initial velocity. Refer to § 140, which deals with 
stagnation enthalpj' relath'e to a bodj' moAung in a fluid at rest. 

If the substance is a flowing vapor for which vapor tables are available, 
and if the state where the enthalpy and kinetic energy are h and K is defined 
(say, pressure and temperature in the superheated region), the properties in 
the stagnation state are easily found from 

ho = h fl- K or ho — h — K and So = s, 


which locate the state in the tables. If the substance is an ideal gas, the 
property relations of an isentropic process apply; repeated for convenience 
from § 70, 



The ideal gas equation of state applies, = RTo, where To is the stagna- 
tion temperature; p, v, and T in the foregoing equations are A-alues at any 
other state for which the entropy is the same and in which the kinetic 
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energy is K Since tih = for an ideal gas, ive have 

(e) c,(T. -T)-K or T. - T + 

In terms of stagnation enthalpy, the energy equation for a steady flow noz- 
zle IS obtained from equation (a) as 

(80) ho = hi + Ki, or u, = 223 8(A. - 

[OA8 OE VAPOR, » — C OF «e^(j0=01 

where K = hi + Vi^/(2goJ) Equation (80) is the same as equation (79) 
i\hen the initial velocity is significant and it is the same as equation (b) 
when Vi is negligible 

212. Mass of Flow through Nozzle. The mass rate of flow is computed 
from equation (4), 

(4) ta = — lb /sec , 


wheroufps, obtained from equation (SO), and I'cu ft per lb arevaluesata 
section whose area is A sq ft This equation may be applied at any section 
of the nozzle, but it is most often applied to the throat and exit sections 
The method of finding the volume = a* at any section depends upon 
whether the substance is an ideal gas or a vapor For an ideal gas in an 
iscntropic expansion, 

where pi and vi may be used in place of p» and to, because 
* Pil'i* = Pi"i* 

213 Example . Air Nozzle At the rate of 5 lb /sec , air at 200 psia and 60®F 
enters a nozzle witli negligible velocitj and expands isentropically to 15 psiv Deter- 
mine the final velocitj , specific volume, and the area of tiie exit section 
SOLUTION The final temperature is 

r. = ^ (520, = 

Using Ah = Cp AT, ae have fiom equation (80), 

u, = 223 8 V(0 24)(520 - 248) = 1810 fps 
The specific volumes are 

= Vi = (0 962) = 61 cu ft /lb 
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From equation (4), we get for jo = 5 Ib./sec., 


A2 


WV2 _ (5)(6.1) 
■02 1810 


= 0.01685 sq. ft., or 2.425 sq. in. 


214. Equilibrium Flow of a Vapor. When a vapor starts its e.xpansion 
in a nozzle from the superheat region, 
as at 1, Fig. 14G, and follows an isen- 
tropic path l-a-2, it should start con- 
densing at a where the process line 
crosses the saturated vapor line, and it 
should become progressively wetter as 
the expansion proceeds to 2. If this 
should be true (which it is not — § 221), 
the vapor-liquid mixture would at all 

times be an equilibrium mixture and 

. 111. -i-L • r'ff- Equilibrium Expansion. 

the expansion would be an equilibrium 

expansion. Hence, for internal equilibrium, conditions, 



Si = Si — (s„ — ytSjg)2, 

hi = (ho - 2 / 2 /j /„)2 and V 2 = {v„ ~ yiV/„) 2 , 


where si may be So if .stagnation properties are known. These equations, 
together with equations (4) and (80), give the solution to problems in which 
equilibrium conditions are assumed. 


216. Example; Steam Nozzle, Equilibrium Flow. Steam enters a nozzle with 
negligible velocity at 160 psia and dOO^F, flowing at the rate of 10 Ib./sec. If it 
c.xpands iscntropically to 10 psia, what should be the area of the exit section (process 
1-2, Fig. 146). 

SOLUTION. From the steam tables, 


hi = 1217.6 
St = 1.5908 
vt = 3.008 


s„2 = 1-7876 
S/„2 = 1.-5011 
h,2 = 114.3.3 


h /22 = 982.1 
= 38.42 
V/„2 = 38.4 


Si = S2 = 

h2 = 

V 2 

V 2 

A2 


1.5908 = 1.7876 - 1.5041j/2. y- = 13.05%. 

1143.3 - (0.1 305) (982.1) = 1015.1 Btu/lb. 

38.42 - (0.1. 305) (38.4) = .33.4 cu. ft./lb. 

22.3.8(/i, - / 12 )'/* = 223.8(1217.0 - 1015.1)i/2 = 3180 fps. 
wi'2 (10)(3.3.4)(144) 

U2 “ 3180 


= 15.1 sq. in. 


216. Variation of Velocity, Specifle Volume, and Area of Section of a 
Nozzle. It will be revealing to investigate the manner in wliich the velocity, 
specific volume, and section area vary as the pre.ssure drops rough ath 
nozzle, an investigation which may be made for cither a gas or vapor. The 
method of procedure for a gas is as shown in detail in § 21.3, those calcula- 
tions being repeated for .several different ;j;’s. Tlie an.swers arc tabulated 
below Fig. 147, in which the values are plotted. 
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The most notable feature, true for vapor as well as gas nozzles, is that the 
area decreases to a rtiuiimuin, already named the throat and then increases, 
that is, the nozzle must be converging diverging Since w is the same for all 
sections, the A/w curve would look like the A curve, Fjg 147, then since 



Fig 147 Spteific Vclumt Area an4 v/v Plotted Against Pressure Vapors and 
other gases Aowuig through nozzles have attributes quite similar to these eurres plotted 
for air Observe that the velocity may be very large the maximum m this case being 
1810 fps ~ 1269 mph It is apparent that the nozzle for this expansion must have a 
convergent portion followed by a divergent portion This illustration is plotted for a 
uniform pressure drop (abscissa) However, the pressure drop in the nozzle is not 
constant per unit length of nozzle There is no reason for it to be 


Pr 

Psia 

u, 

Cu It/]b 

Vt 

Fps 

M 

Sq m 

w/Ai* 

200 

176 

0 962 
1069 

483 

1678 

466 

160 

1 18 

700 

1212 

693 

126 

1346 

887 

1091 

669 

106 

1 SIS 

1020 

1070 

673 

100 

168 

1060 

1072 

671 

60 

2 69 

1431 

1302 

663 

26 

4 24 

1676 

1821 

395 

16 

6 1 

1810 

2 426 

297 


*^a a»q ft 


A/w = v/v theia/A = v/t» curve naturally moves to a maximum and then 
down The rea‘=ion that these curves move as they do is that m the early 
part of the expansion the velocity increases at a greater rate than the 
specific volume but later the specific volume increases at the more rapid 
rate Study the curves 
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Note that it is necessary for the area to increase after the throat section if 
the expansion (volume increase) is to continue. In the tabulation of Fig. 
147, the minimum area is 1.07 sq. in. at pz = 106 psia. If this nozzle, cut 
off at the throat section, should discharge into a passage of 1.07-sq. in. 
area. Fig. 148, there would be no further expansion, and in the absence of 
friction and heat the air would continue to move in this passage at a pressure 
of 106 psia and v = 1020 fps for an indefinite distance. If the pressure p: 
at the end of the pipe B, Fig. 148, is less than 106 psia, there is a sudden, 
uncontrolled expansion and the air leaves the pipe in a chaotic condition, 
the degree of chaos increasing as the pressure drop increases. If the pressure 
P 2 were 100 psia, that is, any pressure a little lower than 106, much of the 
acquired kinetic energy could be con- 
verted into work in turbine blades. 

On the other hand, if the pressure p 2 
were 15 psia, the confusion in the 
stream would be so great that much of 
the acquired kinetic energy would be 
lost in internal friction before it could 
do work on turbine blades. When the 
expansion is guided, as suggested by 
the dotted lines at B, not only is the 
kinetic energy acquired at C conseiw^ed, but additional kinetic energj" is also 
generated during the further expansion, all of which is available for work on 
turbine blades. 

Now suppose that the pressure p 2 is greater than 106 psia, say, 175 psia. 
Then in the absence of friction, this pressure would build up in the pipe line 
theoretically to the section C ; that is, p, would be 175 p.sia. If this should be 
true, the velocitj' acquired at C would be 483 fps (instead of 1020 fps) as 
.shown in the tabulation under Fig. 147, but to obtain the same flow w, the 
area at C would have to be increased to 1.578 sq. in. See also § 223 and 
Fig. 151. 



Fig. 148. The properties of the fluid 
do not change from, saj, C to D. 


217. Critical Pressure in a Nozzle. Since the pressure at C, Fig. 148, 
tvill not go below pi = 106 psia, called the critical pressure, the conditions 
at the throat deserve further studJ^ Let us find an equation for w in terms 
of the properties of an ideal gas and study the result. First, we have the 
following transformations: 


(£) 


U: = 223.8(/!<, - /!:)■'- = 223.8[cp(7’<, - 7'j)]'^= 
= 223.8 


CpTo I 


(-S)]'' 

= 223.8 {c,r.[l -(g) 


[ideal gas] 




fps. 


[roEAi, c.AS, * = Cl 
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^\he^e 223 8 = ■\/2^ Using this equation and vt = (}iTB/p„)ipa/pt)"‘ 
from equation (f) in ui = Av/p, ne find 


(h) 


. 993 S IS! 


-fenF’ 


IlDEAI. GAS, S = C] 


Mhich IS the mass of ideal gas floning isentropically across a nozzle section 
of area At where the pressure is p* If u is plotted against pj/p« ivith all 
other terms constant, the curve Oba, Fig 149, is obtained Thus, for a 
particular nozzle with At constant, the value of w from equation (h) has a 
maximum value at b, a value which occurs when 


(r-fe) 


<*+!)/* 


IS a maximum, and the pressure pj, which makes this term a maximum, 
can be found by equating its differential with respect to pt to zero, thus, 


d[(p,/p,)»/* - (pi/p,)(*^»^*l 
dpi 


■■ G?) (0 - Ct^) C-t^) 

from which 


(rlr) 


Since T,/Tt - ipt/po) equation (81) yields 

(!) I. -C 0,9,1 

The pressure at the throat p, is called the cuheal* pressure and can be pre- 
dicted for an ideal gas m an ideal expansion (and quite closely for any 
gaseous expansion) by equation (81), the ratio pt/p, is the critical pressure 
ratio, Tt in equation (i) is the temperature at the throat after an isentropic 
wiJi’f-ia fed 

he concludes that A vanes with the pressure ratio function m the brackets 
The differential of the bracketed terms equated to zero yields the condition 
of minimum area, which is the same as equation (81) In other words, the 
section of the critical pressure and the section of minimum area coincide 
which IS what you had no doubt already concluded This being so the 
mass of flow is govern d bu the area of ike throai (and also the initial state). 


The word critical is overworked 
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the size of the sections of the nozzle subsequent to the throat are irrelevant 
to the mass flowing. 

As was pointed out in connection with Fig. 148, the pressure will not fall 
below Pi in a nozzle that has no divergent section; therefore, the dotted 
portion of the curve bO of Fig. 149 is a 
physical impossibility; the flow rate does 
not fall off as the pressure goes below the 
critical pressure pi, but remains constant, 
and is represented by cuiwe abc, Fig. 149. 

Summarizing, we may say 

1. The flow is less than the maximum attain- 
able if the final pre.=sure is greater than the 
critical pressure pi, and 

2. The flow is the maximum for all final pres- 
sures equal to or less than p,. 

The final state defines the area of the 
final section. If, in the tabulation of Fig. 

147, the final pressure is 25 psia, the area of 
the e.xit section should be 1.821 sq. in., as 
seen in the tabulation; if the final pressure 
is 50 psia, the exit area should be 1.302 sq. in. In both cases, the dis- 
charged mass would be the same. 

Because the use of equations (g) and (h) conceals some thermodynamic 
fundamentals, the student is advised to avoid them except for special studies, 
such as in this article, and except for the purpose of deriving special forms of 
equations for repeated applications to particular situations. 

218. Values of Critical Pressures. Obsendng that the curves for A and 
V/v, Fig. 147, do not change abruptly at the critical pressure, we correctly 
conclude that the throat area is not sensitive to the true value of the critical 
pressure; that is, k in equation (81) may vary somewhat from its true value 
without significant effect on the nozzle design. For this reason, equation 
(81), which strictly applies to an isentropic expansion, is commonly used 
for computing critical pressures. The actual expansion is practicalh’ 
adiabatic, and because a correctly designed and well-made nozzle is highh' 
efficient, the expansion is onlj' slightly irreversible. For ideal ga.«es with 
k = 1.4 (which means diatomic gases at temperatures not too far from 
atmospheric), the critical pressure is 



The critical pressure of air for an initial stagnation pressure of 200 psia is 
(0 53) (200) = 106 psia (see Fig. 147). For k = 1, the critical pressure ratio 



Fig. 149. Discharge from Noz- 
zle. The curve Oba is for a con- 
stant area A- of the exit section as 
obtained from equation (h). 
Curve abc represents the actual 
discharge, which reaches a maxi- 
mum at the critical pressure ratio 
pt/pi and then remains there along 
be. Curve abc represents equa- 
tion (h) when A. is allowed to vary 
so as always to correspond to p-. 
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IS 0 606, for fc = 1 67, pt/pa = 0 487 Note the relatively small vanation 
Other values in common use are 

Superheated steam, *=13, = 0 545pi, 

Supersaturated steam, * = I 3 p» = 0 545pi, 

[siODERATZi PRESSUBES] 

Wet steam A = 1 13, p, = 0 58pi 

Keenan and Keyes gives values of k for superheated steam 

219 Throat Velocity If equation (g) ts applied to the throat section, 
Pi = Pi, ^^e obtain an expression for the throat velocity Talte these steps 

1 Substitute pi /pa fr om (81) into equation (h) and simplify, 

2 Substitute ■\/2gJ for 223 8 

3 Substitute for Cp = Rk/\J{k — I)], nhich is equation (26), § 61, and 
simplify, 

4 Substitute for T, its value from equation (i), Ta = (k + l)r(/2,and 
simplify to find 

(k) V, = {gAItT,)'" = Wprt'" - (^)'” fP». 

nhere pi " 1/vt lb per cu ft is the density and piVi = RT, The velocity 
given by equation (k) is the some velocity or the acoustic velocity (RIach 1), 
winch 18 the velocity of sound m a gas whose specific gas constant is R ft-lb 
per lb'®R, whose Cp/c, — k, and whose temperature is Ti Perhaps you 
recall from your physics that Laplace found that the velocity of sound in a 
gasisu, = (gadv)''^ where/3istheisentropic bulk modulus and I'lsthespecific 
volume of the gas By definition, the bulk modulus is the pressure (stress) 
change dp divided by the accompanying volume change per unit volume 
(strain) dv/v, or 



where the negative sign lecogniics that the volume decreoscs as the pressure 
increases To get dp/dy for an jsentropic process of an ideal gas differenti- 
ate pv^ = C and find —dp/{dp/v) = pk = p Then substitute pk for p in 

u. = ig^Pf)^* = 

the velocity of sound m a gas This expression is seen to be the same as 
the second form m equation (b) It is often convenient to express velocities 
in terms of Mach numbers M, which is the ratio of the actual velocity of the 
substance (or of a body in the substance) divided by the velocity of sound in 
the substance, that is. 


(m) 


“ “ V. tojtpo)''’ 
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Mach numbers greater than unity are supersonic velocities; Mach numbers 
less than unity are subsonic velocities. We note that in a convergent noz- 
zle, the velocity of the substance is always subsonic; in a convergent- 
divergent nozzle, the velocity is M < 1 up to the throat, Mach 1 at the 
throat, and M > 1 in the divergent part. 

220. Example: Throat Size. What should be the throat area for the steam flow 
defined in the example of § 215; that is, pi = ICO psia, = 400°F, pz = 10 psia, 
10 Ib./sec., isentropic process? 

SOLUTION. The throat pressure for superheated steam (from § 218) is 
Pi = (0.545)(160) = 87 psia (nearlj’). 

Taking values from the steam tables for 87 psia, we find 


Si = s, = 1.5908 = 1.G139 - 1.1532/,, or y, = 
h, = 1184.6 - (0.0199)(896.5) = 11CG.8 Btu/lb. 
Vi = 223.8(1217.0 - 116G.8)'/" = 1592 fps. 

Vi = 5.055 - (0.0199)(5.037) = 4.95 cu. ft./lb. 


(10)(4.95)(144) 


= 4.47 sq. in., 


1.99%. 


which is the necessary throat area to pass 10 Ib./sec. of steam in an ideal expansion. 


221. Supersaturated Flow. As previously mentioned, the time that it 
takes for a particular molecule of substance to pass through a nozzle is 



(a) Ts Plane (b) hs Plane 

Fig. ISO. Ideal Supersaturated Flow. 

short (of the order of 0.001 sec.). Therefore it should not be too surprising 
that condensation does not start at a, Fig. 150, where the expansion lino 
1-a-c crosses the saturated vapor line. Instead, the steam remains a vapor 
until some point c is reached when condensation suddenly occurs. Such 
steam as that between a and c is called supersaturated steam and the slate 
of this steam is spoken of as a mclastable state, meaning that it would take 
more than a very small action to cause the steam to achieve internal equi- 
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librium states along ac — saj , an action as big as a spray of 6ne water drops 
into the stream ahead of point o (not that this result is desired) The actual 
pressure at the supersaturated state c is p», Fig 150, but the saturation 
pressure corresponding to the temperature is Pi [Fig 150(a)] nhichisthe 
pressure that would ha\e existed at c if an equilibrium expansion had 
occurred to U The ratio of these pressures, Pk/pi, is called the degree of 
siipersaluration or siipersaturalton ralio 

A number of studies haxe been made as to the limit of supersaturation 
states, a limit named the ll’t/son line (Fig 150) Bmme and oods (lOI) 
located the Wilson line through the points p = 3 5%, p = 10 psia, and 
j/ = 2G%, p = 5 psia Yellott and Holland locate the Wilson line at 



approximatelj GO Btu below the <aturate<l \apor line on the Mollier dia- 
gram, that IS ac, Fig 150 (b) is equal to about 60 Btu jou would 
expect, this «o-called line is Actually a region, condensation does not begin 
at a precisclj predictable point 

Supersaturated steam is denser than steam m equilibrium at the same 
pressure The a elocity of supersaturated steam is less than the % elocit> of 
steam in equilibrium, both haa iiig expanded from the same initial condition 
Since the densitj increases bj a lai^r percentage than the xelocitj decreases 
there will be a greater dischai^c (ir — lu/i — A\-p) when the steam is 
supersaturated than ailien it ism equilibrium Because of this phenomenon 
the discharge coefficients are sometimes greater than uuitj that is, the 
actual discharge is sometimes greater than that computed for an ideal 
egui^ibnum flow (§ 235) 

The ideal expansion of supersaturated steam is found to be closelj defined 
by pt-* = C, where ^ = 1 3 in the region of moderate pressures From the 
energj equation (17), § 42, Tds = dh — i dpfJ for a reversible proce<5s 
and for ds = 0, we have dh ^ v dp/J, and the integration of t dp can be 
made for a known pi relation This integral with pi^ = C has been used at 
various places in this text equation ^8) and below, § 70, equation (t), 
§ 73, equation (f), § 113, etc SincedA. = —dh from equation (a), we have 
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dK = —V dp in foot-pound units and 



[SUPEHSATURATED STEAM, SUPERHEATED STEAM, IDEAL GAS] 

the velocity of supersaturated steam (or of an ideal gas) after an isen- 
tropic expansion when the integration is made from the stagnation state, 
K 2 = AK = 'U2V2fi'o ft-lb. per lb. If we use pi and Vi in equation (82) in 
place of p„ and Vc, then the correction factor I for initial velocity, [equation 
(d)] should be used when the initial velocity is significant. Equation (82) 
applies to any reversible expansion where py*- = C (or pv" — C), which of 
course includes the ideal gas. It would be easy to show that equations (82) 
and (g) are identical. Equation (82) may also be applied to superheated 
steam over a moderate drop in pressure when the corresponding average 
value of k is used. Supersaturation is likely to persist to beyond the throat 
even though the steam initially has very little or even no superheat. 

The procedure in solving problems for an ideal expansion of super- 
saturated steam would involve computing 



where Vi (or Vo) is taken from the steam tables for pi and <1 (or po and Q, 
computing ^2 from equation (82), and then using w = Av/v lb. per sec. 
The throat pressure in a convergent-divergent nozzle is as given in § 218. 

Our knowledge of the flow of steam in converging-diverging nozzles is not 
all to be desired, and space is short here. For the purposes of this course, 
you may assume that the mixture of water and vapor leaving such a nozzle 
is in an equilibrium state (if it is more than GO Btu below the 100 % quality 
line on the Mollier diagram, § 223). 


222. Example: Supersaturated Flow. On the bn=is of supereatuiation, find the 
throat area of a nozzle for the conditions given in §§ 21.5 and 220; pi = ICO psia, 
ti = •100“F, P 2 = 10 psia, 10 lb. /sec., iscntropic process, Ui « 0. 

SOLUTION. From §§ 215 and 220, i\e take the data: Ci = 3.008 cu. ft., p, = 87 psia. 
Then 


V, = t’l 



= 3.008 


(f)''" 


4.81 cu. ft.. 


which is observed to be smaller than for the equilibrium flow (4.95 cu. ft. in § 220) 
even though the steam is barely across the saturated vapor line. From equation 
(82), lie get 


1(2) (32.2) (I CO X 1 44) (3.008) (1. 3) 
^‘= 1 “ 


['-(S)'’'"]1‘ 
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or u, = 1590 fps For 10 lb per sec , 


, ^ tw, _ (10)(4 81)(144) 
V, 1590 


= 4 36 sq in 


This IS a better answer than the one in § 220 (4 47 sq m ) The difference between 
the answers would ha\e been greater if the expansion had been farther below the 
saturated vapor line As a matter of interest we might note that if this much area 
were needed m a small turbine it would be divided among several nozzles 


223 Overexpansion and Underexpansion If the exit section of tne 
nozzle IS too large overexpansion occurs, that is, the substance expands to 
some pressure below the pressure in the discharge region and then rises to 
the discharge pressure If the exit section is too small underexpansion 
occurs, that is the pressure at the exit section is greater than that in the dis- 
charge region and as a result there is a free and turbulent expansion after 
the substance leaves the nozzle Although cither overexpansion or under- 
cxpansion results in a loss of available energy such operating conditions 
cannot be avoided at times because of the necessity for varj mg the output 
the steam turbine is not always producing the same power the turbo jet 
engine is not always exerting the same thrust 
The curves in Fig 151 arc for a convergent divergent nozzle 10 m long 
and show what happens to the pressure m a steam nozzle for various back 



A/Ur Btnnte and Woods (101) 

Fig 151 Effect of Vargtng Discharge Pressure 

pressures The nozzle is designed for a p* — 0 20p, (closel) ) The throat 
pressure IS nearly 0 55po Notice that when the back pressure is p 2 = 0 81p, 
there 15 no effect on the throat pressure and therefore no effect on the 
amount of flow The same amount of steam ts discharged from, this nozzle for 
Pi = 0 81po as for pi - 0 20p, (The difference between this case and that 
discussed m connection with Fig 148 is that there is a div erging channel 
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after the throat in this instance, thus permitting further expansion.) The 
cur\-e for 0.82 indicates that the back-pressure effect has just reached the 
throat at a. For = 0.83p„, the flow through the nozzle is definitelj' less. 
For all final pressures greater than 0.82p„, the prassure falls to a minimum 
near the throat and then rises to the discharge pre.«sure, as for p 2 = O.STp,,. 
The break be in the curve, Fig. 1.51, is where condensation occurs in the 
supersaturated steam at b. This phenomenon is seen to be accompanied 
by a small pressure jump. Notice that even when the back pres.sure is 
0.47po (nearly as much as the throat pressure), the steam expands (to/) in 
accordance with the increasing area of the channel through as much as 80% 
of the length of the nozzle. Where the back pressure is much greater than 
the design exit pressure, there is a shock wave somewhere beyond the throat, 
where the velocity is supersonic before the shock and is subsonic aftenvards, 
as at de, Fig. 1.51 ; and as the substance passes through the wave, there is a 
sudden pressure rise, as seen in the various curves of Fig. 1.51. 

224. Losses in Nozzles. The nozzle efficiency Cn is defined as the actual 
kinetic energy of unit mass at discharge divided by the ideal kinetic energy 
per unit mass, each measured to the same final pressure. Let 2' be the 
actual final state. Figs. 146 and 1.52; then 

_ Kv _ K- At' _ 

^ “ Nt “ {ho - ho). {hi - At), -h Ki 

where the subscript s is a reminder of con.stant entropy; Ki = Vi-/{2gJ). 
In a convergent-divergent nozzle, Ki is nearly alwaj's relatively negligible 
and can be omitted; this is also true when there is a substantial e.xpansion in 




Fig. 146. Repeated. Fig. 152. Gas Expansion. If Vi = 0, state 

1 is the same as the stagnation state. 

a convergent nozzle. If the nozzle fils the expansion, the efficiencies are 
high, ranging from some 92% for long convergent-divergent nozzles to 
98-99% for convergent nozzles. The cfficienc\' of convergent-divergent 
nozzles up to the throat is similarly some 98-99% for well-made onc.s. 

The nozzle coefficient or velocity coefficient 7j„ is the ratio of the actual 
velocity divided by the ideal vcloeitj'. 
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( 0 ) 


■Uj _ — fct)]*'* r~ 

“ -0* W{K - A,).)*'* “ 


Engineers experienced m this phase of design know from past experience the 
approximate nozzle efficiency or nozzle coefficient to expect under certain 
circumstances, and this knowledge can be used for the purpose of computing 
/i 2 from equation (n) or (o) Notice that the actual % elocity is now given by 

(p) va = - A,)!*" = fps 

Similarly, any equation giving v* may be multiplied by ij, = to get vt 
Another approach to the actual velocity for a gas or superheated steam or 
supersaturated steam is to assume that the actual expansion follows a relation 
pv” = C (Review § 71 now ) Since this is an irreversible process, we are 




s 


Fig 1S2 Repeated, 


not justified m using AA ® If dp for p>" = C However we may arbi- 
trarily ask ourselves what value of m m the exponent of the pressure ratio 
pj/p. in equation (82) would yield the actual velocity at 2', and find the 
answer from the following equality 


Vi = \/elvt 



The m is not substituted for k m front of the brackets for two reasons, first, 
by comparing equations (82) and (g), we see that these k’s are involved in an 
ideal gas relation, Cp * kR/[J(k — 1)] and second it is easier this way 
Thus 

« (r"'" 

from w hich one may find a value of m for a known efficiency It is all right 
to use Pi instead of p« m equation (r) 
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The shaded area in Fig. 146 represents the lost work due to the irreversi- 
bilities in the nozzle. In either Fig. 146 or 152, the lost work is hv — hi. 
Irreversibility is present not only because of the normal fluid friction on the 
sides of the nozzle and on itself, but also in the case of steam because of the 
sudden change from supersaturation to equilibrium, and if water particles 
are present, because of the different velocities of vapor and water. The 
vapor overtakes and impinges upon slower water particles. These impacts 
are irreversible. In Fig. 146, the area under 2'-h represents the further loss 
from turbulence as the steam passes over the blades; some point b represents 
the condition of the steam leaving the turbine stage. 

226. Coeflacient of Discharge. The ideal rate of flow is related to the 
actual rate of flow through a nozzle (or other flow device, such as an orifice) 
by a coefficient of discharge ijj, defined as 

, , _ actual mass of flow per unit time 

^ ideal mass of flow per unit time 

The value of this coefficient can be determined by test on a particular device. 
Also, it can be estimated, sometimes with considerable accuracy, from past 
data on similar devices. 

In the case of the flow of supersaturated steam through nozzles, there is 
some confusion as to whether to compute the ideal flow [the denominator 
of equation (s)] on the basis of equilibrium flow or on the basis of super- 
saturated flow. Hence, one should always specify which basis is used. 

226. Estimated Actual Volume. For most practical purposes in adiabatic 
expansions, it can be assumed that the actual volume at some pressure pi is 
equal to the ideal volume after an isentropic expansion, unless the efficiency 
during the expansion is much lower than it normally is in a nozzle. Perhaps 
in converging-diverging nozzles, the use of the calculated “actual” volume 
at the exit may be worth while. At any rate, methods of computing w are 
given below. This volume is needed in order to be consistent in the con- 
tinuity equation, because inw' = A 2 'V 2 -/w 2 ', the values must be simultaneous 
ones. 

(a) Ideal Gas. If the substance is an ideal gas, equation (n) for the 
efficiency may be written 

ho — hi' _ Cp{To Ti') 

" ho - hi - Cp{To - Ti)’ 

from which Ti' can be computed for a known or assumed efficiency. Then, 
given pi> = Pi, we get = RTi'/pi. Or, if the exponent in pu*" = C for 
an irreversible adiabatic is known, vv = Wi(pi/p 2 ) 
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(6) Equilibrium Flow If a vapor expands through a nozzle m equi 
libnum, the efficiency equation (n), 


h. 

ht 


can again be used to compute kt at any desired point 2' Now with hi 
and Pi = Pi, we may determine all properties at 2' from the vapor tables 
If point 2' 13 m the i\et region, the netness is computed from 


hi = (hg - yihfg)i, then vi = Vg - yiV/g cu ft /lb 
(c) Supersaturated Flow. The easiest way to compute the actual volume 
during a supcrsaturation flow is first to find the value of m from equation 
(r) and then determine vi = This is the same thing as com- 

puting Vi from CnipiVi — piVi) = ptvt — p,v, 


227 Example Compute the actual flow through the nozzle of § 222, BUper- 
saturateii conditionsv if the efficieory up to the throat is 98% What is tie coeSi- 
cient of discharge? The data are pi ■ 160 psia, h « 400'r, p, = JO psia, initial 
velocity negligible 

SOLUTION From § 222, we have p, * 87 psia Pj ■ 3 008 cu ft /lb , v, ■ 1590 fps 
and 4 36 sq m Letting il ~ 1 3, and using equation (r), we get 

ODSH - - 1 - 


The value of the bracket on the left was found in § 222 as 0 131 Simplifying and 
using the log log scales on >our slide rule find (m - l)/?n > 0 22G and m « 1 29 
Then 




4 82CU ft /lb 


A,v, 


(0 98)‘^>{1690) 
(4 30)(1570) 
{144)(4 82) 


* 1570 fps 
9 88 lb /sec 


This mass will pass across the exit section of the nozzle m accordance with the 
general indications of Fig 151 The coefficient of discharge based on supersatura 
tion IS jji = 0 88/10, or 98 8% (The computations for a problem like this should 
be made with logarithms and a calculating machine ) 


228 Diffuser. A diffuser receives a fluid at a (relatively) high velocity 
and discharges it at a higher pressure and lower velocity — the reverse of the 
nozzle process That is, some of the initial kinetic energy, which is 100% 
available, is used as the w ork of compression The same conditions, 0 = 0 
and W = 0, are applied to diffusers, Fig 153, to get the same energy relation, 
equation (a), 

Vi* 
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except that often the final velocity 032 (and 2 ^ 2 ) is neghgible. Letting = 0 
and integrating /y dp = JQ 12 — hi) for py *= C as before (Fig. 18), we get 

(t) iJr = (Po*'. - PiVi), 


where p„ is the stagnation pressure, which is virtually equal to the discharge 
pressure when the final velocity is relatively small. The manipulation of 
this equation is left to the reader inasmuch as the forms which it may take 
will parallel those for a nozzle. We are able to maintain a fine control over 
the e.xpansion process in a nozzle, with the result that the efficiency is high 
(see Chapter 6). But if the initial velocity is high, the efficiency of a diffuser 
wiU be less than that of a similar nozzle, because of the greater turbulence 
in the diffuser. The venturi is quite efficient because the pressure change 
is small. Let the critical pressure ratio be pi/pi, defined by equation (81); 
then by way of comparison: 


Nozzle 


IfHl< 

Pi 


Pi 

7 

Pi 


U 2 > sonic velocity, converging- 
diverging nozzle. 


IfH2>£‘, 

Pi Pi 

U 2 < sonic velocity, converging 
nozzle. 


Diffuser 

IfE2>£' 

Pi Pi \P2 Pi/ 
vi > sonic velocity, converging- 
diverging diffuser. 


If£<£, 

Pi Pi 

Ui < sonic velocity, diverging 
diffuser. 


In each instance, pi is the initial pressure and pi is the final pressure. Since 
the actual process is an irreversible adiabatic, an appropriate value of m 
in py” = C can be found after the manner explained for the nozzle. It 
is convenient to use a diffuser efficiency e^, (Fig. 153), 



(u) 


ej = 


(h^ — hi), 
hi’ - hi ’ 



in which, strictly, states 2 and 2' are stagnation 
states, ideal and actual. Thus, the initial velocity 
necessary to compress to a state 2' is 


u( = [2gJ(hi’ - hi)Y'^ 



Fig. 1S3. Diffuser. where 1-2 is an isentropic path. 


229. Ejector. The diffuser is also an integral part of the injector or 
ejector. These two terms are applied to essentially the same instrument. 
The operation of an injector or ejector is as follows: Steam enters the usual 
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type of divergent nozzle at A, Fig 154 At fi, the pressure is low and the 
velocity 13 high The low pressure ui the r^ion B causes the gas or liquid 
to be sucked into the device, and the momentum of the fast-raoving jet of 
steam carries the substance into the diffuser (through C) where the velocity 
decreases and the pressure increases until the e\it section B is reached 



fa) fl>) 


Fig ISi Ejector. AB is a steani nozzle, BD is the difiuser Substance being 
pumped enters at C The injector, used as a feedwater pump, is similar to this device, 
and it pumps the water to a higher pressure at D than exists at A 

Ejectors are commonly used to nd evacuated spaces (steam condensers, for 
example) of noncondensablo gases such as air, and also as pumps, called jel 
pumps, m \acuum refrigerating systems A single-stage ejector can main- 
tain a vacuum of some 20 m Ilg, two-stage, up to about 29 3 in Hg, three 
stage, up to 20 9 in Hg, and a four-stage ejector can maintain absolute 
pressures of the order of 1 mm Hg Since the thermal efficiency of the 
ejector is low, rotary or reciprocating pumps are generally preferred except 
where large volumes of gases or vapors are to be bandied 


230. Closure One of the most commou errors made by students is in 
the units of A and p, which should be square feet and pounds per square 
foot, respectively, unless conversion constants are used or unless the units 
cancel, as in a ratio (pj/pO 

Rfaybe the reader has w ondered about “ the velocity ” of a stream flowing 
in a channel, inasmuch as there are different velocities at different points 
Thus, w e have been obviously thinking of the velocity as a mean or average 
value, otherwise computations of to from w — Av/v are meaningless 

Looking through the literature, you will find many different equations 
which purport to give the mass flow through a nozzle under certain circum- 
stances Nearly all the useful ones can be denved from equation (h), p 
262, with possibly the inclusion of a coefficient of discharge If you like 
mathematical problems, it will be fun to simplify equation (h) for particular 
conditions For example assume that maximum flow occurs, that is, that 
p 2 is the throat pressure as defined by equation (81) and show that 


= A, Pc 


' 2 r 2gjt 1' 


lb /sec 


for any ideal gas, or that for air. 





Courtesy Johnson Publishing Co , Cletdand 
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internally reversible and it approaches external reversibility as the tem- 
perature differences — To and Tr - Ti approach zero. 

Since the refrigeration of this cycle is the 
heat added Qa, we find 

(b) Refrigeration = Qa = Ti{sa — sa). 

The work is SQ or Qa — Qr, and will be a 
negative number if expressed in its fundamen- 
tal form, because Qr > in a reversed 
cycle. The negative sign also shows that net 
work is done on the substance. Observing 
these facts and remembering that the signs 
given to energy changes are arbitrary, we may 
as well write the expression for the work as a 
positive number and avoid the inconvenience of a negative sign. Accor- 
dingly, we use 

W = Qr — Qa 

and find 

(c) Work = W = Ti(st, - Sc) - Ti(Sa - sa) = (Tj - Ti){sa - sa), 

where Sb — Sc is seen to be equal to Sa — sa. Then the coefficient of per- 
formance COP from equations (b) and (c) is 

— refrigeration _ Ti 
~ work T 2 — Ti 

[CARNOT OR OTHER REVERSIBLE CYCLE] 

From a previous discussion of the Carnot cycle, we realize that the coefficient 
of performance of a refrigerating cycle as expressed by equation (d) is the 
highest possible coefficient for all cycles operating betw'een the temperature 
limits of Ti and T 2 . In this sense, equation (d) gives us a standard of com- 
parison; yet, as in power cycles, we find it desirable in practice to set up 
other ideal cycles more nearly approaching the actual events. 

233. Conclusions from the Carnot Cycle. There are certain general con- 
clusions which can be drawn from the Carnot cycle. 

1. It is desirable that the work to activate the cycle be a minimum, since it must 
come from an outside source and be paid for. 

2. The work will be reduced as the temperature Ts, at which heat is discharged, 
is lowered. It follows that we should take all practical steps to keep this temperature 
doivn. The lowest temperature To, Fig. 155, that is attainable by a natural coolant, 
such as the atmosphere or the water from a nearby lake or river, is the most eco- 
nomical. There is thus a limit to improvement of a refrigerating cycle at this point. 

3. The work will be reduced as the temperature T,, Fig. 155, is increased. Thus, 
it is economical of energy lo carry on the desired refrigeration at as high a temperature 
as possible. There are limits here too. To freeze water, temperatures below 32°F 



Fig. ISS. Reversed Carnot 
Cycle. 
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nre e«ential To cool air for some purposes, much higher temperatures maj be 
ii«etl 

4 For particular temperature Lmits, the heat exchanges should take place at 
constant temperature for the maximum possible effect This condition is approach- 
able in the c\ ent of \ apor refrigeration, but not when a gas is the refrigerant 

234. Definitions and Ratings. The Btu is too small a unit to be con- 
xenient in rating commercial refrigerating plants The larger unit used in 
refrigerating practice is roughlj defined as the number of Btu required to 
freeze one ton of water at 32*^ into ice at 32°F The heat of fusion of ice 
IS xerj' nearly 144 Btu per lb ; therefore, to freeze 2000 lb there must be 
abstracted (2000) (144) = 2SS,000 Blu This precise unit, 288,000 Btu, 
IS the definition of a standard ton of refrigeration 

Tospecifj capacity we must know how' long it takes to perform a particu- 
lar amount of refrigeration One standard commercial ton of refrigeration 
IS defined as 288,000 Btu absorbed at a uniform rate during 24 hr When 
the engineer speaks of a ton of refrigeration, he generally means a standard 
commercial ton Thus, on anbourlj basis, a ton of refngeration is 

= 12,000 Btu/hr , or - 200 Blti/mm 

If WO say that a plant is a 10-ton plant, we arc stating tho commercial rating 
which IS tho same thing as sa>uig that the refrigeration may bo at the rate 
of (10)(200) = 2000 Btu per mm 

A common method of expressing the actual efficiencj of a compression 
system (§ 235) la to gi\ e the horsepower used per commercial ton of refrigera- 
tion This number, which is not a dimensionless number, is obtained of 
course by test of the actual machine A relation between the horsepower 
per ton and the coefficient of performance is easily obtained from the defini- 
tion of the coefficient of performance 

Let the refrigeration be guen as N tons — 200.V Btu per min Let the 
horsepower required for this N tons of refrigeration be represented bj 
hp, then, the corresponding work is 42 4 hp Btu per min (42 4 = 

Thus, the coefficient of performance COP is 
. , refrigeration 200N 

w COP = T - — 

from which IF = (refrigeration)/7 and the horsepower per ton of refrigera- 
tion IS 

ftp 200 _ 4 72 
A' 42 47 7 

This expression may be used for either actual or ideal cycles 

236 Vapor Compression System. The most common method of secuniig 
refrigeration is by a lapor-compresston system, so called because the xapor 



§ 235 ] VAPOR COMPRESSION SYSTEM 


279 


(working substance) is carried from the low-temperature region to the high- 
temperature region bj" compressing it. The devices necessary to carry out 
the vapor cycle are simple and are represented diagrammatically in Fig. 
156. (See also Figs. 160 and 161.) In the ideal case, all flow is of course 
without friction, except flow through the expansion valve, and all processes 
except those in the condenser and evaporator (cold room) are adiabatic. 
Figure 157 shows the reversed idealized vapor cycle on the Ts plane with 
numbers corresponding to those on Fig. 156. Starting at state 1, the 
vaporous refrigerant enters the compressor, which may be either a centri- 
fugal or a reciprocating machine. The refrigerant is at a low temperature 
as it enters the compressor, but inasmuch as the compression is actually 
nearly adiabatic 1-2', Fig. 157, and ideally isentropic 1-2, it leaves the 



Fig. 156. Compression System for Vapors. Fig. 1ST. Refrigeration 

Cycle. 

compressor at some pressure pi, such that the saturation temperature cors 
responding to this pressure is above the normal sink temperature To. Thi- 
relation of temperature must exist in order that the substance may reject heat 
to the natural receiver. Leaving the compressor in condition 2 (or 2'), the 
vapor enters coils in the condenser. As a rule, the heat of condensation is 
carried away by circulating water, as in the steam condenser, but sometimes 
circulating air absorbs the rejected heat Qn. The condenser removes the 
superheat (if any), the latent heat of vaporization, and generally subcools 
the liquid a small amount, say from/ to 3, Fig. 157. In state 3 as it leaves 
the condenser, the liquid enters an expansion valve, which is a throttling 
valve separating the region of higher pressure from that of lower pressure. 
This valve is used to regulate, either manually or automatically, the flow 
of refrigerant. For the throttling process 3-4 through the expansion valve, 
hi = hi. In order that hi, at the lower pressure, be equal to hi at the 
higher pressure, a small amount of the liquid must vaporize. At 4 then, 
there is a very wet mixture. The wet mixture enters the evaporator 
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in state 4, absorbing heat from (doing refrigeration on) the surroundings 
process 4-1 The surroundings may be a cold room, as the mside of the 
household refrigerator, or another substance In commercial ice manu- 
facture, cold brine circulates about the cans containing nater, taking heat 
from the water for the purpose of freezing it The bnne then flows through 
the evaporator, where it is cooled again, thence to return to pick up more 
heat from the water in the cans When air is to be cooled, it generallj 
circulates directly about the c\apoTator coils 
The energy diagram of Fig J5G shows that 0^ — Or = W, as usual If 
the system is operating in a steady state, the process in the condenser and m 
the evaporator is a steadj flow process in which AK _ 0, IF = 0, and 



Ftff 1S6 Rtptated 



Fig 1S7 Repealed 


Q <= Ah[l 67 equation (i)] Thus either for constant pressure as m Fig 
157 or for steady flow (A, *= A«), 

(g) Oa = Al — A« - Al — A» Btu/lb [aErRICERATlOV] 


The heat rejected carried away bj the cooling water is 
(h) Or = Ai - As Btu/lb 


As a positive number, the work is 

(i) F = Or - Oa - A, - A, - (A, - As) - hi -hi Btu/lb 

Now As — At IS observed to be the difference of the enthalpies at the ends 
of the isentropic compression (si = si) From our study of the Rankine 
cycle, we are reminded that this energy is represented closely bj the area 
1 2 3-e-l, Fig 157 The area m-4-1 n represents the refrigeration The 
area n-2 /-3 g represents the beat rejected m the condenser The value of 
Aj is taken as that for saturated liqmd at temperature h, the small amount of 
Bubcoolmg being always quite n^I^ble The coefiicient of performance of 
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the ideal vapor C 3 ’'cle for refrigeration is 

(j) ^ 

fh “ hi /i2 — hi 

Since the actual compression process is irreversible (with increasing 
entropjO to some final state 2', Fig. 157, we have 

(k) IF' = hi’ -hi-Q Btu/lb., 

from equation (9A) § 28, for AK = 0, with the signs of the terms on the 
right-hand side changed in order to give a positive sign for TF' (in this 
chapter onlj’). If the compression is adiabatic, Q = 0. The compression 
efficiency is rj = IT'/ IF'. 


236. Displacement of the Compressor. For a particular refrigerating 
capacit}', the size of the compressor depends upon the number of pounds of 
refrigerant that must be circulated per unit of time to obtain the desired 
refrigerating effect, and upon the specific volume of the substance at the 
intake pressure of the compressor. Suppose the plant is to have a capacity 
of N tons; then the rate of refrigeration is 200A' Btu per min. Now if the 
refrigeration per pound of refrigerant is hi — /u Btu, Fig. 157, then the 
mass of refrigerant circulated is 


( 1 ) 


Btu /min. 
“ Btu/lb. 


200iV 
hi — liA 


Ib./min. 


The condition of the refrigerant at 1, Fig. 157, is known or assumed, so 
that the specific volume Vi maj' be determined. Evidently (w Ib./min.) 
times (cj cu. ft./lb.) is the needed displacement volume Vo cu. ft. per min. 
for 100% volumetric efficiency. Review § 117 again. If the volumetric 
efficiencj' is t/p, we have 


(m) 



V, / 200N \ 

Vv \hi — hi/ 


dm. 


Practical values of the volumetric efficiency should usually fall within the 
range 65-85%. The factors affecting volumetric efficiency in vapor com- 
pressors are much the same as those discussed in § 117. Also, the types of 
compressors used are reciprocating or rotary. Most of the discussion of 
Chapter 7 applies to refrigerant compressors, except as an ideal gas is 
postulated. 

237. Example. An ammonia compressor receives wet vapor at 10°F and com- 
presses it to a saturated state at 190 psia. The temperature at the expansion valve 
is 85°F. The compressor is double acting, 12x14 in., it runs at 200 rpm, and its 
volumetric efficiency at normal operating conditions is 78%. Let the compression 
efficiency be t) = 80%. For the ideal cycle, determine (a) the coefficient of per- 
formance y, (b) the tons of refrigeration N, and (c) the horsepower per ton. On 
the basis of the actual fluid work, determine (d) y, (e) N, (f) hp/N, and (g) the 
temperature at 2', Fig. 158, if the actual compression is adiabatic. 
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SOLUTION From the NHj tables in the back of this book or the complete tables 
of the U S Bureau of St indarcJs, Bulletin No 42, we find for state 1 at I0°F, state 2 
at 190 psia, and state 3 at 8G®F 



Fig IBS 


k„ = 53 8 
hf,x = 501 1 
«/, = 0 1208 


8,1 = 1 3157 h,2 = hi = 632 4 

»/, = 00244b s,i = sj = 1 1802 

i>„ = 7 304 A, = A4=I37 8 


From C| = cj we get 


1 1802 - 0 1208 + » 1949x,, or a:, = 88 7% 
A, - 53 8 + (0 S87)(5G1 1) = 551 5 Btu/lb 
= 0 0244 + (0 8S7)(7 28) = 6 48 cu ft /lb 


(a) For TF = Aj — A, = 032 4 — 551 5 = 80 9 Btu/lb and the refrigeration 
» A, - Ai = 551.5 - 137 8 = 413 7 Btu/lb , we have 


_ 0^ _ 413 7 
IF 80 9 


5 11 


(b) The displacement in cfm is, for 2n «lngrams/min in a double-acting com 
piessor, 


ir{144)(14)(2 X 200) 
{4)(1728) 


366 cfm 


For 7], - 78% the volume V{ drav-mn per minute is V[ - (0 78)(36G) cfm, and for 
= 6 48 cu ft /lb , the mass of refrigerant circulated per minute is 


y'i 


fi 


(0 78)(3C6) 
G4$ 


44 1 lb /mm 


Thus, the total refrigeration is (44 1)(413 7) Btu/min 
200 Btu/min ton gives 


(44 1)^137) 


Dnicimg this value by 


(c) The horsepower for 44 1 lb /mm of refrigerant is 


kp 


(44 1)(80 9) 
42 4 


84 2hp 


and the horsepower per ton is 84 2/91 2 = 0 942 

(d) The actual work ol the fluid is 17' = W/p = 80 9/0 80 = 101 1 Btu/lb , 
and for other conditions the same. 


413 7 
101 1 ■ 


(e) If the actual rate of circulation of refrigerant remains the same as in the ideal 
cycle (the horsepower of the motor must be greater than before), the tons of refrig- 
erant are the same as before, 91 2 tons 
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(f) The actual fluid horscpo\\er is the ideal hp divided by the compression effi- 
ciency, orhp' = 84.2/0.80 = 105; thus 


hp' _ 105 
ton ~ 91.2 


1.152. 


Including mechanical and other losses, the actual bhp per ton will be somewhat 
greater than this value. 

(g) For an adiabatic steadj’ flow compression 1-2', the work as a positive number 
is hi' — = {hi — /ii),/0.80, or 


hi' = hi + ^ 0 80 ^' = 551.5 -f- = 652.6 Btu/lb. 


In the complete tables at 190 psia and h = 6.52.6, we find the temperature at 2' as 
ii' = 122.4°F. 


238. Refrigerants. Table XI shows a comparison of some character- 
istics of popular refrigerants. Some of the desirable qualities of a refrigerant 
are: 


1. Refrigerants are preferably nonto.xic, so that in case of leakage no one is in 
danger of injury. This attribute is of paramount importance in air conditioning 
systems and home refrigerators, for example, but toxic refrigerants are tolerable in 
commercial installations where reasonable precautions are taken. The Carrenes, 
Freons (trade names) and carbon dioxide are not to.xic, but the others in Table XI 
are in more or less degree. Methyl chloride is not only toxic, but also is practically 
odorless; where this refrigerant is used, a warning agent (acrolein) which is irritating 
to the eyes and nose should be added. 

2. Refrigerants should be economical, both in initial cost and in maintenance. 
Maintenance problems include; controlling leakage (there is less trouble with leakage 
of large molecules than of small ones) ; proxnding adequate lubrication (the refrigerant 
should not react with the oil to destroy its lubricating qualities); and avoiding 
corrosion (the refrigerant should not corrode the materials which it contacts). 
Also the refrigerant should be readily available for recharging the system when 
necessarv% 

3. Refrigerants should be nonflammable. A number of hydrocarbons have been 
and are used as refrigerants, examples of which in Table XI are butane and pro- 
pane. These and others (ammonia, methyl chloride, etc.) constitute a fire and 
explosion hazard. The other refrigerants in Table XI are nonflammable. 

4. Refrigerants should have a high latent heat at the evaporator temperature 
(see Fig. 108, p. 206) and a low specific volume. The type and size of compressor 
is a function of these physical traits. If the latent heat is high (see NHs, Table 
XI), much refrigeration is done by each pound of substance circulated; if in addi- 
tion the specific volume is low, the volume of substance to be circulated and there- 
fore the size of compressor and passagewaj^s are small. Notice that when the 
ideal displacement vmlume Vd is small, reciprocating compressors are feasible; when 
Vd is large (Carrene 1, F 11, and F 113), centrifugal compressors (which can be 
run at high speed) become necessarj^ To some extent, however, the total amount 
of refrigeration to be done may affect the choice of the type of compressor to be 
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being at or above atmospheric pressure in the evaporator; for example, butane is 
approximately at atmospheric pressure when the saturation temperature is at 30°F, 
Freon 1 14 at 39°F, and sulfur dioxide at 14°F. Also important is a low pressure 
ratio p~Jp\, because of the effect of this ratio on the work necessary for compression. 

G. Tniile the foregoing attributes are perhaps the most significant, there are 
miscellaneous other eharacteristics which arc desirable { 124 ): good thermal con- 
ductixdty for rapid heat transfer, wetting ability, inertness (the refrigerant should 
not react in any way with the materials it touches), stabilitj' (the refrigerant should 
not break down into different matter of smaller molecules), low \dsoosity (for ease 
of movement), high critical temperature, and a high dielectric strength (in her- 
metically sealed units where the refrigerant contacts the motors). Also, it stands 
to reason that the refrigerant should not solidify at an 3 ’ temperature in its cycle. 

The traditional refrigerants are still wddelj' used: ammonia in industrial 
and commercial refrigeration; carbon dioxide, because of its low critical 
temperature of 87.S°F, is used principally^ in the northern latitudes and for 
low temperature refrigeration (solid COj, known as dry ice, is widely used 
for cooling purposes) ; sulfur dioxide is e.\-tensix’ely used in industrial applica- 
tions because of its advantageous thermodjmamic traits, but it is toxic. 

The “newer” refrigerants (for e.xaniple, the Freons, often designated by 
the letter F and a number, as F 12) appeared when phj’sical chemists found 
that chlorine or fluorine atoms could be substituted for hydrogen atoms in 
certain hj^drocarbon molecules (the methane and ethane series). When 
substances evolved which were neither flammable nor to.xic and had satura- 
tion temperatures and pressures suitable for refrigerants, they were found 
to be more desirable in many' situations than the traditional refrigerants. 
They are e.xtensively used and can be manufactured with nearly any desired 
property, though not necessarily with all the properties desired. For 
household refrigerators and air conditioning, F 11, F 12, F 114, and Car- 
rene 7 are common. 

A significant commercial advantage of the line of newer refrigerants is 
that a manufacturer may' use the same compressor for different capacities 
by changing the refrigerant and installing a different size of motor. For 
example, for a particular displacement, a greater refrigerating effect is 
obtained from F 22 than from F 12; greater power is also required for the 
F 22. 

239. Absorption Systems of Refrigeration. Absorption systems are char- 
acterized by the fact that the refrigerant is absorbed by an absorbent on the 
low-pressure side of the system and is given up on the high-pressure side. 
The advantage derived from these additional processes is that the work 
supplied to the system needs to be only enough to pump a liquid from the 
low-pressure to the high-pressure region of the system. We have had occa- 
sion to note several times before that the work to pump a particular mass of 
gas or vapor is much larger than the work to pump a like amount of liquid. 
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depicted in Fig 160 For the larger temperature differences between the 
condenser and evaporator, a r^enerative process may be worth the money 
In operation, the first expansion valve lowers the pressure part way, e to r 
The saturated vapor, indicated by the quality at r, Fig 160(b), mixes with 
the superheated vapor b (or 6') rcsultmg m the condition c at entry to the 
second stage of compression Compression cd (or cd') then occurs, whence 
the refrigerant, 1 + m lb , enters the condenser While the m lb of vapor 
leaves the flash chamber, the 1 lb of remaining liquid moves through the 
second expansion valve hi and enters the evaporator where the refrigeration 
occurs Thus, m the diagram of Fig ICO, it is intended that calculations 
be based on one pound of refrigerant (per any unit of time) doing refngera- 
tion Actual computations iviU show that it is more efficient than would be 



fi; 160 Two Stage Compression with Regenerative Inlereooling The discharge 
from the low pressure stage at b may be circulated through the flash chamber with a 
resulting lower temperature at c 

the case for single stage compression from a to the pressure line pd and 
throttling from e to u An energy balance for the mixing operation at k, 
Fig 160(a), is 

(n) hi + mhn = (I + m)h. 

In the flash chamber, Fig lCO(a), 

(o) (1 + m)h, = h, + mhn 
Also, the refrigeration Q 4 _and the total work W are 

(p) Qa — K — h, Btu/lb , 

(q) IF = TFi + W, = A* - A. + (1 + m)(Ai - A.) Btu/lb , 
both per pound tn the eiaporalor 

If the cold body is to be maintained at a very low temperature, it may be 
advisable to use two or more separate refrigerating systems with different 
refrigerants, as suggested by Fig 161, where the mtermediate heat exchanger 
acts as both a condenser and an evaporator If tui is the mass of refrigerant 
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circulated per unit of time in the low-temperature cycle (this is determined 
by the amount of refrigeration required), then the amount of refrigerant 



Fig. 161. Cascade Refrigerating System. 


W 2 for the other cycle must be such as to make a heat balance in the con- 
denser-evaporator ; 

(r) Wi(hb — he) = w«{he — h,). 


In this system, called the cascade system, the number of stages may be 
more than two. The successive refrigerants should be such that the triple- 
point temperature of the “higher” one is lower than the critical temperature 
of the “lower” refrigerant. 


241. Liquefying Gases. In order for a gas to exist as liquid, its tempera- 
ture must be reduced below its so-called critical temperature, some values 
of which are given in § 172, p. 208. For example, nitrogen must be at 
or below a temperature of — 233°F. There are various means used to attain 
temperatures of this order, one of which is to use the cascade idea (Fig. 161). 
One cascade system designed to produce liquid Nj is made up of four refriger- 
ating systems in series, the refrigerants being Nlij, C2H4, CH4, and N2, in 
that order. Similar arrangements are used to liquefy other gases. One 
method of producing oxygen is to liquefy air and then separate the oxygen 
by fractional distillation. 

Some of the “permanent” gases can be liquefied with equipment simpler 
than the cascade refrigerating system of four refrigerants. The simplest 
method of doing this is the Linde process, diagrammed in Fig. 162. Gases 



Fig. 162. Linde System of Gas Liquefaction. 
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which 'iohdih nt n tempomturc higher than the desired liquid temperature 
nre remo\cd from the mnkc-up, for example, cleaning the air of COi and 
IIjO before it is added to the hquofj ing a\ stem The comprc'^or deh\ ers 
air for example, at pressures of 100 to 200 atm If the di charge tempera 
ture at B is greater than that of the naturalh a\ailable «mk, the air pa^es 
through a cooler BC, which lowers its toinperature to approximately that 
of the cmaronmeiit Then it pa's©* CE through a regeneratue heat 
exchanger D, wherein its temperature is lowered to ^ome \alue m the 
\icmit\ of Its critnal temperature toabout — 22l®Fforair Theexpausion 
\al\c £■ throttles the gas to atmo phene prc^iux Ah = 0, after which "ome 
of it is liquid and some is \apor The liquid about 10*^5 of the fluid enter- 
ing F after stead\ state has been attained is drawn off at H as de ired and 
the a-apor pa-v.es GJ back through the heat exchanger acting as the heat 
recen er for the heat gi\ cu off from C to £ The \ apor at J, together wath 



Fig 162 Rtptated 


the make-up ro-entcp' the comprev.or If in<tcad of an expansion x-al\'e 
E 111 engine is u cd and work is produeeil mon liquid per unit of work 
expended on the sx'tem la pn»duc«l \t the low temporaturev iinoheti 
lubrication difliculties practicilK preclude a reiiprocatmg engine but a 
turbine max be u ed Oiih a part of the flow i' likeh to be expanded 
through an eneiiie and this part at it' low tem|.ierilure is u ed for a further 
regenentne tooling of the |>irt winch goe diretth to the expan ion i alic 
The reidcr who has followed this text from the beginning hould ha\e little 
trouble in writing equations for mass balances and energy bilances from 
Fig 102 aa desired Notice the procesrcs 1 2-3-1 on the Ts plane 
In order for a gav i o l»eeome cooler on pa-s.-ing through an expan ion \ ah e, 
the \-alue of itv Joule-Tliom on coeflSetents (df dp)* mu t be pOvitixe 
(^ee footnote on p 02 ) For this to he the temperature of the gat mu t 
bt btiow Its maximum i/i«rr«ion femperaianr which £' roiighJi a reduced 
temperature of 5 that is the inxervioti temperature is approximateli hie 
times the critical temperature (/) The iiuer-iou temperature is that 
temjHrature aboie which the Joule-Thooison coefficient is negatne below 
whichitispovitue I ualU thexalueofthemi'er-aon temperaturepre ents 
no problem becau e it is high enough to he * out of the wax Ilowexer 
it mu t be coimdered in liquefxing hxdrogen in\er-ion temperature of 
Sol^R, and helium, whose inxcrvion temperature is 42 o^R Throtthng of 
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these gases at normal temperatures results in a temperature increase. To 
liquefy helium, we cool it below 42.5°R with liquid hydrogen, which has 
been obtained by cooling below about 35 TR with liquid nitrogen. 

242. Reversed Cycle for Heating. When the reversed cycle is used for 
heating, it is popularly called a heat pump (all reversed cycles are heat 
pumps). As usual, the Carnot cycle furnishes a simple means of under- 
standing the flow of energy and provides the highest conceivable standard 
of performance. In Fig. 163, consider the working substance in some con- 
dition c, a few degrees above room temperature, and let it expand isentropi- 
cally to a temperature td, below outside atmospheric temperature. The work- 
ing substance may now be led through outside coils and heat will flow from the 
outside air (or earth or water) into the substance, process da. In condition 
a, the substance is compressed to a temperature 4, above room temperature, 



e f s 

Fig. 163. Heating Cycle. This cycle approaches external reversibility as the AT’s 
approach zero. 

and led into inside coils; so heat now flows from the substance into the 
room, process be. For the heating cycle, we have 

= TiiSa — Sd), heat taken from the sink; 

Qji = T 2 {sa — Sd), heat rejected to the room; 

IF = (Tr — Tt){Sa — Sd), work for the cycle; 

, . _ output _ heating effect _ Ti 

^ input work Ti — Ti 

the highest possible coefficient for the specified temperatures. If a coeffi- 
cient of performance is y = 5, and if the work is 100 Btu, the heat rejected 
to the room will be 500 Btu. We see that this system provides a means of 
delivering an amount of heat much in excess of the heat equivalent of the 
work expended. Note that the coefficient of performance of a reversed cycle 
depends upon whether the objective (output) is cooling or heating. 

There are several commercial machines available which are designed to 
operate as air conditioners both summer and winter — cooling the inside air 
during the summer and heating it during the winter, by merely throwing a 
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STMtch See Fig 1&4 Dunng the coohng season, the outside coil B acts 
as the condenser, recemng the discharge from the compressor The coil vl 
IS the e\ aporator and it cools the house air which flows o% er it For heating, 
the coils A and B sn ap functions, the coil A becomes the condenser, adding 
heat to the house air which circulates o\er it, the coil B is the e\aporator, 
picking up heat from the outside 



(a) Cooling (b) Hfiting 

C«ur1est/ Gfneral EUetne SehentelaJif, A } 
F 19 164 Htel Pump fot HtcUng and Cochn^ 

It is not often that the rcvcrscd*c>clc machine is an economic means of 
heating alone, but where refrigeration is needed for other purposes such as 
air conditioning, it will be easier to justify its use Favorable factors 
include low rates for electricity, a mild climate, the availability of rela 
tivcly warm water as a source of beat, and, in a negative way, expensive 
heatmg fuels The unit operates more efficiently if the summer condenser, 
coil B, is cooled by water In small mstallations, the CTtra cost of water 
may more than offset the loss of efficiency which goes along with air cooling 

243 Closure As usual m chapters dealing with a specialty, only the 
basic elements of refngcration are giv en here One must refer to books and 
current literature devoted to the subject for more detail (See references 

{114 ] 
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244. Introduction. Since you have already worked many problems 
with air as the working substance and since air is a mixture of gases, you 
already know how to handle mixtures of ideal gases — given the appropriate 
characteristics (R, Cp, c„, etc.) of the mixture. Review §§ 43 and 56 now, 
noting Avogadro’s law, the universal gas constant, the meaning of a mol, etc. 

The symbol ilf represents molecular weight; thus, Mx is the molecular 
weight of gas X. A mol of a substance is ilf lb. or M gm. of the substance. 
These mols are different and to distinguish between them, we say pound mol 
(lb. mol) and gram mol (gm. mol or g-mol). However, we shall use only 
the pound mol in this book and will therefore speak of mols without the 
defining adjective. It will be helpful now to think of the units of ilf as 

(a) ■ M Ib./mol; N mols have a mass of iVilf lb.. 


where N is the number of mols of substance with molecular weight ilf. 

A mixture of gases is considered to have an equivalent or apparent molecu- 
lar weight; thus, air is said to have a molecular weight of 28.97. If the 
equivalent molecular weight of a mixture of gases is known, the specific gas 
constant R is found from 


(b) 


R = 


1545 

M ’ 


where 1545 = R fi-lb. per mol-°R is the universal gas constant. 

246. Characteristic Equation of Ideal Gas in Terms of Mols. Recall 
that at a specified pressure and temperature, the volume of one mol of one 
ideal gas is the same as the volume of one mol of amj other ideal gas, § 56. 
From pv = RT, we get pMv = MRT = BT, where Jf is the molecular 
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weight of the gas or muxture of gases The \olmne of one mol is i — 1/r 
and if there are \ mols of gas the ideal gas equation becomes 

(c) pi - TIT or pi - \RT - l5i5\T 

(• mol] [\ MOLsI 

where! is the total \oIume pisinp«f andTin^R Equation (c) is applied 
to a single component or to a mixture of gases Applied to component Y 
we ha\e =* AaKr* where p, is the partial pressure of the gas \ 
Nx IS the number of mols of Y, 1 * and Tm appb the mixture and the 
component 


246 Mixtures of Gases The indindual gases or xxipors m a mLxture 
are called conslituents or componenls The description of the mixture is 
gn en bj a volumetric analysts or b\ a gravimetric analysis Sometimes 
one analj SIS IS useful sometimes the other hence we must be able to con 
\ert from one to another with ease 


The tohmiWrtc analjsia expresses the amounts of the components in the 
mixture bj the percentages of the total \olume which each component 
would occupy if the xanous ga«es were placed m separate compartments at 



the pressure p, and temperature T* of 
the mLxture That is m Fig 16o imag 
me gases \ 1 and Z separated bj par 
titions at b and c each one at pressure p„ 
and temperature Tp, Thus each one 
occupies a certain percentage or fraction 
of the entire i olume represented bj B, 
Bf and B (the sxTnbol B suggesting 
bulk) Now ifthepartitionsareremoxed 


F g 165 Toul Volume is Vm and the ga«es mix we saj that the x olu 


When K_ 1 eu ft the Tolume of metric percentages of the ga=es A 1 

gas X ,s B of gas Y B, of gas ZB ^ ^ are B. B, and B 


It is important to note that if the xessel m Fig 16o contains one mol of 
the total mixture the mol» of gases \ I and Z are B* B, and B That is 
the \ olumetric fraction B, is the number of mols of gas \ in a mixture 
n htch fofafs one mol B, B, -{- B = I The t olumetnc percentage B, 
IS the number of mots of \ in a mixture which totals 100 mols 


B, + B, + B 100 

when all gases are at the same temperature In terms of the actual known 
mols of each gas \|, and N wewnte 


= \.+ + 
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where jV„ is the total number of mois in the mixture. Notice that 


(d) 


= 


N. 


By = 


Nj, 


and 


= 


Nm 


are the percentages by volume of the constituents X, Y, and Z, respectively. 
The volumetric percentage is also defined by 

^ ^ cu. ft. of gas X at p„ and T„ 
cu. ft. of mixture at and TJ 

and so on for gases Y and Z. 

The gravimetric analysis describes the mixture by giving the percentages 
hy weight (mass) of each constituent. For example, the gravimetric per- 
centage or fraction of gas X is 

g _ mass of gas X 

total mass of the mixture 


For a mixture of gases X, Y, and Z, the gravimetric analysis is of X, 
Gy% of Y, and Gz% of Z, each expressed as a percentage of the mass; G 
also stands for the fractional part of the mass. 

247, Dalton’s Law of Partial Pressures. It was John Dalton (1766-1844) 
who first stated that the total pressure pm exerted by a mixture of gases (or 
vapors) is the sum of the pressures which each gas (or vapor) would exert 
were it to occupy the vessel alone. The pressure which one gas in a mixture 
exerts is called its partial pressure. Thus, if px, p„, and p^ represent respec- 
tively the partial pressures of the mixed gases X, Y, and Z, Dalton’s law 
states 


(83) Pm = Px -h Pv + P^ -i- ■ 

[T„ = rx-=Tx = Tz, Vm = Vx = Vx = Vz\ 

The characteristic equation (c) of an ideal gas in terms of the number of 
mols is pV = l5i5NT. Applying this equation to a component X and to 
the mixture, we get 

(®) PxVm — 154:5NxTm Uud PmVx, = 154:5NmTm. 

By division udth equations (e), we have 
PxVm _ ISiBNxTx. 

P„Vm IbAbNmTm Pm Nm 

In the foregoing, we used the following principles: If the mixture is in inter- 
nal thermal equilibrium all gases are at the same temperature Tm! each gas 
occupies the same volume Vm; we recognized that the number of mols Nx of X 
divided by the total number of mols iV« is the volumetric percentage; and 
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WG have arnved at the quite useful relation that the volumetric fraction B 
IS equal to the ratio of the partial pressure divided by the total pressure, or 

(84) p, = 5xp„, p» = Bgp^, p, = B,p„, 

true for ideal gases and useful for actual gases 


248. Molecular Weight and Gas Constant for Mixture Given or 
Bt mols of X, Ng or Bg mols of Y, and Nt or B, mols of Z, the corresponding 
masses are 


( 1 ) 

lb 

NyM, lb 
iV.l/. lb 
Total « ZNM lb 


( 2 ) 

lb /mol mixture 
By^fy lb /mol mixture 
B, Ml lb /mol mixture 
1:BM lb /mol mixture (il/«) 


If B, + By + B, = 1 in column (2), there is one mol of mixture and the mass 
in pounds per mol is the molecular weight (equation (a)], thus, ZBM = Mn, 
the equivalent molecular w eight of the mixture By similar reasoning, there 
are fVm = fV, + + N, mols in column (1), and Mm - 'SNM/Nm, or 


(f) 

(g) 


Mm » BM. + Byil/y + B.M, = ZBM lb /mol, 

„ N.Mi-¥NyMy+N.M, l^NM 

Mm = lb /mol, 


whore, in 2BJ/ and ZNM, B and N apply to the indi\idual gases Also, 
equations (05) and (60), we see that SBil/ = l/(2(?/il/), hence 

(h) «.-^ftlb/ib-R 


249 Example A mixture of 64 lb ofO* 281b ofNj and 16 lb of Hj is at 140*F 
and 15 45 psia What volume does the mixture occupy? 

SOLUTION The easiest w aj to find the volume (if one does not know the standard 
mol volume) is to determine first the number of mols of mixture thus 


No 

Nn 


64 Ib 

32 lb /mol 
1C lb 
2 lb /mol 


= 2 mol O 2 , 
— 8 mol Hj, 


Nh = 


2Slb 

28 Ib /mol 


= 1 mol Nj 


or total number of mols is 11 

^ _ 1545 NmTm ^ fl545)ai)(600) ^ 
”■ Pm {1545)(I44) 
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250. Energy Changes of a Mixture of Gases. If -sre take the heat trans- 
ferred to or from one pound of a mixture dQ = c„dT as the sum of the trans- 
ferred heats for the components, whose masses are G^, Gy, and G^ Ib. per lb. 
of mixture, we have 

Cy,dT = G^. dT + GyCy dT + G,c, dT, 
or 

(85) Cm = GiCr -}- GyCy -|- GzCz = 2Gc, 

where Cr, Cy, and Cj Btu per lb. are instantaneous or average specific heats of 
gases X, Y, and Z, respectively, for some particular process, and is the 
specific heat of the mixture for the same process. Equation (85) is also true 
for variable specific heats. 

The molal or molar specific heat C„ Btu per mol of a mixture is the sum 
of the products of the individual molal specific heats and the corresponding 
fractional part of the mol; 

(i) Cm = BzCz + ByCy -i- BzCz = SBC Btu/mol, 

where Cm is the molal specific heat of the mixture for a particular process 
when Cx, Cy, and Cz (etc.) are the molal specific heats of the constituents 
for the same process (Cx is the specific heat of a mol of gas X, and Bx is the 
fractional part of the mol of gas X, for example). Also Cm = il/mCm- 
It is logical to expect that the total internal energy of a mixture of gases 
is the sum of the internal energies of the components, energy being a scalar 
quantity; 

(j) Wm = CiWr + Gyiiy + GzUz = TtGu Btu/lb. 

And using a bar over the symbol to distinguish values for a mol, we have 

(k) = BxUx + Byliy -t- BzTiz = ZBTi Btu/mol 

of mixture. It is sometimes convenient to work with a known total number 
of mols iV; thus 

(l) -VmWm = XXix + XyUy -f NzUz = 2:Nu, 

where u is the internal energy per mol, iVm = Nx + Ny -|- Nz is the number 
of mols in the mixture, and Nx, Ny, and Nz (etc.) represent the number of 
mols of each indmdual gas. We remember that Nx/Ny, = Bx. Notice 
that equations (f) and (i) can also be written in terms of the total number of 
mols, after equation (1). 

Equations analogous to (j), (k), and (1) can be ^vritten for enthalpy. 
Gibbs’ principle is that the total entropy of a mixture is the sum of the entropies 
of the individual constituents of the mixture. Hence, we may write equations 
for entropy s and s analogous to equations (j), (k), and (1). Note, however. 
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that if two gases ^hich are separated by a partition are allowed to mix by 
remo\ ing the partition, an increase of entropy results because the diffusing 
process is irreversible Treating each component separately is often the 
convenient way, but if manj calculations are to be made for a particular 
mixture it vv ould be easier to get the specific heats {k R etc ) of the mixture 
and treat the mixture as vve have already learned to treat air 

261 Gas-Vapor Mixtures There are many instances where the engi 
neer must deal with mixtures of gases and vapors that is mixturesmwhich 
one component may condense and settle from the mixture or an additional 
amount may evaporate into the gaseous mixture There js the mixture of 
air and gasoline x apor from the carburetor of an automobile engine In the 
products of combustion of hydrocarbon fuels there is a relatively large 
percentage of water vapor much of which will condense if the products 
are cooled to atmospheric temperatures There are many industrial 
processes of gaseous mixtures some of whose components may be easily 
condensable Of more general interest is normal atmospheric air which 
invariably contains some water vapor usually superheated steam You 
have inferred by noxx that tbe expression a tnviture o/ gates and vapors 
means that one or more components of the mixture may condense m more 
or less amount during a process which the mixture is undergoing or at 
least one component is acting so unlike an ideal gas as to make some of the 
ideal gas equations inapplicable Mostly we shall be concerned below 
wnth mLxtures where some condensation or evaporation occurs during the 
process 

All the gases m the mixture the noncondensing components we shall 
consider as the dry gas abbreviated dg The condensable component shall 
be spoken of as the vapor abbreviated v Sometimes m discussing air 
mixtures w e shall use dry air da to mean the noncondensmg components 
of the atmosphere There arc certain laws and principles which we shall 
assume to be true Try to fix the following in mmd 

1 Daltons law (§ 247) the sum of the partial pressures of the constituents 

is equal to the total pressure of the mixture (liquid is not included of course) 
p«i = p* + p» + Pj + wl ere the constituents are Y 1 and Z 

2 The volumetric pereentageofvaporis A,/(A, + N,) = thevolumetnc 

percentage of dry gas is + — V,/\« where mols of vapor 

\ , «= mols of dg \ m total mols of mixture [Equation (d) § 240 ] 

3 The partial pressure of a constituent in a mixture of ideal gases is equal to its 
fraction by volume (or mol fraction) multiplied by the pressure p* of the mixture 
(total pressure) § 247 e have 

(m) p, = B,p„ = a®** = '\^+\ 

where A , = mols of vapor A , = mols of dg p, an ! p, are partial pressures of the 
vapor and dry gas respectively p^ — total pressure (See §246) 
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4. Each gas or vapor in a mixture occupies the same volume; V„ = Vr = Va, etc. 
The volume of any one of the constituents at its partial pressure is the volume of the 
mixture. Often this principle affords the easiest way to find the volume of a mixture. 

5. Each gas and vapor in a mixture is at the same temperature — internal thermal 
equilibrium obtains; = Tx = Ty, etc. 

6. The density of a mixture is the sum of the densities of the individual con- 
stituents; Pm = Px Pv Pz ■ ■ ■ • 

7. The per cent or fraction by weight (gravimetric percentage) of a particular 
constituent in a mixture is the density of the constituent divided hy the density of 
the mixture j Pxi Pmj Py! Pmj etc. 

262. Dew Point. Imagine a container A, Fig. 166(6), in which there is 
superheated vapor (say, H 2 O), state 1, Fig. 166(a). If this container is 
placed in colder surroundings so that heat flows outward, the superheated 



(a) * (b) 

Fig. 166. Dew Point and Relative Humidity. 


vapor is cooled at, say, constant pressure, path 1-c. If heat is further 
rejected after arrival at state c, where the vapor is saturated, some of the 
vapor will condense. The state c is the condensation point or dew point at 
constant pressure with respect to the initial state 1. Thus, any superheated 
vapor has a dew point which depends on the initial state and the process by 
which the saturated vapor line is reached. 

In atmospheric air, the H 2 O is generally superheated steam. If this air 
is cooled at a total constant pressure, the steam cools at constant pressure 
(all components of the mixture being taken as ideal gases). Some tem- 
perature is eventually reached below which condensation of the H 2 O in 
the air occurs; this temperature is said to be the dew point of the air, but from 
the preceding paragraph wm see that it is the dew point of the H 2 O in the air. 
As explained later, we have means of determining the partial pressure of 
the H 2 O vapor in the air. Knowing p„i, we And the dew point from the 
vapor tables by looking up the saturation temperature corresponding to 
Pvi] and that is it. (You have often noticed drops of water on the cold 
windowpane in the winter because the adjacent air has been cooled below 
its dew point.) 

If atmospheric air is cooled at total constant pressure belo-sv its dew 
point c (say, to state 6, where the temperature is U), some of the vapor 
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necessanlj condenses but the vapor which remains at 4 is saturated and at 
a pressure lower than p,i the vapor pressure is the saturation pressure 
corresponding to the temperature h During coohng below the dew point 
at constant total pressure the partial pressures do not remam constant 
If p« is the total pressure of the mixture 
and p, IS the vapor pressure the pressure 
of the dry gas p, is taken as Pe - p™ - p. 
We shall generally assume that the liquid 
formed by coohng a gasiapor mixture 
below its dew point settles out w hich it will 
do given tune and that the vapor left 13 
saturated vapor (Atmospheric mists con 
tarn small bits of hquid HjO which means 
that the vapor is wet vapor ) 


Fiff 166(a) Repealed 


263 Relative Humidity Consider again the container A Fig 1C6 
with superheated vapor in it Suppose a small amount of liquid is injected 
and the system is manipulated in such a way as to mamtam constant tern 
perature (This can be done by letting the system come mto thermal 
equilibnum with its environment and then giving it time to do so again 
after additional liquid has been injected ) Perhaps the first mjection is 
such an amount that it all vaporizes and the final equihbnum state is a 
If just the right amount of liquid is introduced and vaporued at constant 
temperature the equilibrium state becomes saturated vapor at d What 
the foregoing discussion suggests is that a saturated vapor state can be 
reached at constant temperature by evaporating more liquid into the space 
A Fig 160 The ratio of the \ apor pressures at 1 and d p, /p,e is called 
the relative humidity <ji Notice that the relative hum dity of any super 
heated v apor can therefore be expressed as the actual pressure of the v apor 
divided b j the saturation pressure correspondmg to the temperature of the 
vapor 

Returning to a gas vapor mixture we conclude that if additional hquid is 
vaporized into the mixture (at constant temperature and total pressure 
pj) the vapor becomes less superheated its partial pressure mcreases and 
if the process is continued the vapor m the gas becomes saturated vapor 

In applying these notions to atmospheric air w e say that air which con 
tains saturated steam (state d c ft or any other on the saturated vapor 
curve) IS saturoled flir but we mean that the team is saturated However 
such air (or other gas) is saturated with steam (or other vapor) in the 
sense that there cannot be an increase m the amount of skam (or lapor) in the 
air (or gas) as long as the total pressure and temperature of the mixture remain 
ike same 

The partial pressure of the steam in the a r is ordinarily a fraction of a 
pound per square inch (0 5069 ps a for saturated air at SQ'T less if the 
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“air” is not saturated; see your steam tables). At such low pressures, the 
molecules are so far apart that they exert a neghgible force on one another 
and occupy negligible space; thus, the steam acts very much like an ideal 
gas, 

pv » RT, pV « NRT = 154:5NT, and p ~ pRT, 

where N is the number of mols. We shall find the density p = 1/v of con- 
venience in this chapter. Thus, for the vapor at states 1 and d, we have 
Pvi/Pvd ~ {pviRvT)/(pvaRvT), and the relative humidity is 


( 86 ) 


, Pvl Pvl Vrd 

<p = « 3 

'pvd Pvd ^v\ 


where the subscripts refer to Fig. 166, and where the approximation is often 
suitably accurate at low pressures. For steam, the ideal gas laws yield 
reasonably good results when its pressure is below 1 psia. At temperatures 
below 32°F, the partial pressures of saturated steam are given in Keenan 
and Keyes (7i). Accurate properties of air-steam mixtures are found in 
the ASHVE Guide {127). 


254. Humidity Ratio. We shall find it convenient to base calculations 
on a unit mass of dry gas (dg.), because the mass of the vapor, and therefore 
of the mixture, often varies; but the mass of dry gas remains constant. 
Thus, a convenient term is the mass of vapor per pound of dry gas, called the 
humidity ratio co in connection with air-steam mixtures; co = w^/wg. (The 
name may be extended to include other mixtures.) This value can be 
found from 

p„ lb. vapor/cu. ft. _ lb. v. 

~ lb. dg./cu. ft. lb. dg.’ 

in which p„ = pJ{RgTf), where p„ is the partial pressure of the dry gas; 
Vo = Pm — Pv The density of saturated vapor is p„ = l/y„, in which v„ is 
taken from vapor tables. The density of superheated vapor can be obtained 
from equation (86) when the relative humidity is known ; p„i = ^pvd, where 
P,d is the density of saturated vapor at the actual temperature of the super- 
heated vapor, h and T, Fig. 166. Since p = l/v, we also have co = Vg/Vv 
When the vapor is in a state approximating an ideal gas, we may use 
p = p/{RT) in equation (87) to get 

. . P, {p.){RgTg) p.Rg _ PvRq Ib.v. 

“ p„ {R,Tr)(.Pg) PoRo RviPm - p,) Ih. dg. 

where for internal equilibrium, Tg = T„, and where the partial pressure of 
the gas is equal to the pressure of the mixture minus the pressure of the 
vapor, Pg = Pm — Pv. Equation (n) may be applied to gas-vapor mixtures 
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m any state, provided that the partial pressure of the vapor is low Another 
useful form of equation (n) is obtained bj solving for p., 


(o) 


P. 


PmUR, 

+ wK,’ 


where the units of p, and p„ are the same Equation (o) is applied to a par- 
ticular state, as 1 or d or c, Fig 166 If equations (n) and (o) are applied to 
an air steam mucture, we use /?. = ft, = 53 3 and ft, = = 85 7 for 

HjO, whose molecular weight is approximately 18, and find 


(P) 


_ 53 3p, _ 0 622p, pmu 

~ 85 7p. “ pZ^. ” OoST;’ 

(air steam UtXTOiiE omut] 


where tj is pounds of \ apor per pound of dry gas The percentage by vol- 
ume, or the mol fraction of \apor in the mixture, is [w lb v /(il/, lb /mol) 
= mol of vapor, 1 lb da /{il/, lb /mol) = mol of air] 


B « 

' W/18 + 1/28 97’ 


also 


B, « 


£i 

Pm 


266 Wet-Bulb Temperature The relative humidity of atmospheric 
air, that is the relative amount of steam in the air, is easily found via an 
experimental determination of a wet-bulb temperatuTe The actual 
temperature of the air is called the dry-bulb temperature U, because it is 
of course read from a thermometer whose bulb is drj The instniment 
used for the purpose of determining is called a psychrometer, of which 
there are several types The commonest one is a sling ps> chrometer, which 
consists of two thermometers attached to a handle so that thej may be 
easily whirled about the axis of the handle One thermometer has on its 
bulb a wet gauze and is called a wet-bulb thermometer The temperature 
indicated by the wet bulb thermometer depends upon the rate of evapo- 
ration of moisture from the wet gauze The heat necessary to evaporate 
this moisture is supplied by the air passing over the gauze (see § 256) 
Consequently, this air (and water) are cooled below the atmospheric 
temperature, the amount by whicb it is cooled, U — being called tbe 

wet-bulb depression 

The rate of evaporation of the water depends in part on the amount of 
steam already in the air If the air is saturated, none of the w ater on the 
gauze evaporates because the air is already a saturated mixture with respect 
to the steam, the wet bulb and drj bulb temperatures are the same The 
less “moisture” (steam) carried by the air, the more that must be evapo- 
rated in order to result in saturation, hence, the rate of evaporation being 
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§ 35G] ADIABATIC STATURATION PROCESS 

greater, the wet-bulb temperature will be lower. The higher the relative 
humidity, the slower the rate of evaporation and the higher the wet-bulb 
temperature. With the wet-bulb and dry-bulb temperatures, we maj"- 
enter a psychrometric chart, Fig. 167 (see Problems on Thermodynamics 
for a working chart), and find the amount of steam in the air, the relative 



Dr>''Bulb Temperature, *F 


Fig. 167. Form of Psychrometric Chart. This chart may be entered with various 
data. Suppose the wet- and dry-bulb temperatures are known; find the wet-bulb 
temperature at b, the dry-bulb at a, and follow constant temperature lines until they meet 
at state 1. Move to right or left to c and read values of « and p,t’, estimate the volume 
between the lines d and e; estimate P between lines e and/; follow constant wet bulb 
to g and read value of total heat. 

humidity, and other useful information. In the absence of a psychrometric 
chart, or if the atmospheric pressure is significantly different from standard 
(14.696 psia), the wet- and dry-bulb temperatures may be used in the 
equations for an adiabatic saturation process (§ 256), an application of usual 
principles of thermodynamics. This process is an irreversible one, path 



Fig. 168. Adiabatic Saturation on Ts Plane. 

dw, Fig. 168. Note that the wet-bulb temperature is above the dew 
point c and that the amount of moisture in the air is continuously increasing 
from d to w. 

266. Adiabatic Saturation Process. Processes which arc approximately 
adiabatic saturation and similar steady flow processes are often encountered 
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m practice The manner m which the adiabatic saturation process occurs 
IS suggested by Fig 169(a) For convenience the basis of computations is 
one pound of dry air If the water is not initially at temperature it 

becomes U, when steady state has been attained If m the beginning the 

water is hotter than U, it cools off by supplying some energy to evaporate 
the water If the ater is colder than it is warmed by energy transferred 
from the air At the steady state condition the energy used to evaporate 
the ^ater comes from the entering air (let the make up water be added at 
temperature !„) 

(q) Energy given up by entering I _ ( latent heat of the evaporated 

air in cooling from to j | water at 

(adiabatic 87STEU = Ala AND WATER AiC » 0] 

It is clear from this word equation why the process is called adiabatic 
However, for purposes of an energy diagram, we may take the boundaries 
of the system as outlined with heavy dashes in Fig 169(a), equating energy 
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(a) Adiabatic Saturation (b) Wet Bulb Thermometer 

Fig 169 The vessel m (a) is long enough that ample tune is allowed for the air and 
water to reach equilibrium with respect to one another (which is at the adiabatic satura 
tion temperature t^) The process could be helped along by spra^mg the water into the 
air stream 

entering to energy leaving the system (no change of stored energy) Each 
point of view results m the same equation From the energy diagram of 
Fig 169, we have 

(r) ha4 + WiAfd + (ww “ Wrf)A/i» = An, + Btu/lb da , 

where had — enthalpy of 1 lb da at dry bulb td 
haa = enthalpy of 1 lb da at wet bulb f. 

h,d = enthalpy of 1 lb steam as it exists in the atmosphere at td (see § 257) 
A,w = enthalpy of 1 lb saturated steam at wet bufb 
A/up = enthalpy of 1 lb saturated water at wet bulb 1, 

Uy, ~ humidity ratio at the wet bulb f, (saturated air) w„ == p./p, i>herc 
p, = 1/p, V, being taken at t* 

ciJi = humidity ratio of the original air at U — Ud = mass of HjO 
evaporated lb v /lb da 

We note in equation (r) that h„, — A/» = — A/m = A/,m the change of 

enthalpy (latent heat) during evaporation at and we use UmA/,m for 



§ 5-57] ENTHALPY OF SUPERHEATED STEAM AT LOW PRESSURE 


SOo 


Then, solving for the humidity ratio of the original 
atmospheric air, we get (see Fig. 16S for the state points of the steam) 

(SS) t-’i = ^ lb. v./lb. da., 

llfJ — fif^ 

where hc^ — ftcs = — 0.24(t.i — t-). the change in specific enthalpy for the 
dry air. Knowing the total pressure and the humidity ratio aj at anv 
state, the corresponding partial pressure of the steam may be computed 
from equation (o) or (p). Observe that the conditions under which equa- 
tion (SS) applies are those which defmc the adiabatic saturation process: to wit, 
the process is steady flow, the total presstue remains (virtually) constant, 
the heat transferred is zero, and the temperature of the make-up water is 
the wet-bulb temperature 

The process in connection with a wet-bulb thermometer is seen to be much 
the same as the adiabatic saturation process [Fig. 169(b)]. The wet-bulb 
reading is afi^ected by radiation to the thermometer, by the velocity of air 
relative to the thermometer, by the design of the instrument, and by the 
rate of diffusion of the evaporated water into the air stream (131). For- 
tunately, under ordinary circumstances, the heat absorbed by radiation 
from the surroundings is nearh' compensated by providing a rapid move- 
ment of air over the bulb (convection), so that the wet-bulb temperature is a 
good approximation of the adiabatic saturation temperature. Thus the 
adiabatic saturation process is nearly one of constant wct-buIb temperature. 

The psychrometric chart provides a quick answer to the same problem to 
which equation (SS) would be applied. But since the engineer is interested 
in learning principles, he will master the use of equation (SS), which is the 
basic energv equation for the construction of psj'chrometric charts. W. H. 
Carrier developed from equation (SS) an expression for computing the partial 
pressure of the steam in atmospheric air, after making some simplifying 
assumptions. Such a derivation yields the following equation, 

r X (P*^ Ps-^(td- t’r) , . , 

(s) Pr = P:^ 2S-30 — 1 Ljf ' [CAEEIESS EQUATION-] 

which is different from Carrier’s original equation only in the constants.* 

257. Enthalpy of Superheated Steam at Low Pressure. Since steam 
ta'oles do not gives enthalpies of superheated steam at pressures below 1 psia, 
another means of obtaining h-i in equation (SS) is needed. Having observed 
that the steam in the air may be treated as an ideal gas with little error, we 
recall that the enthalpy of an ideal gas is a function of temperature only 
(§ 59). Thus, the easiest way to determine the enthalpy of superheated 
steam at pressures below 1 psia is to use the enthalpy of saturated steam at 

* Eauatioa (s) is derived in some detail in the earlier editions reference { 159 ). 
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the same temperature In Fig 170, for instance, 

(t) = hjb Btu/lb V 

This same principle may be applied to other vapors iv hen the vapor pressure 
IS low An equation which gives satisfactory answers for the enthalpy of 
steam in atmospheric air is 

(u) h, = 1061 + 0 444<j Btu/lb v., 
where tj is the dry bulb temperature, 


268 Example The tlrj and wet bulb temperatures of air are found to be 
ti => 83°F and = CS'F The barometer is p, = 29 4 in Hg Determine (a) the 
humidity ratio, (b) the partial pressure of the vapor (from theorj and from Carrier s 
equation) (c) the relative humidity, (d) the dew point, (e) the density of the air, 
(f) the density of dry air at the same p„ and 
trf (Refer to Fig 170 steam table values are 
from Keenan and Keyes ) 
soLVTiov (fl) Humidity Ratio Let the 
state be represented by I, Fig 170 First 
obtain \alues needed for the solution of 
equation ($8) From the steam tables at 

(• *• 68®F, h/fa ~ 1055 5 Btu/lb. and 
h/« « 3601 Btu/lb At 83*F, 


<4-83T 


Dew Point Temperature 


Fig 170 


ht = 1097 9 Btu/lb, 


which 18 closely the value of A., use A., > 10979 To get find pw and p,. 
At t„ * 68®F, the partial pressure of the steam is - 0 339 psia (from steam 
tables) and v, = 925 9 cu ft /lb , or p., = 1/925 9 lb /cu ft The pressure of the 
dry air at saturation, state to, Fig 170 is (p« *= (0 4dl)(29 4) = 14 45 psia) 


p« 


= p„- p„ = 14 45 - 0 339 = 14 111 psia 

-^- >o,.o'!nnv,n =°MSIb v /lb d. , 


which IS the humidity ratio after adiabatic saturation state w Fig 170 Using 
these various talues in equation (88) we get the humidity ratio of the original air 
as 


(0 015)(1055 5) - (0 24)(83 - 68) 
1097 9 - 3604 


0 01151b v/lb da, 


or (0 0115)(7000 grains/lb ) - 80 5 grains v /lb da 

(b) Partial Pressure of Vapor According to equation (p), the vapor pressure 
p,i Fig 170 IS 


p.i 


(0 0I15)(14 45) 
“ 0 622 + w, - 0 622 + 00115 


= 0 262 psia 



§ 259] ENTHALPY AND TOTAL ECEAT OF AN AIR-STEAM MIXTURE 307 
From Carrier’s equation (s), rve have 


~ (P" Vrr^Ud t,c) 

2830 - 1.44<.- 

_ (14.11)(15) . 

2830 - (1.44)(68) 0-2615 psia. 

(c) Relative Humidity. As defined by equation (86), the relative humidity is 


, 0.262 

^ “ 0.5-588 “ ’*0.9%, 


Prl 

Ptb 


vrhere = 0.3588 is the saturation pressure corresponding to the drj- bulb tem- 
perature h = S3°F. 

(d) Dew Point. At c, the vapor pressure is = Pti = 0.262 psia. The satura- 
tion temperature corresponding to this pressure is found in the steam tables as 
60.6°F, the dew point. 

(e) Density of Mixture. The density of the mi.vture is the sum of the densities 

of the constituents; p™ = + p^. The pressure and density of the dry- air in 

state 1. Fig. 170, are 


Pol = Pm — Pel = 14.45 — 0.262 = 14.188 psia. 
p„, (14.188)(144) . 

“ RfF, ~ (53.3)(543) “ 


From equation (86), we get the density of the vapor at 1 as 


Pci = <^.Pc6 = ^- = ^ = 0.00081 Ib./cu. ft., 

Vgh Ol t .‘x 

where = 577.4 cu. ft./lb. is the volume of saturated vapor at state 6, Fig. 170. 


Pm = Pal + Pel = 0.0706 4- 0.00081 = 0.07141 Ib./cu. ft. 


(f) Density of Dry Air. For dry air at 29.4 in. Hg = 14.45 psia and S3°F, the 
density is 


_ _ (14.45) (144) 

” R.T. ~ (53.3) (343) 


0.0719 Ib./cu. ft. 


It is interesting to note that dry air at a particular temperature and pressure is 
heavier than atmospheric air at the same temperature and pressure, 0.0719 > 
0.07141. For practice, the student should check the foregoing answers by a psy- 
chrometric chart, noting that the chart is constructed for a = 14.696 psia. It is 
possible for chart values to be corrected for other than standard atmospheric 
pressure (IS, 127), but the innate inaccuracies in reading a chart are often greater 
than those due to an atmospheric pressure which differs little from standard. 


259. Enthalpy and Total Heat of an Air-Steam Mixture. It is the prac- 
tice in air-conditioning computations to reckon the enthalpy of dry air from 
0°F and the enthalpy of steam from the usual 32°F datum. Thus, the 
enthalpy of a gas-vapor mixture in general may be taken as 

(89) = ha + oiha = c„t + uha Btu/lb. dg., 



S08 GASEOUS MIXTURES [C;i 15 

\\herethevaporcomponentA,ismeasuredfromitsusualdatuin,Cp = 0 24Btu 

per Ib for air, t is in degrees Fahrenheit, « is the humidity ratio 
Tables are available (1S7) which afford the easiest means of determining 
the properties of mixtures of air-steam at p„ = 14 690 psia If the air- 
steam mixture is not saturated, a new term is needed, degree of saturation 
n, which IS defined as the humidity ratio of the actual air divided by the 
humidity ratio of saturated air at the 
same dry bulb temperature and total pres- 
sure, or in terms of the state points on 
Fig 170, 

(▼) P = “l/wfc 

Together with other properties, the tables 
gii e the enthalpy of dry air and a property 
designated by h*. Btu per lb da , which is 
the difference between the enthalpy of 
saturated air at a particular temperature 
minus the specific enthalpy of dry air at the same temperature and total 
pressure, 

K, — hut ” Ad»7 * Btu per lb da 

WohavewifeiPi = Wbh,i(ui/o)i) “ ** /iA»,ivhcn/i,i = Aji, the subscripts 

being as defined in Fig 170 This approximation is good at air tempera- 
tures ti < 150®r (127), so that {A« - specific enthalpy of dry air) 

(w) hm = ha + iih,, Btu/lb da 

There is another property which is commonly used m air conditioning 
called total heat Til, defined by* 

(x) TH = Aa» -f — 0 24t» Btu/lb da , 

where is the enthalpj of saturated steam and is the humidity ratio, 
both at the wet-bulb temperature Ut Actually, equation (1) is the enthalpy 
of a saturated mixture at the wet-bulb temperature, — haa + WirAju. 
Notice that since total heat ts a function of the uet-bulb temperature only, it 
can be included on a psychrometnc chart without complication (Fig 1C7) 
The total heat is nearly equal to the enthalpy of a mixture, so that w here fine 
accuracy is not important, as in aome air-conditionmg problems, it is 
accurate enough to use Q ^ AT II instead of Q = AA m steady flow proc- 
esses where W = 0 and AK = 0 Observe that the right-hand side of 
equation (r), p 304, is the so-called total heal, that the enthalpj of the given 
mixture on the left-hand side is An, = A«i -f- o>dA,tf, where the subscripts refer 
to Fig 169 Thus, total beat maj be corrected to enthalpy by subtracting 

•The language is somewhat confused here This property is sometimes incorrectly 
cfllled enthalpy 


Dew Point Temperature 


Fig 170 Repealed 
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the term (&)„, — 

(y) h„ = TH — (co„ — w^hfy, — haw + ohJivw — (co„ — coi)h/w Btu/lb. da. 
Compare equations (r), (89), and (x). 

260. Example. For the mixture in the example of § 258 (ta = 83°F, = 68°F), 

determine the enthalpj- by equation (89) and by the tables in the ASHAE Guide 
(127), and also compute the total heat for comparison. 

SOLUTION. Using equation (89), we get 

hw = (0.24)(83) + (0.0115)(1097.9) = 32.55 Btu/lb. da. 
hm = 32.55/1.0115 = 32.2 Btu/lb. mixture, 

where 1097.9 == ~ Ati (Fig. 170) is taken from the steam tables and is the enthalpy 

of saturated steam at the drj'-bulb temperature; k^t = h^i,. 

From the tables in the ASHVE Guide (127) for 83°F, we get Wb = 0.02471; cor- 
responding to which fi = coi/aji = 0.0115/0.02471 = 0.466; and 

hw==ka + ttha, = 19.942 + (0.466)(27.1) = 32.57 Btu/lb. da., 

where the values of ha and ha, have been taken from the tables. This answer is a 
close check of the preceding answer. 

The total heat of the mixture is 

TH = (0.24) (68) -f (0.015)(1091.5) = 32.69 Btu/lb. da., 

where 1091.5 = h, at = 68°F and &>„ = 0.015 from § 258. Check this answer 
against a psychrometric chart and note that it is somewhat different from the 
computed values of h. 

261. Internal Energy and Entropy. The internal energy of a mixture is 
the sum of the internal energies of the constituents, and as in the case of 
enthalpy, it is not necessary to measure the individual internal energies from 
the same datum; thus, 

(z) Uw = Ua + om, = Cat + a (h, - Btu/lb. dg., 

where for the dry gas is measured above 0°F and the vapor properties are 

found as usual from vapor tables. 

The change of entropy for a mixture is the sum of the changes for dry gas 
and vapor considered separately. Compute these changes in accordance 
with principles already established. 

262. Mixtures Other than Air-Steam. The foregoing principles apply 
to any gas-vapor mixture, but vapor properties are not always at hand. 
Chemistry handbooks will contain enough data for certain purposes, data 
such as latent heats, specific heats, saturation pressures, and temperatures. 
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The cun es of Fig 171 arc typical of a\ailab!e data The use of this mfor- 
nvation is illustrated by the following %\ample 



Ftg 171 Pressurtt and Temptratutts oj Sahnateti Vapors To use Eater etut 
for, say, a koowa teaperatore of 100*F Move toward Ute right alosg a constaat* 
temperature liae uatil the desired euree is reached. More dors to read the eorre- 
sponduig saturated-Ttpor pressure PoDowug the dotted bae for octane, find a pres 
sure of 0 St psia. 


2S3 Eusiple: Fuel- Air Mixture A fuel sir mixture ui an intake mamfold con* 
•isting of octane (C,!!,*) and air, is at 122*F and a total pre«sure of p„ ■ 12 psia 
Determine the pounds of air per pountl of fuel (a) if the imxture is saturated tnth 
respect to the octane, (b) if the relatne bumidit} of the octane is 21%, but fir^t 
deterinme the devr point at this humidit} 

soLmo> (a) Prom Fig 171 the partial pre««ure of the Mturated rapor of 
octane at 122“^ is found to be p.j * 0 95 psia See fig 172 The molecular 
weight of octane is 1I4 14 from which 
its gas con’^tant mai be taken as 



= 


1545 
114 14 ’ 


= 13 5 


From the characteristic equation of an 
ideal ga" we find the approximate den- 
«iti of octane lapor to be 

^ Pi ^ (0 95)(I44)(1) 

RT (I3 5)(oS2) 

= 0 0174 Ib /cu ft 


The partml pressure of the air at «tate 3 is 12 — 0 95 = 11 05 psia, whence the 
densitj of the air js 


P*i 


pT ^ (110o)(144)(l) 
RT (53 3){aS2) 


= 0 0513 Ib /cu ft 



§ 26Ji\ EXAMPLE: CONSTANT TOTAL PRESSURE (STEADY FLOW) 
Then, the mass of octane vapor per pound of air (or the humidity ratio) is 


^ ^ 0-0174 

’ Pai 0.0513 


0..339 lb. v./lb. da. 


This ratio is equivalent to 1/0.339 = 2.95 Ib. of air/lb. of fuel. Such a mixture is 
not likely in practice because there is not enough air to complete the combustion 
of the fuel. 

(b) Since the dew point is that temperature at which the vapor becomes saturated 
during a constant pressure cooling, we find first the partial pressure of the octane 
from 


0 = Hsl = 


0.21 


= 2iL. 
0.95’ 


or pri = 0.2 psia (Fig. 172). From Fig. 171, the corresponding saturation tem- 
perature is U = 68°F, the dew point. 

The density of saturated vapor at 122’F has been found as >0,3 = 0.0174 Ib./cu. ft. 
Using equation (86), 4> — Pci/Pis, we have 


Pri = ?ipri = (0.2l)(0.0174) = 0.00363 Ib./cu. ft. 

The partial pressure of the air nith the vapor in condition 1 is 12 — 0.2 = 11.8 psia 
whence 


(11 -8) (144) 
(53.3) (582) 


= 0.0548 Ib./cu. ft. 


J_ _ ^ _ 0.0548 
oil p,i 0.00363 


15.1 lb. air/lb. v. (fuel). 


This ratio is tj'pical of mixtures found in internal combustion engines. 


264. Example : Constant Total Pressure (Steady Flow). An atmospheric air mix- 
ture in state 1 has the following properties: p„ = 29.92 in. Hg, ti = 100°F, and 
o)i = 0.0295 lb. v./Ib. da. This air is cooled to 60’F, state 2, Fig. 173, and then 
heated to 85°F, state 3. (a) Determine the relative humidity of the original mix- 
ture. (b) How much moisture is deposited during the cooling to 00°F? (c) How 

much heat is removed during cooling? (d) For a flow of 100,000 cfm, how many 
tons of refrigeration are ideally required? (e) What is the volume of the original 
100,000 cfm after cooling? (Q llTiat is the relative humidity of the air in state 3 
(Fig. 173)? 


note. The events of this problem are fairly U-pical of the events in summer air 
conditioning of habitations. Since the various answers may be obtained with the 
aid of a psychrometric chart, the reader should use the chart and check all results. 

SOLUTION, (a) To find the relative humidity, first find the partial pressure p,, 
of the vapor from equation (p); 


_ UlPr, 

0.622 -f- 0)1 


(0.0295) (14.7) 
0.622 -f 0.0295 


0.666 psia. 
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From the steam tables, we find = 0 9492 p«i3 for 100°F and then 




p^ 0 9492 


= 70,2% 


(b) The condensed HjO is obtained b} 
subtractmg U] from &>! To get an idea 
of where state 2 for the H,0 is. we enter 
the steam tables and find the dew point c 
(Fig 173) corresponding to p,i = 0 666 as 
te *= S8 4®F Thus, the air has been cooled 
below the dew point and HiO has been con- 
densed At eO'^F, p.t = 0 2563 psia is 
taken from the tables, then from equation (p), we get 


Ftg 173 


0 622p.i 

«= = 

Vm - P.l 

The condensation is therefore 


(0C22)(0 2563) 

147-02063 ■ ““'‘“■'lb v/Ib da 


«, - «, - 0 0295 -001103 » 0018451b i /lb da 


(For the 100 000 cfn, this condenaatroo emounts to 


(6770)(0 01845) 
8 4 lb /gal HtO 


14,85 gpm. 


which 13 equivalent to 892 gal /hr See part (d) for computation of 6770 lb /nun ) 
(e) The heat transferred at constant pressure or m a stead) flow process where 
TT » 0 and AA - 0 is 0 = The enthalp) of the vapor in the ongmal air is 
- Art - 1105 2 Btu/lb \ at 100°F, or 


= (00295)(11052) =32 6 Btu/lb da 


At state 2, the enthalpj of the IIiO should account for the condensed steam, that is, 
A,i = U}A,j + (wi — uilA/t 

= (0 01105)(10SS) + (001845) (28 06) 

= 12 -f 0 518 = 12 518 Btu/lb da 


where h,j and A/j correspond to a temperature of It = CO^F Xow usmg equation 
(89), we find 

Q = AAn = Cpifi — ft) -h A,i — A,i 

= 0 24(60 - 100) -1- 12 518 - 32 6 = -29 7 Btu/lb da 

The heat remoi ed per pound of original mixture is 29 7/1 0295 = 28 85 Btu/lb 
mixture This \alue of Q should be clo<5ely approximated by AFTf 

(d) If there are 100,000 cfm of atmoephenc air, there are also 100 000 cfm of dn 
air and 100,000 cfm of \apor The mass of 100000 cfm of drj air flowmg is 

„ = P-r- = (147 - 0666)(144)(100000) ^ 6770 lb /mm 
- R,Ti (533)(560) 
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Sli 

For example, a cubic inch of silica gel in its crushed and prepared condition 
exposes some 50,000 sq ft (.1^ While silica gel and activated alumina 
have a particular affinity for HjO, activated carbon prefers organic vapors 
and IS used, for example, in refrigerators to reduce objectionable vapors 
with odors After they have become saturated, both absorbents and 
adsorbents are reactitaled by healing them 
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THE TRANSFER OF HEAT 


266. Introduction. We have repeatedly used transferred heat Q and 
described some heat exchangers without discussing the details of the phe- 
nomena by which heat is transferred. The purpose of this chapter is to 
give the reader a general idea of the nature of the problems and to provide 
an introductory background for further study. The developments in this 
field are too extensive to be covered fully in a book on thermodynamics. 

Heat exchanger is a name of general connotation applied to any device 
which effects a transfer of heat from one substance to another. One way in 
which this transfer of heat is brought about is by the irreversible mixing of 
cold and hot fluids in some exchangers, such as open feedwater heaters, jet 
condensers, desuperheaters, wherein an equilibrium condition is estimated 
by equating the energy lost by one fluid to the gain in energy of the other 
fluid. In other cases (Figs. 174, 175), heat is transferred from one fluid on 
one side of a wall or partition to and through the wall to another fluid on 
the other side. Numerous heat exchangers already mentioned come to 
mind; as examples, we have: steam boilers, surface condensers, evaporators, 
closed feedwater heaters, and the automobile radiator. Those factors 
which determine the coefficient of heat transfer between a fluid and the 
adjacent surface will not be discussed in detail; and we shall have little to 
say about radiation. The idea is to obtain a general understanding of the 
mechanisms of heat transfer. 

267. Conduction. Methods of heat transfer are defined in § 19, which 
should be read again now. We recall that heat is conducted from one part 
of a system to another because faster moving atoms or electrons or molecules 
in the hotter part induce by impacts an increased activity of adjacent atoms 
or electrons or molecules (increase their kinetic energy) ; thus heal flows 
(there is a heat flux) from the hotter to the colder parts. 
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Heat may be conducted at uneven rates the rate increasing or decreasing, 
that IS, the temperature difference in the path of heat flow may be increasing 
or decreasing This condition is an unsteady state, as during the warm up 
period of an engine, and it must be analyzed % ta infinitesimal heat flows 
dQ/dr, where dr is the duration of time dunng which heat dQ passes a cer- 
tain section However, this study will be confined to systems m a steady 



Ct>urtMy Brown Co Elyna 0 

Fig 174 Heat Exthanget, Extended Swjaee Used for beating viscous oils— 
reducing the pumping work Oil eaters from the oil task at the open left end Steam 
circulates through the tubes, two-pass flow through tubes, single pass flow through the 
shell See Fig 176(b) 

state, wherein each point of the system remains at a constant temperature 
and heat transfer is constant at a rate of Q energy units per unit of time 
Also It 18 assumed that tlie flow of heat is unidirectional 
268 Fourier’s Law For steady state, unidirectional flow, Fourier’s 
equation (1822) gives the heat conduction as 

(00) Q . -ft/1 (^) Blii/hr , 

where Q Btu per hr is the heat conducted across a surface of A sq ft , 
through a w all thickness of dL in , and with a temperature drop of df“F 
through the distance dL The ratio dl/dL is called the femperafUTegTadient 



Courtesy Foster Wheeler Corv , New York Courtesy Brown Ftnlube Co 

(a) Circumferential extenaed surface (b) liongitudinal extenaea sonace 

Ftg 17$ Extended Surface Elements 


along the path The negative sign m equation (90) is used because the 
temperature decreases in the direction of heat flow (that is / di = fi - fi is 
a negative number and the negative sign makes Q positive for convenience) 
The symbol k represents the thermal conductivity,* which is the amount 
of heat (Btu per hr ) transmitted in unit time across unit area (sq ft ) 
* Do not confuse the symbol k with k c,/c. Familiarity With the subject will 
make it easy to attach the correct meaning to the ^mbol by its context 
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through uiut thickness (both in. and ft. are used) for unit temperattire 
change (IT). Any set of units for k. as defined by equation (90), may 
be used, but the foregoing units are the usual ones. Values of k given and 
used in this chapter are for a 1-in. thickness; or 


(a) 


^ Btu-in. 
ft=-°F-hr.‘ 


K the thickness L is in feet, then 


(b) 


{ Btu-in. ') 


Vft--T-hr.j 

'Vl2 in.; 


^ Btu-ft. 

* ft=-°F-hr.' 


It uiU soon be evident that e.vtraordinaiy care must be e.vercised in the 
matter of units in heat transfer, and because units are diverse in the lit era- 
tine, the reader is cautioned to cheek thoroughly the units of all factors 
entering into any equation. 

269. Variation of Thermal Conductivity. Thermal conducti\-ity varies 
widely, just as electrical conductiiuty does. Study the values in TableXII. 
Not only is there great variation between materials, but particular materials 
may also have widely different conductiiuties in different states. For 
example, ft for aluminum at 212’F = 672°R is about 1440 Btu-in. per 
ft--hr-T, but at about 1S°R it goes up to about 35,000 Btu-in. per ft=-hr-°F 
{IJfS). However, the conductmtj" of solids varies so little with the more 
usual temperatures that a single a%'erage or typical value may be used with 
small error. In most applications, the thermal resistivity, which is the 
reciprocal of the conductiiuty, is so small for metals as compared with other 
resistances to heat flow that a small variation of ft from its true value has 
little effect on the over-all conductance or resistance. If the relevant 
temperatures are extreme, high or low, it is advisable to look into more 
detailed sources for test values. As we shall see, the largest resistance is in 
the fluid film adjacent to the solid. Ring {149) makes the following general- 
izations concerning conductivities of solids: 

1. The conductii-ities of all homogeneous solid materials are relatively high; 
practically all good (heat) insulators are porous, cellular, fibrous, or laminated 
materials. 

2. In general, the conductirity increases with the density and elasticity. 

3. With rare exceptions, the conducti^-itj' of insulating materials increases very 
materiaUy with the temperature. 

4. The absorption of moisture greatly impairs the insulating value of porous 
materials. 

The conductivities of liquids and gases are more sensitive to temperature 
changes. Moreover, the difficulty of eliminating convection currents in 
tests on liquids and gases has somewhat complicated the determination of 
conductivities. For relatively small temperature variations, the con- 
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ductmty of sobds, liquids, and gases may be assumed to vary lincarly-with 
the temperature For this assumption, the k in equation (90) may be 
taken as the arithmetic average for the temperature range involved (or the 
value of ft for the mean temperature), and the integration made with ft 
constant If the variation is not linear, and a plot of ft values is available, 
the mean value betn een tivo temperatures may be estimated from the curve 
(as suggested for specific heats m connection with I ig 19) Lacking other 
data, interpolate between the values given m Table XII for ft at the average 
temperature of the conducting body. 


270. Conduction through a Plane Wall. After a steady state of umdirec- 
tional heat flow has been reached in a single homogeneous material whose 
thermal conductivity ft is constant, the temperature gradient dt/dL for a 
plane wall is constant (a straight line — not true w hen ft varies with tempera- 
_ . lure) Accordingly, integration of 

equation (90) gives 



(c) Q 


Q l^^dL = -ftA [‘yt, 
kA(U - h) 

L 


Btu/hr , 


where U and tk are the surface tern 
peraturcs of a partition such as A, Fig 
170 and ft is the average value for 
the given conditions We see that the 
rate of flow of heat depends (1) directly 
upon the temperature difference (poten- 
tial) between the two surfaces of the 
wall, (2) directly upon the area of sur 
face A through which transmission 
OCCUR, (3) indirectly upon the thick- 
ness L of the wall, and (4) directly 
upon the value of the thermal conductivity ft Applying equation (c) to a 
composite wall made up of three homogeneous materials A, B, C, Fig 176, 
w e have 


Ftff 


a Composite Wall 


Temperature Gradients 


(d) Qa = 


ftiA(<„ - U) 


Qb 


ktA{U - U) 

Li 


Qc = 


kMU - U) 


Btu/hr 


Solving for the temperature difference from each of these equations, and 
noting that Qa = Qo ~ Qc = Q Btu per hr for steady-state flow, we find 


(e) 


. QLi 


t, = and tc — td 


QU 

' k,A 


Next, equating the sum of the left-hand terms to the sum of the right hand 



Table XH. CONDUCTIVITIES 


The units of ft are Btu-in./ft*-hr-°F; at atmospheric pressure; ft for a solid changes 
little with pressures below' 200 psi, but significant changes of ft for liquids and vapors 
may accompany pressure changes. The values are from various sources, here 
selected largely from McAdams (137). Straight-line interpolations are permissible 
between the temperatures given. Nearby extrapolations may give satisfactory 
results. 


Material 

Temp. 

°F 

ft 

Solids 

Aluminum 

32 

1400 


392 

1490 

Aluminum piston alloy 

0-400 

1290* 

Asbestos, 29 lb. /ft.’ 

-200 

0.865 

Asbestos, corrugated, 
4 plies/in. 

300 

0.828 

Bearing metal, white 

68 

164 

Brickwork, low density 

68 

5 

Cast iron, grey 

0-400 

360* 

Copper, pure 

32 

2090* 

212 

2616 

Concrete, 1-4 dry 


5.4 

Cork board 

86 

0.3 

Glass window 

3 

6-7.4 

Gold 

64 

2028 

Graphite 

32 

1165 


392 

910 

Gypsum 

68 

3 

G3'psum plaster 


3.3 

Magnesia (85%) 100-300 

0.43* 

Mineral wool (glass 
and rock wool) 

86 

0.27 

Monel 

68 

242 

Plaster on wood lath, 
Ji-in. total thickness 


2.5 

Steel 

0-400 

312* 

Wallboard, insulating 

70 

0.34 

Wood, balsa 

86 

0.32 

Oak, maple 

59 

1.44 

White pine 

59 

1.05 

Liquids 

Ammonia 

68 

3.13 


140 

3.48 


* Average for temperature range given. 


Temp. 

Material °F ft 


Liquids {continued) 



Kerosene 

68 

1.03 


167 

0.97 

Petroleum oil, average 

68 

1.0 

Sodium 

212 

590 


410 

550 

Sulfur dioxide 

5 

1.53 


68 

1.33 

Water 

32 

4.1 


200 

4.7 


300 

4.75 


620 

3.3 

Gases 



Air 

-148 

0.109 


32 

0 168 


572 

0.312 

Ammonia 

-58 

0.107 


32 

0.151 


212 

0.23 

Carbon dioxide 

-58 

0 077 


32 

0 101 


212 

0 154 

Freon F12 

32 

0.057 


212 

0.096 

Hydrogen 

32 

1 06 

572 

2.04 

Nitrogen 

32 

0.167 


572 

0 306 

Oxygen 

32 

0.17 


212 

0.226 

Steam 

212 

0 163 


932 

0 394 

Sulfur dioxide 

32 

0.06 


212 

0.0827 
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Table XHI. CONDUCTANCES AND TRANSMITTANCES 

The units of k/L and U are Btu per These values are intended as 

representative, suggesting the order of magnitude m the various situations They 
are not to be u^ed in actual design unless it is knonn that thej apply. Since the 
values of U are not particularised, the reference area is not meaningful However, 
if these values are u^ed for problem uorL, let the reference area be the internal tube 
or pipe area in such cases (a) From McAdams (/S7). (b) Prom ASHAE {127) 


Constniehon and Mvlorials 


k 

i 

U 

Air space, *4 m or more in width 

fb) 

1 10 


Air space, J 4 m or more in width, bounded by aluminum foil 

(b) 

0 46 


Ammonia eonden«er, 2x3-in double pipe, water inside at U » 6 fpg 



NIIi in annular space, = 3 S°F, clean 

(a) 


320 

Asphalt shingles 

(b) 

6 so 


Brick wall. 8 m thick, plaster inside 

(b) 


0 46 

Brick veneer, frame wall with wood aheathiog, \i in plaster on 



gypsum lath 

(b) 


0 27 

Brick veneer as above, plus 2 in mineral wool insuhtion 

(b) 


0 097 

Concrete blocks, 8 in , hollow gravel aggregate 

(b) 

1 00 


Feedwater heaters, closed, steam condensers, free convectioD 

(a) 


60-200 

" , forced convection 

(a) 


150-800 

Insulating board, H 1° thick 

(b) 

0 66 


Heat exchanger air in tube, condensing steam outside tubes (on 



outside surface area) 

(a) 


8 

Heat exchanger, cooling oil with water in tubes 


50 

Steam condensing, to air, free convection 

fa) 


1-2 

“ , forced convection 

fa) 


2 10 

Steam condensing, to boiling water, free convection 

fa) 


300-800 

Steam condensing, to liquid oil, free convection 

(a) 


10-30 

" , forced convection 

(a) 


20-60 

Superheaters, steam, free convection 
" , forced convection 

fa) 


1 6-2 

(a) 



Water to gas and liquid to gas (hot water radiators, nir coolers, 



1-3 

economizers steam boilers), free convection 

fa) 


“ , forced convection 

(a) 



Water to water, free eonvcctioa 

(a) 


25-60 

“ , forced convection 

(a) 


150-300 


320 
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§ 271] FILM COEFFICIENT 


terms of these equations, we get 


(f) 

or 

(g) 




Q = 


Mt- - tj) _ A At 

Li/ki + + Lz/kz X{L/k) ^ 


for the composite wall in which the temperature drop from surface to surface 
is Al {At = L - td for the wall of Fig. 176; observe that in this usage, the 
At is the first temperature minus the second, counting in the direction in 
which heat flows). It is readily seen that if another section were added to 
the wall, the only change necessary in equation (g) would be the addition of 
another term Lt/kt to the sum of the other L/k’s and the interpretation of 
td as being the temperature of the final surface. This sum of L/k values is 


simply represented by SL/A, as shown. 

For any one section of the wall (Fig. 
176), C = kA/L in equation (d) is 
called the conductance, which is seen 
to include the effect of size and shape 
of the conducting body. The conduct- 
ance is the rate of heat transfer per 
unit temperature difference, Q/At. 
The reciprocal of the conductance is 
the thermal resistance, R = L/{kA) 
= At/Q. The conductance Tper unit 
area, or the unit conductance k/L, is 
often given for particular bodies. See 
Table XIII.) The unit resistance (per 
unit area) is L/k. For the composite 
plane wall (Fig. 176), the conductance 
from surface to surface is A/J,{L/k) 
[equation (g)], the unit conductance i 
'Z{L/k)/A. 



l/'2,{L/k), and the resistance is 


271. Film Coefficient. On each side of the composite wall of Fig. 176 is 
a fluid, the nature of which is of no concern at the moment. On the hot 
side of the wall, the fluid is hotter than the surface at some temperature 
<1 > U. On the cold side, the fluid is colder than the surface, its tem- 
perature being <2 < td- Thus, through thin films of the fluids adjacent to 
the surfaces, there are temperature drops h — L and ta — < 2 . The unit rate 
of heat flow through these films is called the film coefficient (and other names 
such as film conductance, surface conductance) and is represented by h, whose 
units in this book are Btu per hr-ft^-°F; that is, h is the rate of heat flow 
(Btu in 1 hr.) through an area of 1 sq. ft. when the temperature potential 
across the film is 1°F. Its magnitude depends on variables which are too 
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many to be considered at this time At this moment, we are interested in 
the film coefficient in order to obtain a picture of the OTer-all, fluid to-fluid 
flow of heat From the definition of h, we see that the heat passing across 
the films of Fig 176 is 

(b) Q = hiAit, - U) and Q = htA(lj ~ i,) Btu/hr 
As examples of the surface coefficients, we ha\e from ASHAE il2T), 

Inside budding walls, still air, de^gn value, h = 1 65 Btu/hr-sq ft-'F, 

Outside walls, IS-mph wind, design value, A = 6 00 Btu/hT-«q ft-°F, 

Eiaporatingrefngerants la tube, tt 7 >»cal value, A - 200 Btu/hr-^ 
Condensing ‘team in tube, tj-pical value, A = 2000 Btu/hr-sq ft-®F 

Actual V alues of h may be quite different from the foregomg • 

272. Heat Transfer from Fluid to Fluid. If it were simple and convenient 
to measure surface temperatures, equation (g) would be the one to use 
Howev er, in practice, the fluid temperatures are easy to find, unless the speed 
of the fluid IS high (.1S2), and it i» therefore desirable to express the heat flow 
in terms of these temperatures To find tie corresponding equation, solve 
for the temperature dilTerences m equation (b), adding them to those m 
equation (e) as previou«l> explained, and obtam 

® “ 1 /ft, + IT Jir+ L. h. + L,k,->- 1/a; 

Generalizing from this equation, we write for the «tead\ -state, umdirectional 
flow of heat, 

where Q is the rate of heat tran«fer from fluid to fluid through a wall of area 
Asq ft ^‘henthetemperaturedifferenccbctweenthefluidsisAt ** fi — fj 
ZR IS the total thermal resistance, and the total umt resistance to heat flow is 

in which 2(1/A) is the sum of all the surface-lav er Quid resistances, and 
Z{L/k) 13 the sum of all the umt resistances of the materials of the wall 
The over all unit resistance i» represented bv 1/L and the reciprocal of this 
over-all resistance is called the Uansmitlance U , also the over-all coefficient 
of heat iransfer and the over-all (umt) conductance.^ Smee from equation 
• Do not confuse the symbol h mih that for enthalpy h 

t ‘ Terms endmg in -inly designate characteristics of matenalj, normally independent 
of “ire or shape, sometimes called tptetfie proptriiet Ejcamples are conducitnlj and 
retuiinly Terms endmg in -arice designate properties of a particular object, depending 
cot only on the material, but also upon sire and shape sometimes called toioJ quanltltet 
Terzns ending in -tm desigsistelBne rated 
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§ £73] CONDUCTION THROUGH CURVED WALL 
(i), U = l/[S(l/7i) + S(L/ft)], equation (91A) may be written 
(9 IB) Q = UAAi Btu/hr. 

See § 275. Table XIII shows some representative values of U. 

It will be helpful to draw an analogy between the flow of heat and the 
flow of electricity. You recall Ohm’s law as / = E/E, where I is the cur- 
rent flowing (analogous to the rate of heat flow), E is the electromotive force 
or electrical potential (analogous to the temperature difference or thermal 
potential which is the “driving force” for heat), and E is the resistance to 
the flow of electricity (analogous to the thermal resistances of 1 /hA and 
L/kA). Note that the total thermal resistance is the equivalent of a series 
connection of electrical resistances, in which case the total resistance is the 
sum of the series connected resistances; E — Ei + E 2 + Ri A- • ■ ■ , 
where Ei, R^, R 3 , etc. are the individual resistances. Compare with Fig. 
176, p. 321. For R constant, the greater the voltage drop, the greater the 
current flow (the greater the temperature drop, the greater the heat flow). 
If the total resistance is increased by adding more resistances in the denomi- 
nator of equation (91A), or by increasing the size of one or more resistance, 
heat flows at a slower rate. This effect is the desired one in providing insu- 
lation for steam lines, cold-storage rooms, etc. On the other hand, if a 
greater rate of heat flow is desired, as in apparatus designed for the purpose 
of transferring heat, we endeavor to reduce the resistance. If one resistance 
is very much larger than any of the others, there will be little benefit derived 
from reducing any of the resistances except the largest; thus, if the largest 
resistance cannot be reduced, practically the best conditions have been 
attained. 

The engineer has to keep in mind that the transmittance may decrease 
significantly during the operation of a heat exchanger because of the accu- 
mulation of deposits on the transmitting surfaces. On the other hand, the 
transmittance of insulated walls may increase due to the deterioration of the 
insulating material. These materials often lose a large part of their insu- 
lating value because they become wet from seepage or from moisture 
deposited from air cooled below the dew point. 

273. Conduction through Curved Wall. Since the area through which 
heat flows in a curved wall is not constant, we must reconsider Fourier’s 
equation (90) in this connection. Consider a thick cylinder. Fig. 177, for 
which the temperature on the inside surface is ta, the temperature on the 
outside surface is h, and the thermal conductivity is k. The heat flows 
radially, say, from the inside to the outside, and in doing so, a given quantity 
of heat passes across larger and larger areas, since the cylindrical area 

the process of transfer . . . Examples are conduclion and Iransmission. Transmission, 
transmissivity, transmittance usually refer to transfer by one or more of the processes of 
conduction, convection, and radiation.” From A.S.A. Standard, Z 10.4-1943. 
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increases with the radius of the cylinder Consider a length of cylinder z 
and take a \ cry thin element of the cj hndcr of thickness dr with a radius of 
T inches The area of this thin cylindrical surface is 2irTz The change in 
temperature across dr is a differential amount dt Thus Fourier’s equation 



Fig 177 CuTVtd Wall The eods 
are msulated so that there Is bo looci 
tudiaal flow of heat 


giv^ 

0 - -K2m J 

dr 

Separating the variables and integrate 
mg nc get 

Q 1'"^= ~2,rzkj‘'dl, 

0 In « 2Tzk{U - M, 


2ir^k{U ~ h) 2irzkAt 
' In (r,7r.) “ In (Z>,/Z).)’ 


where r, is the outside radius of the 
pipe r IS the inside radius and r,/r, = 


Dt/D, In equation (j) note that the resistance for the curved wall is 




P SI _ In (r./r.) 
" “ “ 2rzk 


Setting up an equation for the heat flow through a composite curved wall 
such as an insulated pipe is simple w hen it is done by summing resistances 
2 f? in accordance with equation (OlA) 0 ** Af/2fi Consider Fig 178 
which represents a pipe A with insulation K wherein the inside film coeffi 



Fig 178 Composite Curved Wall 
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cient is h, and the outside value is ho’, the temperature of the fluid on the 
inside is ti, which, in the following discussion, is greater than t^, the tem- 
perature of the fluid on the outside. The film resistances are (assuming no 
fihn resistance at the intermediate area A) 


Ri ' — “7 7 — and 

A.h. 


Ro 


1 

A„ho 


Applj-ing equation (k) to X and Y (see the dimensions in Fig. 178 — 
Db/Da = n/r^, we get their resistances as 


, _ In (Db/Dg) 
2-zk^ 


and 


In {Dc/Db) 
2Trzky 


Thus, the heat flow is Q = Al/XR, or 


1 , In (Db/DA In (I>./Z),) 1 ’ 

A,hi 2Trzki 2Tzky AoK 


or generalizing for any number of laminated cyhnders, each with certain 
inside and outside diameters of i),- and D^, with a conductivity of k, and 
z ft. long, we have for a steady state 


(92A) 


Q = 




+ 


Ai 

Y In (Do/Di) 
L4 2-zk 


where At = h — ti\s the temperature drop from fluid to fluid, S(1/AA) is 
the sum of all film resistances in the path of heat flow, and the other term in 
the denominator sums all other resistances. The heat is flowing radially 
only. 

IMPORTANT note: The value of fe in equation (92) must have the units 
Btu-ft per hr-ft'-°F in order to get heat in Btu per hr. Compare with the 
units given in Table XII. 

In applying Q — UA At to curved waUs, the area A becomes a con- 
venient reference area; for a single pipe, either the outside or the inside pipe 
area. Inasmuch as a certain amoimt of heat Q is passing through the waU 
under steady-state operation no matter which area is the reference area, we 
have 


or 




(92B) Q = UcA„ At 

wherein, by comparison with equation (92A) 


u in., 


UAa = UiAi = 




In (g,/ J,) 
2-!rzk 


Thus, if an over-all transmittance U is given for a curved wall, the corre- 
sponding reference area should be stated. 
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274 Example. An insulated steam pipe, located where the ambient tempera- 
ture IS OO'F, has an internal diameter of 2 in and an external diameter of 2M in 
The outside diameter of the corrugated asbestos iiwulation is 5 in and the surface 
coefficient on the outside is A« = 2 Btu/hr«q ft-®F, a value intended to include 
the effect of radiated heat where the movement of the air is that due to natural 
circulation (free convection) On the inside, the steam has a temperature of 
300®F and h, = 1000 Btu/hr-sq ft-®F. (This value of A, is commonlj used for 
saturated or uet steam flow mg in a pipe Note that this r alue corresponds to a low 
resistance to heat flow, so that some inaccuracy here has little effect on the trans- 
mittance ) Compute (a) the heat loss per foot of pipe length, and (b) the surface 
temperature on the outside of the insulation 
soLUTiov (a) Refer to Fig 178 From Table XII, we find 

k, = 312 Btu m /hr-ft*-®P for steel 

fe„ = 0 828 Btu-in /hr-ft*-'‘F for the corrugated asbestos msutatiou 

Converting the inch unit to feet, we ha\e k, = 312/12 and Ay = 0 828/12 The 
true value of A for steel will vary with the composition of the steel, but since the 



Fiy 178 Repeated 


lesistawce of any steel to the flow of heat is tclatuely small in a case Idee this, what- 
ever error is involved will be seen to have negligible effect after numerical results 
have been obtained First, compute the various resistances per foot of pipe length 
The area of a cylinder is rrDz, where z = 1 ft is its length and the area is to be m 
square feet (2/12 ft miJi, 5/12ft mA^} 


Inside film R\ 
Pipe Jti 
Insulation R% 


AJi, 


12 

(ir2)(1000) 


= 0 00191 hr-°F/Btu 


ln(D,/A) In (2 5/2) 
2«A " (2r)(3l2/12) 


0 001365 hr-T/Btu 


In (gg/f).) _ In (5/2 5) 
2kA (2i-) (0 828/12) 


1 6 hr-®r/Btu 



Outside film Ea 
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Summing these resistances, we have R = 1.985275 hr-°F/Btu, where it is evident 
that tlie last several digits are not significant. Observe the small effect of the first 
two resistances. For At = 300 — 90 = 210°F, we get 

Q = ^ == 106 Btu/hr. for each foot of length. 

(b) The heat Q = 106 Btu/hr. flows through each cylindrical lamination and 
will be equal to 

Q _ temperature difference between two sections 
sum of the resistances between the same sections 

For a temperature difference to the outside surface of h — Ic = 300 — U, Fig. 178, 
and a resistance to the outside surface of Ri + R^ + Rs = 1.603, we get 

106 = ~ 

1.603 

from which tc = 130°F, a safe value for the outside surface. 

276. Logarithmic Mean Temperature Difference. Our discussion of the 
transfer of heat through walls from one fluid to another has been on the 
tacit assumption that the hot fluid remains at a constant temperature ti 
and the cold fluid remains at a con- 
stant temperature However, in 
many instances, either the cold fluid 
or the hot, or both, undergo a change 
of temperature in passage through 
the heat exchanger. 

For purposes of explanation, con- 
sider a double-pipe type of exchanger 
(Fig. 179). Let the hot fluid flow 
through the annular space and the 
cool fluid through the inner pipe. As 
the temperatures of the fluids change, 
the difference between the tempera- 
tures of the fluids changes. Thus we 
find different differences between the 
temperatures of the hot and cold fluids 
at different sections of the exchanger. 

In such cases, the logarithmic mean 
temperature difference (LMTD) represented by Af™, is used in place of 
t\ — h- Since the rate of change of temperatures of the substances is not 
constant, the LMTD is not the same as the arithmetic mean, as shown in 
equation (93) below. 

At this time, we shall consider two types of flow, parallel flow, in which 
case the fluids flow in the same direction through the heat exchanger, and 



Fig. 179. Double-Pipe Arrangemeni. 
Observe the notation. One end of the 
exchanger is designated as section A 
and the other end, section B. In this 
illustration, a counterflow arrangement, 
Ua is the initial temperature of the cold 
fluid and (/.a is the final temperature of 
the hot fluid. 
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counterflow, where the fluids flow in opposite directions In a general 
way, the variation of temperatures is as indicated m Fig 180 In case of 
parallel flow, both fluids enter at section A, and as they pass to section B 
their temperatures approach one another At and near section A (Fig 
180(a)] the temperature difference is a maximum, and consequently the 
rate of flow of heat and the rate of decrease of temperature difference 
are a maximum As the temperatures of the fluids approach one 
another, the rates of change of the temperatures decrease and the curves 
flatten out In Fig 180(b), a counterflow arrangement, the cold fluid 
enters at section B, leaves at A In contrast to parallel flow, heat transfer 
is taking place between the fluids at the moment when each is m its cold 
est state and when each is in its hottest state The transfer of heat in 
a counterflow exchanger tends to conserve available energy and makes 



Fiff 180 Temperalure Vanaliont, ParalM Flow and Counterflow In e&ch case, the 
temperature difference el section A is Atj Ua — Ua , and at section B the ten* 
perature difference is Mb « Ub ~ tea 

possible a higher final temperature of the fluid being heated than obtainable 
with parallel flow 

To find the equation for the mean temperature difference consider a 
differential area of transmitting surface dA in a counterflow exchanger 
As the cold fluid flows past this area, its temperature increases a differential 
amount die due to the transfer of a differential quantity of heat dQ the 
amount of which is dQ = tf»cC« dt„ where w* is the mass of cold fluid flowing 
m a unit time and Ce is the specific heat of the cold fluid Assuming no 
heat loss from the exchanger and no change of kinetic energy we conclude 
that the heat loss of the hot fluid dQ = U)»c» dh is the same as the gain of 
the cold fluid Note that the / «f/* is a negative number, so that 
die + ** ■= d(A0 

IS the change m the difference of temperatures, /d(if) = Afj — Afi (Fig 
180) across a differential area dA of infinitesimal length dL betw een sections 
1 and 2 From the definition of the transmittance U, we have also 
dQ = UdAM 
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Using the conclusions of the foregoing discussion, we get 

dh + dk = d{Ai) = dO (-i L) ^ u (A LY 

\W^c WHChJ \WcCe WkCkJ 

where dQ is a positive number and the negative sign on the right-hand side 
is necessarj’ to produce an airthmetic difference. Rearranging the foregoing 
equation, we have 



wherein the transmittance U and specific heats c are taken as constant. 
Integration of this equation gives 

In ^ = -In ^ = - (— - — Y 

AIjl Aib WcCc WhCk \WhCh WcCc) 

Now using Q = UA Ai„ = w^cAIca — Ub) = w^cAIha — ths) in this equa- 
tion, we find • 


In —A = — thO _ tcA — Ub _ {thA — Ujd ~ ifhB — tea) 

; ^AIb At„ Air, At„ 


from which 

(93^ 


Air, = 


AIa - AIb 
In {AIa/AIb)’ 


the value of the log mean temperature difference between sections A and 
B when the difference in temperature at .<4 is AIa, and the difference at B is 
AIb. It does not matter which end of the heat exchanger is taken as section 
A and which 5; the same result will be obtained from equation (93). A 
similar analysis of the case of parallel flow wiU yield the same equation (93). 
Hence this equation applies to either case and it senses also whenever the 
temperature of either fluid is constant, as during evaporation or condensa- 
tion. When AIa is equal to or nearly equal to AIb, use the arithmetic aver- 
age for Air,. "Where there is cross flow, as around baffles in heat exchangers, 
and where there are fins, the mean temperature difference is not given by 
equation (93); nor in case w, c, or U varies. For such other situations, see 
McAdams (IS7). Equation (91) may now be written. 


(91C) Q = UA Air,. 

In taking values of U for curved walls from the literature, notice whether 
they are based on the inside A, or outside A„ surfaces. 

276. Thermal Radiation. AH bodies radiale heat. If two bodies were 
completely isolated in a vacuum from all other bodies, but not from each 
other, the colder body would radiate heat to the hotter body, and the hotter 
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body would radiate heat to the colder bodj For purposes of explanation 
let all the radiant heat from the hotter body go to the colder body and all 
the radiant heat from the colder body to the hotter body Then the colder 
body would be heated because due to its lower temperature it radiates less 
heat than it receives from the body with the higher temperature Radiant 
heat or thermal radiation is an emanation of the same nature as light and 
radio waves Like other waves m striking a body some of them will be 
reflected (the fraction being indicated by the Tefleetivtty) some will be 
absorbed (the fraction being indicated by the absorptivity) and if the body 
IS transparent to the waves some uiH be transmitted through the body (the 
fraction being given by the Iransmtsstviiy) The sum of the reflectivity 
plus absorptivity plus transmissivity is equal to 1 or 100% Bodies which 
are opaque to light are for the most part opaque to radiant heat (true of 
most solids) For opaque substances the energj of the radiant heat is 
either absorbed or reflected m which case the reflectivity plus ahsorplmtj 
IS equal to one At the other extreme some gases and some glass transmit 
nearly all the radiant heat Brightly polished metals are such good reflec 
tors that most of the radiant heat may be reflected 

A body which absorbs all the impinging radiant heat is colled a block 
body, a hypothetical conception m which the absorptivity is unity A black 
body IS also the best radiator At a particular body temperature actual 
bodies radiate less heat than a black body The ratio of the radiation from 
an actual body to the radiation from a black body is called the emtssivily e 
The emiasivity is not a constant property but usually it increases with the 
temperature of the radiating body 

Ivirchoff s law may be slated os follows the absorptivity a and the 
emissivity « of a bodj arc the same vvhen the body is in thermal equi 
librium with its surroundings From this statement we can see that the 
emissivitj of highlj polished metals ma> be quite low 

The nearest approach to a black body is obtained by a hollow vessel 
penetrated only bj a small pm hole through which radiant heat maj pass to 
the inside Once inside little of thi^ radiant heat has a chance to be 
reflected or rcradiated back through the pm hole Thus for practical 
purposes this vessel absorbs all the energy entering the hole 

277 Stefan-Boltzmann Law This law states that the amount of radio 
tion from a black body is proportional to the fourth power of the absolute 
temperature = ir 4 T* where ^ — (0 17J3)(10 *) is the Stefan Boltz 
mann constant w hen Q is in Btu per hour and A sq ft is the radiating area 
of the black body whose surface temperature is T®R As usual this equa 
tion for an ideal situation must be modified to care for actual situations As 
prev lously stated net heat transferred by radiation is the result of an inter 
change of radiation the radiation from the hot body to the cold bodj 
minus the radiation from the cold body Also the effective emissivities 
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and the fact that all the radiation from a certain source will not strike the 
surface must be considered. Introducing these corrections into the Stefan- 
Boltzmann law, we have 


(94) 


a - 0.171F,F,A [(^^)‘ - (li'l 


looy j 


Btu/hr., 


where Fa is a view factor, sometimes called an angle factor, which allows for the 
average solid angle through which one surface “sees” the other; that 
is, it allows for the e.\-ehange of radiation which is direct (not reflected 
from intermediate surfaces) ; 

Fj? is a factor which depends on the individual emissivities e (epsilon) and, in 
some instances, on the ratio of the areas. 

A is the area in square feet of a surface. 


Further detail on radiation is beyond the intended scope of this book. 


278. Closure. At this stage of development of the science of heat trans- 
fer, the computation of the heat flux is dependent largely on experimental 
results, as indicated in the previous discussions. On this account, it is often 
desirable to search the literature for experiments related to the particular 
situation in which one is interested; or to verify one’s design by experiment. 
If the effects of contaminants in the fluids and on the surfaces are included, 
the over-all coefficients vary widely for seemingly similar circumstances, 
which suggests a thoughtful approach to actual designs. 
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APPENDIX A, PROBLEMS 

N-OTE 1 If desired, additional problems, together with convenient tables of properties and 
hot} mg charts, are available in Problems on Thermodjnamics byFaires, Brewer, Simmang, 
published btj The Macmillan Co 

NOTE 2 Unless otherwise stated in these problems, the atmospheric pressure should be 
talen as 14 ~ psia (20 92 in Hg) 

NOTE 3 The answers given are usually slide-rule answers and are subject to inherent 
errors 


1. THERMODi -S 4MTC PROPERTIES 


1. Work, energj , and moment (or 
torque) are all measured in foot-pounds 
or similar units of space and force Maj 
Nte add energ\ and moment’ E\-pIain 
fulU 

2. Weight and mass maj both be meas- 
ured m pounds If the u eights gir en are 
a= obtained on Mt Ranier, i= it correct to 
add the u eights in pounds and masses in 
pounds’ Is there anj circumstance « here 
such a sum uould gne either the total 
mass or the total n eight’ Discuss fulh 

3. \ bod} neighs 1000 lb at standard 
grant} What nould it neigh on top of 
Pikes Peak (g » 32 12 fps”)’ at sea le\el 
at the equator (g « 32 26 fps*)’ at sea 
let el at the North Pole (g = 32 09 
fps*}’ 

4. Fite ma«-es are as follotts nii is 
500 gm of mass, m- weighs 800 gm m% 
neighs 4 poundals, nit neighs 32 2 lb , and 

1 = 2 slugs The weights are at standard 
grat It}' What is the total mass etpressed 

(a) in pounds, (b) in slugs, (c) in grams’ 

Ans (a) 99 59 Ib , (b) 3 I slug=, (c) 

45,200 gm 

6. k 10-cu ft tank contains 3 22 lb of 
a gas P bat is the densit} of the gas in 
a slugs /cu ft’ Ans 0 01 

6 (a) If the pressure gage on a tank 
reads 20 in Hg gage, nhat i« the absolute 
pressure m inches Hg, in psi, and m psf’ 

(b) If the gage reads 20 in Hg tacuum, 
nhat 13 the absolute pressure in inches Hg, 


m psi, and m psf’ (c) Is pressure an 
intensit e or extensive propert} ’ 

7. Suppose pressure is being measured 
b} a column of nater nhosc densit} is 
62 Ib /cu ft Explain hon to conxert a 
column height z m feet to psi and deter- 
mine the conx ersion constant 

8 Steam at a pressure of 150 psia and 

a temperature of 400°F occupies a xolume 
of 3 223 cu ft /lb (a) PTiat is its densit} 
in lb /cu ft and in slugs/cu ft ’ (b) 

Conxert the pressure to inches Hg and 
feet of xxater (60°F) (c) Conxert the 

temperature to ’R, °K, and °C Is tem- 
perature an mtensixe or an evtensix'e 
propertx ’ 

Ans (a) 0 31, 0 00965, (b) 306, 5085, 

(c) 860, 478, 204 4 

9 The same as 8 except that the steam 
IS at 200 psia, SOO’F, 2 726 cu ft /lb 

10. What are the units of the constant 
0 96 m tl = 0 96(as)'/*, xxhere u is m mph, 
a m ft /sec *, and s in ft ’ 

Ans mph /fps 

11. \ certain equation m heat transfer 
is ft = C AT’ *®®/(D° “F” ■**), xxhere h is 
the heat transfer coefficient for free con- 
xection m Btu/ft*-hr-°R, AT is a tempera- 
ture difference m °R, D is a characteristic 
dimension m inches, and T is temperature 
in 'R What are the units, if anx , of C’ 

^ns Btu-m » */ft*-hr-'’R‘ 

12-20. These numbers ma} be used for 
other problems 


2. CONSERVATION OF ENERGY 


NOTE Consider all energy problems from two vtewpoinls, the energy equation and the 
energy diagram 

21. kn inxentor claim® that he will be his engine m a specified time 4n engi- 

able to get 3,890,000 ft-lb of xxork from neer mx estigatmg the claim finds that 
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during the same time, fuel is supplied to 
the engine which releases 4400 Btu of heat 
What conclusion does the engineer draw 
concerning the inventor's claims’ YVbat 
13 the basis of this conclusion? 

22 A closed system which IS undergoing 
cyclic changes of state receives heat at the 
rate 13 550 Btu/min , and discharges 
17,110 Btu min of heat Over a com- 
plete cycle there is no change of stored 
energy which is entirely internal energy 
The only other energy crossing the bound- 
ary IS work How rnuch work is done’ 
Is it done on or by the system? 

Ana -59 33Btu/8ec 

23 A closed system undergoes a process 
during which it receives 2250 Btu of heat 
and docs 3220 Btu of work What is the 
change of stored energy? 

Ant - 755,000 ft4b 

24 A closed system consisting of helium 
IS compressed by 373 Btu of work while 
the internal energy increases 299 Blu 
How much heat, if any, flow s? in or out? 

26. Assuming that there are no heat 
efieets and no frictional effects And the 
kinetic energy and velocity of a 3220-lb 
body (mass of water) after it falls 778 ft 
from rest Start with the steady flow 
equation, deleting energy terms which are 
irrelevant Ant u, - 223 7fps 

26 Water leaves a nosslc at 72 mph 

If the jet IS directed vertically upward, 
how far above the nozzle w ill the water go, 
ideally? This is an open system without 
frictional effects Start with the steady 
flow equation, deleting energy terms which 
are not applicable An* 173 5 ft 

27 (a) A 64,400 lb airplane is traveling 

at 1000 fps (682 mph) How much is lU 
kinetic energy in hp-hr ’ (b) If it noses 

vertically upward at this speed with power 
off and in a vacuum (no friction) at stand- 
ard gravity, through what vertical dis 
tance would it move? 

An* (a) 1 288,000 Btu, (b) 2 94 mi 

28 During a steady flow proeess the 
pressure of the working substance drops 
from 200 to 20 psia the velocity increases 
from 200 to 1000 fps, the internal energy 
of the open system decreases 25 Btu/lb , 
and the volume increases from I to 10 cu 
ft /lb No heat is transferred Sketch 
an energy diagram and apply the steady 
flow equation for 10 lb /sec to determine 


the work per lb Convert to hp Is it 
done on or by the substance’ 

4ns -i-5 85 Btu/lb 

29 An air compressor (an open system) 

receives ^>0 Ib /mm of air at 14 4 psia and 
a specific volume of 2 cu ft /lb The air 
flows steadily through the compressor and 
IS discharged at 100 psia and 0 4 cu ft /lb 
The ioitiaj internal energy of the air is 
12 Btu/lb , at discharge the internal 
energy is 47 Btu/lb The cooling water 
circulated around the cylinder carries 
away 83 BtuAh of aw The change in 
kinetic energy is a 2 Btu/lb increase 
AP “ 0 Sketch an energy diagram 
Compute the work (by or on?) in Btu/lb 
and in hp An* —72 Btu/lb 

30 Steam enters the blades of a single- 
stage impulse turbine with a velocity of 
1400 fps and leaves with a velocity of 
4G0rp3 Assuming that there IS no change 
in A ■ u 4- ?f/*f and no transferred heat, 
apply the energy equation and calculate 
the work delivered to the blades per pound 
of steam flowing Compute the hp for a 
flow of 42 4 )b /mm Sketch an energy 
diagram indicating the flow of energy 

Am 34 9 Btu/lb 

31 An air compressor picks up air for 
which A a 20 Btu/lb and delivers it 
when A a 70 Btu/lb Uhile passing 
through the compressor the air rejects 
10 Blu/lb Neglect the change of kinetic 
energy and compute the work (in Btu and 
hp) for compressing 50 lb /mm Apply 
the energy equation and then show the 
energy diagram An* — 3000 Btu/mm 

33 (a) A boiler is a steady flow device 
Let the system be the HjO between entry 
and exit Entering energy consists of the 
internal energy of the w ater the flow w ork 
and the heat transferred to generate the 
steam Departing energy consists of in- 
ternal energy and flow work Tlie change 
of kmetic energy is generally negligible 
Show an energy diagram and set up an 
expression lor the heat to generate t ft> of 
ateam (b) Water enters a boiler with 
A = 128 Dtu/lb The steam leaving has 
mtemaf energy ui = lltl Btu/lb and 
does flow w’ork passing the boundary of 
W/t = 83 9 Btu/lb t\hat is the trans 
ferred heat? 

33 (a) Apply the energy equation to a 
turbine where the transferred heat is negli 
gible, and set up the expression for the 
work of 1 lb of steam Show the energy 
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diagram, (b) Steam enters a turbine with 
h = 1107.5 Btu/lb. It leaves with hi 
= 985 Btu/lb.; AK = 0. What is the 
work done in one hour when the steam 
flows through at the rate of 1 lb. /sec.? 
WHiat is the corresponding hp? 

Ans. 703,920 Btu/hr. 

34. Steam enters a turbine with a veloc- 
ity of 50 fps and a value of hi = 1292 
Btu/lb. The exit velocity is 117 fps and 
hi = 1098 Btu/lb. Loss by radiation is 
13 Btu/lb. (a) What is the work in 
Btu/min. and hp if the amount of steam 
flowing is 2 lb. /sec.? (b) The change of 
kinetic energy is what percentage of Ahl 
Sketch an energy diagram. 

Ans. (a) 21,690 Btu/min. 

36. A combustor on a gas turbine. 
Fig. 80, p. 152, receives air with an en- 
thalpy of 208 Btu/lb. and, at the same 
time, fuel which carries with it 323 Btu/lb. 
of air, mostly chemical energj' which is 
released by combustion. The heat loss is 
M Btu/lb. of air passing through, and the 
amount of energy leaving in the exit stream 
in the form of unburned fuel is 10 Btu/lb. 
of air. What is the enthalpy of the de- 
parting gases? Sketch an energy diagram. 

Ans. 501 Btu. 

36. A gas in steady flow at the rate of 
1000 lb. /min. performs a process in which 
<3=0 and the enthalpy decreases 19.2 
Btu/lb. (a) If this process occurs in a 
nozzle where IF = 0, what is the change 
of kinetic energ}'? If the initial velocity 


3. ENERGY RELATIONS 

61. The heat rejected by 10 lb. of each 
of the following gases is 200 Btu: nitrogen, 
helium, argon. For each gas, what is the 
change of temperature (a) if pressure 
remains constant, (b) if volume remains 
constant? 

62. Itniilo the pressure remains con- 
stant, 3 lb. of a gas are reversibly cooled 
from 340°F to C0°F. Assuming constant 

determine the change of entropy if the 
gas is (a) air, (b) argon, (c) helium. 

Ans. (a) -0.31 Btu/°F, (b) -0.161 
Btu/“F, (c) -1.01 Btu/°F. 

63. The same ns 62 except that V = C. 

64. From the curves of Fig. 19, estimate 
the mcon specific heat of O- between 
1000°F and 4000°F and find the heat 
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is negligible, what is the final velocity? 
(b) Considering the procc.ss in the turbine 
ns a whole where the change of kinetic 
energy is zero, determine the work in 
Btu/min. and in hp. 

37. .let engines provide a thrust of 
10,000 lb. on a plane moving at 500 mph. 
What is the rate at which work is being 
expended on the plane in Btu/scc., in hp, 
in kw, and in hp-hr./sec.? 

38. (a) Determine the fp clV for a 
process during which the pressure remains 
constant and evaluate it in Btu for a pres- 
sure of 778 psi during a x-olume change 
from 2 to 10 eu. ft. l^Tiat does this 
integral evaluate for a reversible nonflow 
process? (b) Using the fp dV, determine 
the nonflow work while the volume remains 
constant. 

39. A nonflow process occurs for which 

p = F’ -I- 8/F psia, where V is in cu. ft. 
If the volume expands from 5 to 10 cu. ft., 
what is the work? Ans. 55.1 Btu, 

40. A process occurs during which 
p = 6F -f 20 psia while the volume V 
changes from 2 to 3 cu. ft. What is the 
fp dV in Btu? \Mmt is this in a nonflow 
process? 

41. The same as 40 except that pV" 
— 778, where p is in psia, F in cu. ft., 
and n = 1.28. 

42-60. These numbers may be used 
for other problems. 


necessary to change the temperature of 
1 lb. through this temperature range while 
the pressure is constant. BTiat percent- 
age error would there be in using the value 
of c,, from T.ablc I in this computation? 

66. The constant pressure specific heat 
of a certain gas is cp = 0.3 -F 0.0037’ 
Btu/lb., where T is °R, applicable from 
0°F to 600°F. The corresponding c, = 
—.3 O.OOST. Determine the heat to 
raise the temperature of 3 lb. from 40'’F 
to 5I0°F (a) at constant pressure, (b) at 
constant volume, (c) Compute the mean 
specific heat for the specified temperature 
range. .-In.?, (a) 3825 Btu, (b) 2925 Btu. 

66. How much heat is nccessarj' to rai'^e 
the temperature of 10 lb. of CO: from 
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400°F to 4000®? during a constant pres- 
sure process if 

Cp = 0 276 -f- 1 4682 /10‘ - 0 994/7*^ 
/In* 10,590 Btu 

67. WTiat are the instantaneous specific 
heats at constant pressure and at constant 
volume, lUu/mol, Btu/lb and ft Ib /lb , 
at a temperature of 3310®F for each of the 
following gases COj, Nj air’ By what 
percentages do these \alucs vary from 
those at normal atmospheric temperatures’ 

68 If the temperature of a substance 

remains constant at 280°F while it recenes 
1480 Btu of heat m an internally reversible 
process, what is AS (a) for air, (b) for 
hjdrogen’ Am (a) 2 Btu/°F 

69 If a reversible process occurs such 

that T = 100 -I- 3005’ what heat, rcacrsi- 
bly transferred, will change the entropy 
from 0 5 to OC Btu/*r’ Between what 
two temperatures does this process take 
place’ Roughly sketch this process on 
the pfsne Ant (91D(u 

60 The !p dV m 29 000 ft Ib/mm in a 
steady flow process of helium during which 
the pressure changes from 75 to 25 psia 
while the tolumo changes from 5 to 968 
cfm (a) If this process occurs in a nozric 
determine the change of kinetic energy and 
the exit \cIocity when Ai 0 Consider 
equation (k) §41 (b) If this process is 

applied to a turbine with aA’ - 0, what is 


4 THE IDE IL CAS 


71. The temperature of an ideal gas re- 
mains constant while the pressure changes 
from 14 7 psia to 100 psig (a) If the 
initial volume was 3 2 eu ft , what is the 
final volume? (b) If the rnass of gas is 
0 2 lb , determine the change of density 

/Ins (a) 0 410 cu ft , (b) 0 425 Ib/cu 
ft increase 

72 Hydrogen at 400'Tl occupies 30 
cu ft (a) If the volume is increased to 
90 cu ft at constant pressure, what is the 
final temperature m “K and 'C’ (b) If 
the pressure is next tripled while the 
volume remains constant what is the 
temperature m °F? 

/Ins (a) CG7®K (b) 3140°F 

73 Compute the density of the follow- 
ing gases at 100 psia and C0®F (a) air. 
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the work? (c) Determine AH (d) In 
tegrate ~~fVdp for pi* = C and deter 
mine ita magnitude (e) What is 0’ 
Consider equation (m), § 42 
Ana (a) AK = 62 Btu, (e) Approx zero 

61 For the conditions of 40, namely, 
p = er + 20 psia, V, = 2, and Fj = 3 
cu ft, make the integral —JVdp and 
evaluate it in Btu What does this inte 
gral represent when the change of kinetic 
energy is negligible? 

62 (a) If p=-28 8F + 900 psia 
while the volume changes from 10 to 
20 cu ft, determine /p iF and —}Vdp 
by integrations Sketch the curve on the 
pF plane and designate the areas which 
represent these integrals Name the en 
ergics which these integrals represent 
(b) If the system should be a diatomic gas 
what heat is transferred’ 

An* (a) 806 Btu, 800 Btu (b) 1031 Btu 

63 (a) During a certain reversible 
process of 3 49 lb of argon 0 = —164 5 
Dtu and A// * 216 5 Btu IFhat are the 
values of —/I dp, AU, and /pdF’ (b) 
If this IS a nonflow process what is the 
work (on or by)’ (c) If the temperature 
range is 40*F to 350°P what is the mean 
specific heat of the process’ 

An* (a) -381 Dtu 130 Dtu -2015 
Btu (c) -0 095 Btu/lb ®R 

64-70 ThCM; numbers may be used for 
other problems 


(b) hydrogen, (c) carbon dioxide (d) 
oxygen An* (c) 0 574 lb /cu ft 

74 An automobile tire contains 3730 
cu in of air at 32 psig and 80°F (a) 

What mass of air is m the tire' (b) In 
operation this air temperature increases 
to 145°F If the tire is inflexible what is 
the resulting percentage increase in gage 
pressure? (c) What mass of the 145°F air 
must be bled off to reduce the pressure 
back to its original value’ 

An* (a)0 5041b . (b) 17 5%, (c)0 0o4lb 
76 A tank 6 in in diameter and 48 in 
long contained acetylene at 250 psia and 
80*F After some acetylene was used 
the pressure was 200 psia and the tempera 
ture was 70“F (a) What percentage of 

theacetylene was used? (b) Whatvolume 
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would the used acetylene occupy at 14.7 
pda and 60°F? 

Ans. (a) 18.5%, (b) 2.38 cu. ft. 

76. A spherical balloon is 40 ft. in diam- 

eter and surrounded by air at 60°F and 
29.92 in. Hg abs. (a) If the balloon is 
filled with hydrogen at a temperature of 
70°F and atmospheric pressure, what total 
load can it lift? (b) If it contains helium 
instead of hydrogen, other conditions 
remaining the same, what load can it lift? 
(c) Helium is nearly twice as heavy as 
hydrogen. Does it have half the lifting 
force? Ans. (a) 2380 lb. 

77. An engineer estimates that for 
proper ventilation of an industrial plant 
40,000 cfm of air are needed when the 
outside temperature is 100°F and the 
atmospheric pressure is 14.3 psia. MTiat 
volume of air is being handled as measured 
under standard conditions of 60°F and 
14.7 psia? 

78. A tank contains air at 800 psia and 

80°F. After the removal of an amount of 
air which measures 700 cu. ft. at standard 
atmospheric pressure and 60°F, the pres- 
sure is found to be 300 psig and the tem- 
perature 80°F. MTiat is the volume of the 
tank? Ans. 22 cu. ft. 

79. A closed vessel A contains Va = 2 
cu. ft. of air at 600 psia and 100°F. This 
vessel connects with B which contains an 
unknown \’olume of air Fb at 20 psia and 
40°F. MTien the valve separating these 
vessels is opened, internal equilibrium of 
the mixture is established at 250 psia and 
60°F. What is Fa? .'Ins. 2.67 cu. ft. 

80. The volume of a 6xl2-ft. tank is 

339.2 cu. ft. It contains air at 200 psig 
and 75°F. How many 1-cu. ft. drums can 
be filled to 50 psig and' G5°F if it is assumed 
that the air temperature in the tank re- 
mains at 75°F? The drums have been 
sitting around in the atmosphere which is 
at 14.7 psia and 65°F. Ans. 992. 
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81. Using the universal gas constant R 
and molecular weights, determine the gas 
constant in (a) ft-lb./ib-°R, (b) Btu/lb-°R, 
(c) Btu/mol-°R, and (d) atm-ft.’/mol-°R; 
for air and hydrogen. 

Ans. (c) 1.986, (d) 0.73. 

82. During a process of 4 lb. of air, the 
temperature increases from 40°F to 340°F. 
Find (a) Af/, (b) AH, (c) If Q = 0, what 
are the numerical values of /p dV and 
-/Fdp? See §51. 

Ans. (a) 205.5 Btu, (b) 288 Btu. 

83. During a certain process of helium, 
the state changes from pi = 75 psia and 
Fi = 5 cu. ft. to p 2 = 25 psia and Fj = 
9.68 cu. ft. What are AU and AH? 

Ans. —37.4 Btu, —62 Btu. 

84. For a certain ideal gas, R = 35 

ft-lb./lb-°R and k = 1.3. It is at 60 psig 
and 90°F. (a) WTiat are Cp and c,? (b) 

What volume will 5 lb. of this gas occupy? 
(c) If 20 Btu are added at constant volume, 
what are the resulting temperature and 
pressure? 

Ans. (a) Cp — 0.195, (b) 8.94 cu. ft., 
(c) 117“’F and 63.7 psig. 

86. The same as 84 except that R = 77.8 
and fc = 1.4. 

86. The gas constant of a certain ideal 
gas is 400 ft-lb./lb-°R; c,, = 0.8 Btu/lb.; 
u) = 5 lb. From the state p, = 100 psia 
and Fi = 40 cu. ft., the gas undergoes a 
constant pressure process until the tem- 
perature becomes 1000°R. Find (a) cp 
and k, (b) AH, (c) AH, (d) Q, (e) AS, and 
(f) the Jp dF. MTiat does this integral 
represent in a nonflow process? Does the 
nonflow energy equation balance? 

Ans. (b) 2848 Btu, (c) 4680 Btu, (e) 
1832 Btu. 

87. The same as 86 except that R = 77.8 
and Cp = 0.2. 

88-100. These numbers may be used for 
other problems. 


5. PROCESSES OF IDEAL GASES 

NOTE. In each of the following problems, indicate clearly whether the work ts done on 
or by the substance, whether the heat is transferred to or from the substance, and whether there 
is an increase or a decrease of internal energy, enthalpy, and entropy. Moreover, a sketch of 
the process on the pF and TS planes and energy diagrams should be included in all solutions 

101. Ten cu. ft. of air at 300 psia and ume. iniat is (a) the final pressure, (b) 
400°F is cooled to 140°F at constant vol- the work, (c) the change of internal energy. 
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(d) the transferred heat (c) the change of 
enthalpy (f) the change of entropy? 

/4ns {a)219 5ps]a (c) — -420 Btu (e) 
-587 Btu (f) -0 581 Btu/'R 

102 If 500 Btu of heat arc added to 
5 Jb of helium at constant volume nhen 
the initial temperature n 100‘F, find (a) 
the final temperature (b) AH (c) AS (d) 
AU (e) U (f) If (his state change of the 
system is brought about by paddle work 
instead of heat uhat work is required and 
what are the changes m the properties^ 
Draw an energy diagram Qualitatively 
how do the entropy changes of the sur 
roundings compare for the reversible and 
irreversible processes Fitplain 

/4ns (a) 232 5°F, (b) 828 Btu (c) 

0 706 Btu/'n 

103 Same as 102 except that the gas la 
one for wl ich K - 77 8 and i « 1 4 

104 The pressure on 3 lb of air is de 
creased at constant aolumc from 200 to 
50 psia hat is AS? 

An» -0 7l3Btu/*R 

105 The pressure on 5 cu ft of h)dro 
gen being heated at constant \olume 
changes from 40 psia to 200 psig Find (a) 
the work (b) AU (c) Q (d) Al! (e) At 
Dtu/lb *K (f) If this constant \olumc 
process IS irreversible and 0 ■ 0 U — 399 
Btu of paddle work what arc aU and ds 
of the hydrogen system’ Draw an energy 
diagram Qualitatively how do the en 
tropy changes of the surroundings compare 
for the reversible and irreversible proc 
esses’ Explain 

Am (b) 399 Btu (d) 600 Btu (e) 
4 09 Btu/lb "R 

106 The temperature of 5 Ib of air 
decreases from 300° Fto40°FnhiIep = C 
Compute (a) AU (b) AH (c) Q (d) AS 

(e) ipd\ (f) —f \ dp (g) For an inter 
nally reversible nonflow process what is 
the work’ (h) If the nonflow process is 
irreversible with ]V — 75 Btu what is Q 
for the same state change (energy dia 
gram)? (i) If the process is steady flow 
with IF = 0 and AK = +12 Btu what 
IS the heat’ (j) Docs the energy equation 
Q = AH /I dp/J balance’ 

/4ns (b) -312 Btu (d) -0 5025 
Btu/°R, (e) 89 2 Btu 

107 While the pressure remains con- 
stant at 100 psia the volume of a sjstem 
of air changes from 20 cu ft to 10 cu ft 
What are (a) AU (b) AH (c) Q (d) As? 


(e) If the process is nonflow and internally 
reversible what is the work’ (f) If the 
process is steady flow with II = 0 and 
AR. = —5 Btu what is Q? 

Am (a) -463 Btu (b) -648 Btu (e) 
-185 Btu 

108 A certain gas with c, = 0 529 and 

IZ “ 96 2 ft lb /lb °R expands from 5 cu 
ft and SO'F to 15 cu ft while p - 15 5 
psia “ a constant Compute (a) Fj (b) 
AH (e) AU (d) AS (e) For an internally 
reversible nonflow process what is the 
fpdf and the work? (f) For an irrever 
aible nonflow process during which II =■ 20 
Btu what IS 0? (g) For a steady flow 

process in which IF = 0 and AK = — 12 
Btu what is 0’ 

Am (a) I160°F (b) 122 8 Btu (c) 
94 Btu (d) 0 J25 Btu/°R, (e) 28 7 Btu 

109 Tlie heat transferred to a certain 

quantity of air during a constant pressure 
process is 48 Btu UTiat are AU AH 
and II 7 Am II ■ 13 8 Btu 

110 During an isothermal process at 
88°F the pressure on 8 lb of air drops 
from 80 psia to 5 psig For an internally 
reversible process determine (a) the /p dV 
and the work of a nonflow process (b) the 
-/I dp and the work of a steady flow 
process during which aK — 0 (c) (? (d) 
At; and All (e) AS 

/4n» (a) 421 Btu (e) 0 768 Btu/°R 

111 Uhile Its temperature remains 
constant at &0°F 2 5 lb of a certain gas 
whose c» — 0 28 and c >•0 2 Btu/lb °R 
rejects 300 Btu pi ° 85 psia Determine 
(a) I I Ft and pt (b) IF for a revers b!e 
nonflow process (c) AS (d) aU and AH 
(e) the change of kinetic energy if (he 
process 13 a reversible steady flow during 
which IF =s —350 Btu 

112 During the isothermal expansion 
of 5 lb of air the gain in entropy is 0 532 
units ft hat IS (a) the expansion ratio 
Ft/Fi (b) the ratio pt/pi’ Ans (a) 5 

113 From a state defined by 300 psia 
100 cu ft and 240°F helium undergoes 
an isentropic process to 0 3 psig Find (a) 
Fi and ti (b) A(/ and AH (c) fp il (d) 
— JV dp (e) Q and AS ft hat is the 
work (f) if the process is nonflow (g) if the 
process 13 steady flow and = +10Btu? 

Am (a) 608 cu ft 247°F (b) 

-5870 -9740 Btu (g) 9730 Btu 

114 The same as 113 except that the 
gas 13 methane 
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IIB. During an isentropic process of 
4 lb, of air, the temperature increases from 
40°F to 340°F. Compute (a) AU and aH, 
(b) SvdV, (c) -fVdp, (d) Q and AS. 
)r\Tiat is the work (e) if the process is non- 
flow? (f) if the process is steady with 
AK = — 10 Btu? (g) For an irreversible 
adiabatic process from the same initial 
state to the same final pressure, the final 
temperature is 400°F. What are the 
works of the nonflow and steady flow 
(AK = —10) processes and the change of 
entropy? Is fp dV/J — —At/? Find m, 
p. 79, and evaluate the integral for 
pr- = C. 

Ans. (a) 205.5, 288 Btu, (g) -247, 
—335.5 Btu. 

116. The same as 116 except that the 
gas is argon. 

117. From 85.3 psig and 0.5 cu. ft., 4 lb. 
of an ideal gas, for which c„ = 0.124 and 
Cr = 0.093 Btu/lb-°R, undergo an isen- 
tropic process to a volume of 3 cu. ft. 
WTiat are (a) It and h, (b) AU and aH, (c) 
jpdV, (d) -!Vdp, (e) Q and A.S? (f) 
What is the work if the process is nonflow? 
(g) If the process occurs in a nozzle. 
IF = 0, what is AKt Also compute 
t )2 if Ki is negligible, (h) The foregoing 
expansion between the stated pressures is 
actually an irreversible adiabatic with a 
final temperature of 240°F. Compute 
W (nonflow) and AK' as asked for above. 
Is SpdV/J ^ -AUt Find m, p. 79, 
and evaluate the integral for pV" — C. 

Ans. (a) 24.1, 194^, (b) -50.2, 67 
Btu, (h) m = 1.3. 

118. The same as 117 except that 
Cp = 0.7 and c, = 0.5 Btu/lb-°R. 

119. During a polytropic process, 10 lb. 

of an ideal gas, whose R = 40 and Cp = 
0.25, changes state from 20 psia and 40°F 
to 120 psia and 340°F. Determine (a) n, 
(b) AU and AH, (c) AS, (d) Q, (e) fpdV, 
(f) — /Fdp. (g) If the process is steady 
flow during which AK = 0, what is IF? 
What is AK if IF = 0? (h) What is IF 

for a nonflow process? 

120. The same as 119 except that 
R = 155.6 and Cp = 0.7. 

121. A polytropic process of argon 
occurs from 14.7 psia and 50 cu. ft. to 
125 psia and 9.6 cu. ft. Find (a) n, (b) 
AU and AH, (c) /p dV, (d) -/F dp. (e) 
Compute the value of Q from the specific 
heat equation and then check it from the 
energy equations Q = AU + /p dV/J and 
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Q — Ai/ — /F dp/J. (f) What are the 
works of a reversible nonSow process and 
of a reversible steady flow during which 
AK = —20 Btu? Does the area “be- 
hind” the curve represent this work? 
Explain. 

Ans. (a) 1.295, (b) 130, 216.5 Btu, (e) 
-164.5 Btu, (f) -294.5, -361 Btu. 

122. A polytropic process of air from 
150 psia, SOO^F, and 1 cu. ft. occurs to 
pj = 20 psia in accordance with pF‘ ^ = C. 
Determine (a) U and Fj, (b) AU, AH, 
and AS, (c) /p dV and — /F dp. (d) 
Compute the heat transferred from the 
polytropic specific heat and check bj^ 
energy equations Q = AU + fp dV /J and 
Q = AH — }V dp/J. (e) Find the non- 
flow work, and (f) the steady flow work 
for aK = 0. 

Ans. (a) 17°F, 4.71 cu. ft., (b) —25.85, 
-36.2 Btu, +0.0142 Btu/°R, (d) 8.62 Btu, 
(c) 34.45, 44.8 Btu. 

123. The nonflow work of reversibly 
compressing a certain amount of air in 
accordance with pF' = C is 60,000 
ft-lb. Compute (a) AU, (b) AH, (c) Q 
from the specific heat equation, (d) If a 
rex'crsible steady flow with AK = 0 
(instead of nonflow) takes place between 
the same states, what is the work? 

Ans. (a) 61.8 Btu, (b) 86.5 Btu, (c) 
-15.45 Btu, (d) -102 Btu. 

124. The same as 123 except that the 
gas is methane. 

Ans. (a) 81.8 Btu, (b) 106.6 Btu, (c) 
5.12 Btu. 

126. If 1 lb. of air is throttled from 60 
psig to 12 psia, what is the change of 
entropy? Ans. 0.1253 Btu/lb-°R. 

126. The same as 126 except that the 
gas is helium. 

127. Given a system A (see figure) which 
is 0.1 lb. of air at pi = 14.7 psia and 



Problem 127. 

<1 = SO^F. The movable piston, whose 
area is 30 sq. in., does not permit the pas- 
sage of matter or heat. The only heat is 
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Qa added to system A until the spni^ Ima 
been compressed from its free length (zero 
force) an amount L = 6 in after ohich 
the state of A is defined by pj and 
System iJ includes part of the atmosphere 
and the spring whose scale is 600 lb /in 
po = 14 7 psia and /o = 80°F which 
values do not change Make energy dia 
grams and write the energy equations (a) 
for sjstem A between the states I and 2 
and (b) for system B while A changes from 
1 to 2 m the form of statement (SB) $ 25 
(c) How much energy is stored in the 
spring (Btu)? (d) What work (Btu) la 


ItlS/S l\D 

141 During a Carnot cycle the work 
ing substance receives 500 Btu at 540*F 
and rejects heat at 140’F Find (a) Ihe 
thermal cfRciency (b) the work (c) the 
rejected heat (d) during the isothermal 
processes 

Am (a) 40% (b) 200 Btu (d) 0 5 
Dtu/*R 

142 \ Carnot power cycle operates on 
2 lb of air between the limits of 70*r and 
500*F The pressure at the beginning of 
isothecRtl expans on is 400 psia and at 
the end of isothermal cxp‘in<ion is 185 p»ig 
Dcterininc (a) Cl e volume at the end of the 
1 otl crmal compression (b) a 5 during an 
isothermal process (e) Qa (d) Qa (e) B 
(f) e (g) the ratio of expansion during iso 
thermal heating and the oierall ratio of 
expansion (h) the mep 

Am (a) 7 82 cu ft (b) 0 0048 (c) 
01 Btu (d) 60 3 Btu (h) 15 88 psi 

143 During a single Carnot cycle the 
< hinge of entropy of the working substance 
<lurmg the addition of 400 Btu of I cat is 
0 01 Btu/°n The cfT cimey of the cycle 
IS 30% Determine (a) the temperatures 
(®F) at which heat is transferred (b) the 
rejected I eat (c) How many eyries must 
be completed per minute for an output 
of 100 hp? 

144 Air 13 used as a working substance 

in an Ericsson cj cle Properties at the 
beginning of isothermal expansion are 
lOOpsia 5 cu ft and 540°F For a ratio 
of isothermal expansion of 2 and a mini 
mum temperature of 40°F find (a) AS dur 
mg the isothermal process (b) (c) Q« 

(d) net IP (e) e (f) the volume at the end 


done in displacing part of the mass m 
system B across its boundaries’ (e) 
Sketch the pT rune for system A What 
work 13 done by svstem A’ (f) What is 
the final temperature of system A and its 
chaise of internal energy’ Let the aver 
age specific heat at constant xolume be 
0 2 Btu/lb -F (g) W hat IS the heat 
added? (h) U hat mass of air is displaced 
from the system B’ 

An* (c) 0 964 Btu (e) 1 249 Btu (f) 
79 8 Btu (g) 81 Oo Btu 

128 140 These numbers may be used 
for other problems 


THE SECO\D L flT 

of isothermal expans on and the overall 
ratio of expansion (g) p, 

An$ (b) 64 Btu (g)3 35ps 

146 Air IS made to pass through a 
Stirling cycle which eonssts of two iso 
thermal processes and two regeneralue 
constant lolume processes At the be 
ginning of isothermal expansion p« - lOo 
psia I . ■ 2 cu ft and I, t - 600*F 
The ratio of i othcrmal expansion is 
I /I « 1 5 and the minimum tempera 

ture IS 80“F Calculate (a) AS dur 
inglheisolhermalprocesses (b) (c)Q* 

(d) net n (e) « and (f) mep 

In* (b) 15 75 Btu (e) 49 1% (f) 
41 7psi 

146 From 20 psia and 80*F 10 cu ft of 
oxygen are isothermally compressed 1 2 
to ^ psia next heat is supplied at con 
slant pressure 2 3 unt I the entropy returns 
to Its orig nal x alue after w hich a rex ersi 
ble explosion i 1 closes the cycle (a) 
Sketch this cycle on the pi and TS planes 
and give equations for Qa Qk H ‘ and 
Pm (b) Find numer cal xalues of I Ti 
p» ASi I net U (from pi and TS planes) 
e and p. (c) If the rate at w hich the gas 
H ciwilated througli the cycle is 10 cfm 
at 1 what horsepower is being dex elope I'’ 

An* (b) AS,t= -0 005 Btu/'R H 
- 11 4 Btu e = 18 2% p™ = 8 18 psi 
(c) 0 2G9 hp 

147 Ten eu ft of helium at 20 psia and 
80®F are compressed isentropically 1 2 to 
80 psia The helium is tl en expanded 
polytropically 2 3 with n — 1 35 to the 
nntial temperature Aw isothermal rejec 
tion of beat 3 1 returns the hel um to the 
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initial state, (a) Sketch this cycle on the 
pV and TS planes and give equations for 
Qa, Qn, W (from pV and TS planes), e, 
and p„. (b) Find numerical values for T^, 

F 2 , Pa, Qa, Qa, AC/,. 2 , AC/ 2 - 1 , AC/j- 2 - 3 - 1 , 
net IF, and AS 3 .,. 

Atis. (b) Pa = 9.52 psi, Qa = 36.55 
Btu, aC/i .2 = 41.4 Btu, W — 9.1 Btu. 

148. An engine operates on 0.3 lb. of 
air as a working suhstance, which is ini- 
tially at 25 psia and 100°F. There occurs 
a constant volume heating 1-2 to 125 psia, 
after which there is an isentropic expansion 
2-3 to 25 psia. Finally, a constant pres- 
sure process 3-1 returns the air to the 
initial condition, (a) Sketch this cycle 
on the pF and TS planes and give equa- 
tions for Qa, Qn, IF (from pV and TS 
planes), e, and pm. (b) Find numerical 
values for these quantities. 

Ans. (b) Qa = 115.3 Btu, IF = 28.3 
Btu, p„ = 28.4 psi. 

149. One lb. of argon at 20 psia and 

200°F (state 1) is compressed poly tropi- 
cally with pF'-* = C to 100 psia (state 2). 
It is next cooled at constant pressure to 
the initial temperature (state 3), then 
expanded isothermally to the initial state, 
(a) Sketch this cycle on the pF and TS 
planes and give equations for Qa, Qr, IF 
(from pF and TS planes), and p„. (b) 

Find the numerical values of F,, Fa, Ti, 
Qa, Qr, if, and p„. 

Ans. (b) F 2 = 2.32 cu. ft., Qa = 52.9 
Btu, IF = —8.2 Btu, p„ — 6.24 psi. 

160. In a reversed cycle, there is a work 
input of 100 Btu/min., a work output of 
50 Btu/min., while 150 Btu/min. arc 
rejected. MTiat is the heat added to the 
system and the COP if the cycle is used for 
(a) refrigeration, (b) heating? (c) What 
horsepower is required to drive the c3'cle7 

Ans. (a) COP = 2, (b) COP = 3. 

161. A Carnot engine has a thermal 
efficiency at 25% as a power engine. It is 
reversed and does 900 Btu of refrigeration, 
(a) Determine the work and COP. (b) If 
this sj’stcm is used for heating, what is the 
COPf Is more work required than in (a)7 

Ans. (a) COP = 3, (b) COP = 4. 

162. The COP of a reversed Carnot cj'cle 
is 5.35 when the refrigeration is done at 
0‘'F. The ehange of entropy during the 
isothermal processes is 0.2 Btu/°R. Find 
(a) the amount of refrigeration done, (b) 
the temperature at which heat is rejected. 
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(c) the net work, (d) If this cj’cle is used 
for heating, what is the COP? 

Ans. (a) 92 Btu, (b) 86°F, (c) -17.2 
Btu, (d) 6.35. 

163. A reversed Carnot cycle acts as a 
heat pump to deliver 4600 Btu/min. to a 
heated space at 75°F, having received heat 
from a 5°F cold body, (a) What are IF 
(in hp) and the COP? (b) If this same 
system is used as a refrigerating machine, 
what is its COP? (c) Prove that the COP 
of a reversed cycle used for heating, COPi., 
is the COP of the same cj’cle used for 
cooling, COPc, plus one; i.e., COP/i = 
COP, -1- 1. 

Ans. (a) 14.15 hp, 7.67, (b) 6 07. 

164. The laj’man sometimes points out 
that there are about 19,000 Btu of heating 
value in a pound of gasoline, that his 
automobile engine produces, saj’, 4000 Btu 
of useful work per pound of fuel, and that 
when the engine is perfected, it will pro- 
duce almost 19,000 Btu of work per pound 
of fuel. Refute this idea. 

166. From a source at a constant tem- 
perature of 3000°F, there are transferred 
2000 Btu to a system which accepts this 
heat at a constant temperature of 300°F. 
The available .sink temperature is 80°F. 
Dotormino the change of entropy (a) of 
the source, (b) of the system. What is the 
net change? (c) Compute the available 
part of the 2000 Btu at the source tem- 
perature and at the system temperature. 
What is the change of available energy? 
Does this check PnAiS? (d) Suppose that 
the system received the 2000 Btu of energ\- 
as paddle work (instead of from the 
source). What are the net increases in 
unavailable energj’ and entropy? 

Ans. (b) 2.057 net change, (c) 1108 Btu. 

166. While the pressure is constant, 
5 lb. of air at 140°F receive 1200 Btu of 
heat, (a) If the sink is at 80°F, how much 
of the heat supplied is unavailable? G>) 
B’hat cycle would convert all of the avail- 
able energy into work (i.e., sketch on TS 
plane)? What is its thermal efficiency? 
(c) Under what circumstance maj" all of 
this transferred heat be converted into 
ideal work? (d) If the energy received 
by the sj-stem, 1200 Btu, had its origin as 
paddle work (instead of heat), what would 
be the increase of unavailable energj'? 

.4ns. (a) 636 Btu, (b) 47%. 

167. Steam at 450°F with a specific 
heat of Cp = 0.6 Btu/lb-°R is to be heated 
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to 708°F in a heat exchanger by heat from 
a gas whose c, = 0 24 and whose initial 
temperature is 1500°F The rate of flow 
of the gas is 52 5 lb /sec , and of the steam 
25 lb /sec Let the flow be reversible 
and compute (a) the final temperature of 
the gas, (b) the change m entropy of the 
steam, (c) the change in entropy of the gas, 

(d) the net change of entropy (c) What 

IS the net loss of a\ailable energy of the 
system for To = 530®R’ (f) How does 

the entropy change in any actual process? 

Ans (a) 1200°F. (d) 1 54 Dtu/*R-eec , 

(e) 816 Btu/see 

168 \n economizer which may be 
taken as a thermally iwlated system and 
heat exchanger, has a through flow of 
405,800 lb /hr of water and 536 000 lb /hr 
of flue gas whose c„ = 0 24 Dtu/lb-*R 
The heat from the cooling of the gaa from 
707*F to 386°F goes to raise the water 


temperature from 263'F to 384®F (This 
“preheats” the water on its way to the 
boiler and thus saves heat in the boiler ) 
If the system processes are internallj 
re\crsible (oo friction of flow), what is (a) 
the net change of entropy due to the ir 
reversible heat flow and (b) the net increase 
of unavailable energy for a sink tempera- 
ture of 40’F’ (c) IIow much available 

energy is lost to the sink in the gas leaving 
the economizer (at 38G*F)’ (d) If the 

hot gas (767*F) is discharged to the sink 
(without going through the economizer) 
what IS the loss of available energy^ 
Consider that the heat is rejected at con- 
stant pressure lias available energy 
been conserved by use of the economizer’ 

An* (b) 7 C X 10* Btu/hr (d) 106 X 
10* Btu/hr 

169-170 These numbers may be used 
for other problems 


7. CO MrRESSlOiS ANO EXP lASfO.N OF CASES 

NOTE In gtneral, tt tiould 6« 5e«( lo uork lk*$e problem* by uting eonttant ipmjU Aeaf* 
anti tktn to cheek the reauUs by using lha air table, p 146 TTAif* lha differences in the 
onsuers ae obtained for the low lemperalurea invoked ahould be email aoma difference is to 
be expected 


171 An indicator with a CO-lh spring 
IS used for cards from a double-acting 
12x16 in compressor running at 200 rpm 
The length of all cards is 3 5 m the aver 
age area of the hcad-cnd cards is 2 55 
sq in and of the crank end cards 2 5 
sq in The diameter of piston rod 19 2 ID 
Compute the indicated mep s on each side 
of the piston the corresponding ihp s, and 
the total ihp 

172 The capacity of a compressor is 

I i' = 1000 cfm measured at intake where 
Pi — 14 psia and ti = SO^F Discharge 
IS at &4 ipsia. with, negligible changg of 
kinetic energy (a) For iscntropic com- 
pression determine the mass of air de- 
livered (lb /mm ), the temperature at the 
end of compression, and the conventional 
work and horsepower (b) The same as 
(a) except that the compression is poly 
tropic with re = 1 35 (c) The same as 

(a) except that the compression is i» 
thermal (d) The same as (a) except that 
the process is an irreversible adiabatic 
with m = 1 45 (e) In the various fore 


going situations, would it take more or less 
or the same work to compress the same 
volume of hydrogen’ 

Ana (a) fj = 442“F. 143 5 hp, (b) 
139 5 hp, (c) 109 5 hp (d) 159 bp 

173 Hydrogen enters a compressor at 

SO’F after a compression according to 
pl'i « = C (a) If 20 lb /min are han 
died what is the conventional horsepower 
of the compressor’ (b) lAouId it take 
more or less or the same work to compress 
the same mass of air between the same 
temperatures? Ans (a) 544 hp 

174 A centrifugal air compressor han 

dies 5000 cfm measured at intake where 
Pi = 14 psia and li = 75°F Discharge 
IS at 40 psia AK = 0 What is the 
work if the process is (a) an irreversible 
adiabatic for which nt = I 48, (b) isen 
tropic, (c) an internally reversible poly 
tropic with n = 1 32’ (d) What is the 

mcrease of availability of the air m (a) 
and in (b)’ 

An* (a) -18400Btu/min , (b) 

-15 850 Btu/mm , (c) -15 500 Btu/min 
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176. Measured at intake of 14.6 psia 
and 80°F, 28,000 efm of air arc pumped to 

28.5 psia. At discharge the velocity is 
100 fps and the temperature is 200°F. If 
the initial velocity is negligible and the 
process is an irrevcr.sible adiabatic one, 
find the horsepower required to drive the 
compressor, mechanical friction neglected. 

Ans. 1400 hp. 

176. Same as 176 except that at dis- 
charge pz = 38 psia and = 270°F. 

177. Consider that 3500 cfm of air at 

14.5 psia and (the state at intake and 
also the dead state) enter a compressor 
and are discharged at 25 psia and 100°F. 
The initial velocity is zero and the final 
velocity is 120 fps. The process is an 
irreversible adiabatic following pF" = C. 
Find (a) m, (b) Aff, (c) IF, (d) AS. (e) 
IVhat is the increase of availabiht 5 ' of the 
air during compression? (f) What would 
be the increase of availability if the com- 
pression were iscntropic hctn-ccn the 
stated prc.ssures? In which case is the 
increase of availability of the system 
greater? Is this what you expected? Is 
the greater work of the irreversible com- 
pression compensated fully by its greater 
increase of availability? Discuss. 

Ans. (a) 1.555, (b) 7070 Btu/min., 

(c) —7144 Btu/min., (d) 2.39 Btu/°R, 

(c) 5790 Btu/min. 

178. A reciprocating air compressor with 
a clearance of 4.5% is to handle 1000 cfm 
of free air when atmospheric conditions 
are p„ = 14.6 psia and to = 7G°F. At 
the end of the suction stroke, the air is at 
Pi = 14 psia and I, = 95°F. For a dis- 
charge pressure of 65 psia, for n = 1.33 
and aK — 0, what should be the displace- 
ment of the compressor? 

An.i. 1200 cfm. 

179. A reciprocating air compressor 
with a 6% clearance pumps 50 lb. /min. of 
air from 14.7 psia and 80°F to 50 psig. 
The compression process is polytropic with 
n = 1.33. With respect to the .system of 
50 lb, /min., compute (a) Tz, (1>) All, (c) 
Q, (d) IF in hp. (e) Determine llie 
retpiired displacement ns based on the 
conventional volumetric effieieney. 

Ani. (a) 320°F, (b) 2880 Btu/min., 

(d) 78.2 hp, (e) 775 cfm. 

180. A reeiprocating compressor is ex- 
pected to have an adiabatic compression 
efiicic-ncy of 77% when pumping air from 
1 1.7 psia and 05°!' to .300 psia. The clear- 
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ance is 8%, aK = 0, and 42.4 lb. /min 
are to be delivered. Find (a) the required 
shaft honsepower, (b) the clisplaccmcnt as 
obtained from the conventional volumetric 
efficiency, (c) Comment on the magni- 
tude of the discharge temperature. Would 
there be danger of igniting the cylinder 
lubricant? Is the volumetric efficiency 
good or bad? What alternative would 
3 ’ou suggest as a better design for actual 
use? Ans (a) 225 blip, (b) 905 cfm. 

181. The same ns 180 except that the 
gas is helium. 

182. An electric motor is delivering 
170 hp to the shaft of a double-acting 
reciprocating compressor which is turning 
270 rpm and compressing propane from 
14.7 psia and 90°F. Bore by stroke is 
20x12 in.; volumetric cfficicncj' is 80%; 
adiabatic compression efficienc}' is 78%; 
AK = 0. Using the value of the fric- 
tional horsepower as given bj' equation 
0), 5 121, estimate (a) the ilip of the 
compressor, (b) the mechanical efficicnc}-, 

(c) the iscntropic work of the correspond- 
ing conventional card, Btu/min., (d) the 
mass of gas delivered, (c) For the fore- 
going conditions, compute the discharge 
temperature after isentropic compression. 

Ans. (a) 149 ihp, (c) 8090 Btu/min., 

(e) 408'’F. 

183. A two-stage comprc.ssor without 
clearance receives 80 Ib./min. of air at 
14 psia and G0°F and delivers it at 120 psia 
The compression is polytropic, pF’ ’ = 
and the intercooler cools the air back to 
60°F. For each piece of equipment, 
aK — 0. Find (a) 1-, h, and the optimum 
intermediate pressure, (b) the conven- 
tional work, (c) the heat transferred in the 
various processes (sketch on TS plane), 

(d) the isentropic horsepower for a single- 
stage m.achine, (e) the corresponding per- 
centage saving for the two-stage maehine, 

(f) the mass of water to he eireuliited 
through the intercooler if its temperature 
rise is 15°F. 

Ans. (a) 41 psia, (b) 16! hp, (e) 4169 
Btu/min., (d) 199.5 hp, (e) 17.8%, (f) 
188 Ib./inin. 

184. (a) A compressor delivers 50 lb./ 
min. of air, receiving it at G5°F and com- 
pressing it iscntropirally to ISG'T. Draw 
the energv diagram and determine the 
work, (h) For an adiabatic eompres-ion 
effieienej’ of 75%, what is the actual horse- 
power and the temperature at the end of 
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the actual compression (same state 1)? 
(c) Duritifc the actual compression, the 
system (50 lb /min ) undergoes an increase 
of available enei^y and the surroundings 
experience a loss of available energy 
What arc the gam of E, by the system, the 


loss of Ea by the surroundings and the- 
net loss of £.7 

Ana (a) 8660 Btu/min , (b) 272 hp. 
1030*F, (c) 10,430, 11,520, 1000 Btu/mm 
165-190. These numbers may be used 
for other problems 


8. THE GAS TURnI^E A^D TURBO-JET 

NOTE Because the air table attons for the vartalion of spteifie heat and because of the 
high temperatures tn gas turbines, the results are much more accurate if the air table is used 
Houever, there is something to be said for the practice in using specific heais Both methods 
of solution are desirable Ansieers are for table solutions unless otherwise indicated in 
the statement 


191. (a) If the highest permissible tem- 
perature in a gas turbine is I540*F and 
ii = 70“F, what compression ratio and 
pressure ratio result m the maximum ideal 
work (constant epeciSc heats)’ (b) For 
the ratios found in (a), what arc the net 
work and thermal efficiency? (Noie that 
while pi/pi - p»/pi. It IS not true that 
vi/v4 ■ vt/vi when spcci6c heats vary ) 
(o) If the compression ratio found obove 
IS doubled, what would be the work and 
thermal efficiency of the ideal air cycle 
(minimum and maximum temperatures 
the same)? What percentage is this work 
of the maximum work’ 

Ans (a)S44 10 52, (b) 1200 Btu/)b, 
47 2%, (c)< - 68 4% 

192 A Brayton cycle has an adiabatic 
compression ratio of 4, the process begin- 
ning at 80°F and 15 psia At the end of 
the heating, t$ ^ 10S0°F Considering 
the working substance as 1 lb of cold air 
(fc IS constant at 1 4) and using specific 
heats compute (a) {} and pi (b) the works 
of the compressor and turbine, and the net 
work, (c) Qj, Ob, ZQ (d) Find the mep 
from the work computed above Also 
write an equation for the mep as obtained 
from the pV plane and solve it for 

(e) Is this cycle the one for which the work 
13 a maximum for the specifiect temperature 
limits? Explain (f) If the flow of air 
13 100 000 cfm at the initial state, what 
ideal horsepower is being developed? 

Ans (a) 480°?, 104 2 psia, (b) IT = 
61 2 Btu/lb , (d) 17 9 psi, (f) 10 850 hp 

193 The same as 192 except that the 
working substance is 1 lb of hot air with 
an average fc = 1 32 

194 The design of a gas turbine is to be 
based on an intake at 14 7 psia and 80*F, 


and a maximum temperature of 1100°F 
For 1 lb of air in an ideal c>cle, determine 

(a) the approximate (that is for con 
slant c,) temperature and pressure at (he 
end of compression for maximum work, 

(b) the heats added and rejected, (c) the 
works of the compressor and turbine, (d) 
the net work (from IFi — ir^ and SQ), (c> 
the thermal efficiency (f) If 1 lb /mm 
of fuel oil (ft ■> 17,400 Btu/lb ) is eon 
sumed, what is the corresponding ideal 
amountof air and of air andfucl lb /min ’ 
IVTiat is the eonsequent net work in hp’ 

Ans (a) 45ST, 05 7 psia (d) 66 35 
Btu/lb . (f) 107 lb /mia , 169 5 hp 

196 The same as 194 except that the 
maximum temperature u 1540°F 

196 Let the basic data be as given in 
194 The compression efficiency is 82%, 
the engine efficiency is 84% Determine 
(a) the actual enthalpy ht after compres 
Sion (b) the actual enthalpy A, after 
expansion, (c) the net work IF , (d) the 
actual thermal efficiency Uhat is the 
ratio of the actual e' to ideal e’ 

197 The following data correspond 
approximately to those for a General 
Electric gas turbine 4690 bhp 91 = 17 400 
Bia/Jb, Mtsles at 14 5 psja and SOT, 
pressure ratio =• 6, turbine inlet tempera 
ture = HOOT, compression efficiency - 
83%, engine efficiency = 85% For the 
air cycle with friction, find (a) actual net 
work of the fluid 11 As", and e' (ignore the 
effect of the mass of fuel) (b) ht, f« , (c) 
the percentage of ideal net work lost by 
virtue of the imperfect processes in com- 
pressor and turbine (d) Assume that 
the shaft (brake) work is 95% of the fluid 
work computed above and determine the 
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air How, Ih./M'c,, (p) fuel ii-cd, ll)./lir. and 
U)./I)hp-lir., (f) the heal rate, Utu/lihp-hr. 

198. In a pas tnrliinp unit, air from the 
compre"or enters tlie eonihiisior at lOO’F 
and leaves at 1510°!'. Of a fuel with 
qt = IS, 000 I5tu/lh., passes throuph 
unhiirntal Tlie heat loss from the com- 
bustor is SOO Btu/lh. of fuel, Skelrh an 
enerpy diapram shouinp a complete enerpy 
balance. Now ipnorinp the enthalpy of 
the lirpiid fuel and the effect of the mass 
of fuel, and Ireatinp the products ns thotiph 
they have the properties of air, determine 
the amount of fuel per pound of air, and 
the ethcicncy of the comlmstor. 

,lris. 0.0177 Ih., 00..arc. 

199. jet-enpine driven plane is movinp 
at a constant speed of 700 mph at an 
.altitude of .'10,000 ft. via re p, «= -Lno p-in 


and I, = •1I2°R. The enpinc thrust is 
3200 Ih.; air flow is 79 Ih./scc.; the ram 
coefficient is SOfeJ = 1.2 m compressor; 
turbine inlet temperature is loOO'F; 
cnpine efficiency of turbine is 75%. Find 
(a) the propulsive power, (ft) the exhaust 
jet velocity relative to the plane. For the 
ideal cycle, compute (c) the pressure at 
entry to the compressor (stapnation effect), 
(d) ide.al compressor work, (e) ideal ex- 
haust temperature of the turbine, (f) the 
ideal enthalpy drop in the jet norrle and 
the ideal relative velocity at exit from jet 
norrle (expansion to atmospheric pressure 
from rero initial veloeilv). 

.Ins. (a) ."jOOO hp, '(h) 2:!:i0 fps, (c) 
7.71 psia, (d) 00.0.') Htu/lh, (e) 1277'’!', 
(f) 2710 fps. 

200-210. Th esc numbers may he used 
for other problems. 


9. iSTaiy.tf. coMiivsTios 


.NOTE. olhrnri'r rtntrd, thr nntirrrs to tlir follnu-itiq prohlrm^ nre for some avcraqc 

comtartt specific hrnis. //oircivr, irliirr npprnprintr, it iroiilil hr intrrcsliug and instructnc 
to solit them of«o hq u>c of the air Inhle {the tarinhlc specif r heat nir standard), p. i/,G. If 
thr Gas T.ahles arc at han't, sec the ezamptes in the had: for thr method of mahing a real 
mixture analusis (ridusitr of dis’oeiation effects), if it is desired to male such an analysis. 
In an Otto air ciiclr, the computed temperature at the ew! of thr heal addition process is 
W.ebj to go hegond the top limit of the air table for normal air/furl ratios. 


211. An Otto cycle operates on 0.1 

Ih./scc. of air from I.'l psia and I30°F at 
the bepinninp of compression, slate 1. 
The temperature at the end of combustion 
is 5000'R; compression ratio is 5.5; hot 
nir standard, /; = 1.3. (a) Find c„ Ti, p;, 

ps, f'j, h, and pi. (b) Compute 
Qa, Qr., ir (from TS and pV planes), c, 
and the correspondinp horsepower. 

Ans. (a) p: = 005 psia, Ti ■= SQOO’R, 
(h) Qa = 91.0 Btu/.sfc., c — 10%, 51.8 hp. 

212. What would be the cfTieicncy of the 
cycle in 211 if the uorkinp substance had 
the properties of cold hchiiin at all time.s? 
Is there any advantape in an Otto eyclc 
of such a substance? 

213. From state 1 of 100°F, 13.8 psia, 
and 1 cu. ft., the compression in an Otto 
cycle is to 250 psia. The heat supplied 
per cycle is 80 Btii. Usinp an averape 
h = 1.31 for the hot nir standard, find (a) 
the compression ratio, (b) the percentape 
clearance, (c) Tj and pj at the end of com- 
bustion, (d) Qr„ IF, and c, (e) the displace- 


ment per cycle and the mop. (f) If this 
is a O-cyliiider, -I-stroke-cycle enpinc, 
turninp at 300 rpm, determine the number 
of cycles completed per minute and the 
ideal horsepower. 

A as. (a) 9.09, (c) C510°R, M70 psia, 
(d) c = dO.Oroi (c) Vn = 2-10 psi, (f) 811 
hp. 

214. The same as 213 except that the 
nir table is to be used in the solution (do 
not use t = 1.311. Compare answers. 

Ami. (a) 8.08, (c) 0529°R (obtained by 
extrapolation of unabridged table), 1300 
psia, (d) c=-18 3%, (e) = 212 psi, 

(f) 835 hp. 

216. A Diesel cycle operates with a com- 
pression ratio of 13.5 and with the cutoff 
oceurrinp at 0% of the stroke. State 1 is 
defined by l-I psia, 1*10°F. For the hot- 
air standard with k = 1.34 and for an 
initial 1 cu. ft., compute (a) fj, pn Vs, Is, 
Ps, Vs, Pi, and t,, (b) Qa, Qn, (c) IF com- 
puted from both TS and pF planes, (d) 
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e and mep (e) For a rate of "circulation*’ 
of 1000 cfm, compute the horsepower 

Ans (a) pi = 427 psia, /i = 805*F, 
(c) 10 Btu, (d) p„ = 58 6 psi, (2) 237 hp 

216 In an ideal, single-cylinder, 2- 
strote-cycle Diesel engine, operating at 
300 rpm, compression la from 14 7 psia, 
SOT, 1 43 eu ft to 500 psia Then 
IG Btu/cyc!e IS added asheat Makccom- 
putations for the cold air standard and 
find (a) p, V, T at each corner of the cycle, 

(b) ir, (c) e and the mep, (d) hp 

Ans (a) r, = 2120'’R, (b) 9 7 Btu, 

(c) 60 7%, 39 9 psi, (d) 08 6 hp 

217. The same as 216 except that com- 
putations are to be made for hot air with 
1: = 133 

218. The charge in a Diesel engine con- 
sists of 0 015 lb of fuel, nhose lower heat- 
ing value IS 17,400 Btu/lb , and I 2 lb of 
air and products of combustion From 
fi ■» 100*F, the compression ratio is 12 

(a) Compute the cutoff ratio of the corre- 
apondiag hot ais standard when e» » 0 27 
Btu/lb (b) IMiat is the thermal efli- 
ciency and the work done’ 

Ans (a) 2 78, (b) 47%, 303 Btu/ebarge 
of fuel 

219 A 6-eylmder, 3‘is3 C-in automo- 
tive engine with a compression ratio of 8, 
shows a fuel consumption of 0 45 lb per 
bhp-hr at 3000 rpm,bhp » 113, fhp — 20 
(let ihp — bhp -b fhp) Let the standard 
for comparison be the hot air standard 
with i = 1 3 The heating value of the 
fuel IS qi = 18,500 Btu/lb Compute (a) 
the mechanical efficiency, St, and r., (b) 
the brake and indicated engine efficiencies. 


(c) the brake and indicated mep’s (d) 
What IS the heat rate, in Btu/bhp-hr and 
in Btu /min ? 

Ans (a) «. = 36%, (b) ,j. = 77 4%, 
(c) p«t = 134 psi, (d) 15,700 Btu/min 
220 A 12 5xl6-m , smgle-ejlmder, 2 
stroke-cjcle gas engine develops 40 bhp 
at 200 rpm while using a natural gas with a 
lower heating value of 1000 Btu/cu ft 
Its compression ratio is 6 and its mechani 
cal efficiency is 81%, and at the stated 
load, the heat rate is 10,000 Btu/bhp-hr 
Let the hot air Otto cycle, it = 1 33, be 
the standard of comparison Determine 
the brake and indicated thermal efficien- 
cies, engine efficiencies, and mep's 

Ans e. =* 31 5%, ij. = 70 6%, p„, - 

221. A 12 5xl3-in , smglc-actmg 2- 
slrolto-c>clc oil engine is running at 326 
rpm An indicator with a 350 lb spring 
produces a card with an aiersge area of 
OSOCsq in and length of 2 97 in Crank 
case compression is used for scavenging 
An indicator card from the crank case 
has an area of 0 5 sq in and a length of 
207 in when the spring scale is 12 lb 
Mechanical efficiency has been determined 
as 8o% Compute (a) the mep of the 
working cylinder and of the crank case, 

(b) the corresponding ihps and net ihp, 

(c) the bbp 

das (b) net ibp * 58 4, (c) 49 6 hp 
222 The mep of an ideal hot-air 
(L = I 34) Diesel cycle is 100 psi pi = 14 
psia, n — 12 What is r,? Am 2 47 
223-230 These numbers may be used 
for other problems 


10 LIQUIDS AND VAPORS 

NOTE The answers given lo the -priAilems on steam are based on Steam Tables published 
by Combustion Engineering Inc If other tables are used some differences in answers are 
to be expected Combustion Engineering may 6e uiMing lo furnish their tables for loan to 
students A copy of thevT toMts v$ fownd \w PwbteTOs oa. Thcin!^idyaataw,s lo. snout 
of the problems, also in later chapters, the data are chosen for a conienient fit with these 
tables 


231 (a) What are the temperature, 
volume, enthalpy, entropy, and intemal 
energy of 3 lb of saturated steam at 
350 psia? (b) The same as (a) except 
that the steam is at 350 psia and 520®F 
(c) The same as (a) except that the steam 
is wet with 10% moisture 


232 (a) A 10-cu ft drum contains 
saturated steam at 8o 3 psig What are 
the temperature and mass of steam m the 
drum’ Determine the enthalpy, entropy, 
and internal energy (b) The siine as (a) 
except that the drum contains 3 lb of 
steam (c) The same as (a) except that 
the mass is 1 241 lb of steam 
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233. For practice in interpolation, find 
the enthalpy, volume, entropy, and 
internal energy of 1 lb. of steam at 462 psia 
and G25°r. 

234. (a) Steam at 500°F has a specific 
entropy of 1.815 Btu/Ib-°R. What are 
its pressure, specific volume, and en- 
thalpy? (b) The same as (a) except that 
s = 1.4 Btu/lb-'R, (c) The same as (a) 
except that s = 1.433 Btu/lb-°R. 

236. (a) Steam at 120 psia has a specific 

enthalpy of 1410 Btu/Ib. What are its 
temperature, specific volume, entropy, 
and internal energy? (b) The same as 
(a) except that h = 1190.6 Btu/lb. (or 
1190.4 for Table X). (c) The same as 

(a) e.xcept that h = 1000 Btu/lb. 

23G. (a) Ammonia at 100°F has a 
specific volume of 2.8 cu. ft./lb. Deter- 
mine its pressure, enthalpy, entropy, and 
internal energy, (b) The same as (a) 
except that v = 1.419 cu. ft./lb. (c) The 
same as (a) except that a = 1.2 cu. ft./lb. 

237. (a) Ammonia at 140 psia has an 
enthalpy of 650 Btu/lb. What are its 
temperature, volume, entropy, internal 
energy, and degrees of superheat? (b) 
The same as (a) except that h = 600 Btu/ 


35S 

lb. (c) The same as (a) except that 
h = 629.9 Btu/lb. 

238. (a) Compressed liquid water is at 
3000 psia and 200°F. For 1 lb., what are 
its enthalpy, entropy, and volume? (b) 
Saturated water at 200'’F is pumped to 
3000 psia. Find the approximate increase 
of enthalpy (pump work), using /a dp. 
Show these points on a large-scale Ts 
plane. 

239. The same as 238 except that the 
temperature is 600°F, 

240. (a) Water at 3000 psia and 300°F 

enters a steam generator and leaves as 
superheated steam at 3000 psia and 800°F. 
How much heat is added per pound? (b) 
Saturated water at 300°F is pumped to 
3000 psia and then heated to steam at 
3000 psia and 800°F. How much heat is 
added? See equation (j), § 108. (c) The 

same as (b) except that p = 85.3 psig. 
(d) Is it advisable in either (b) or (c) to 
account for the enthalpy increase during 
compression of the liquid? 

Ans. [from K & K] (a) 992.1, (b) 993, 
(c) 1159.2 Btu/lb. 

241-260. These numbers may be used 
for other problems. 


11. PROCESSES OF VAPORS 

BEiliNDEB. The student should sketch all processes on the Ts and/or pv planes and 
sketch energy diagrams, whether or not the problem says so. 


261. An internally reversible isobaric 

process occurs from water at 200°F and 
160 psia to 600°F. (a) For 1 Ib., deter- 

mine Ah, As, Av, and Au. (b) If the 
process is nonflow, what arc the fp dv/J, 
W, and Q? Check by the nonflow energy 
equation, (c) For a steady flow process 
through a steam generator with aK — 0, 
what are the /a dp and Ql 'OTiat is IF? 

Ans. (a) Au = 1042.7, (b) IF = 113.4, 
(c) Q = 1156.1 Btu/lb. 

262. Steam with an entropy of 1.302 
Btu/lb-'R undergoes a constant pressure 
process at 400 psia until the final entropy 
is 1.6393 Btu/lb-°R. (a) Determine pi. 
Ah, At!, Au. (b) If the process is steady 
flow through a heat exchanger wherein 
AK = —5 Btu/lb., how much heat is 
transferred? (c) If the procc.ss is nonflow, 
what are /p dv/J, TI'', and Ql What 
statement of the law of conservation of 
cnergj' best describes the energy balance 
in this one? 


263. Ammonia at 20 psia with a specific 
enthalpy of 136.8 Btu/lb. changes state 
at constant pressure until the temperature 
becomes 0°F. For 10 lb. of NHj, find (a) 
xi, aH, AF, as, and AU. (b) MTiat are 
the work and heat of a nonflow system? 
(c) What are the work and heat of a steady 
flow system of the NHj flowing through 
an evaporator in which AK = 0? 

Ans. (a) AF = 114.8 cu. ft., (b) 425 
Btu, 4787 Btu. 

264. Five pounds of steam occupy a 
14.02-cu. ft. tank at 190 psia. After some 
cooling of the tank, its pressure drops to 
80 psia. Compute (a) yi, AS, and AU. 
(b) What is IF? What amount of heat is 
transferred? (c) At what pressure was 
the steam in the tank dry and saturated? 

Ans. (a) pj = 49%, At/ = —2309, (c) 
161.9 psia. 

266. Ammonia at 20 psia and Xi =20% 
is trapped in a vessel and receives heat 
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until Its pressure rises to 160 psm For 
1 lb , find (a) h A*, Ah, and Au (b) 
What are W and Q? (c) If the volume 
of the -vessel IS 15 eu ft , what is the mass 
in It before and after this process? 

266 During an isentropic process, 5 lb 
of steam are compressed from 10 to 150 
psia The initial total entropy is Si — 
7 8490 Btu/°R (a) Compute the prop- 
erty changes AH, AV, and AU (b) If the 
process is steady flow with AK = —100 
Btu, what work is required? (c) ^\hat 
are the work and heat for a nonflow 
process? Sketch the process on the Ts 
plane after the solution is completed 

Ans (a) y, - 1446%, AU-&475 
Dtu, (b) -865 5 Btu 

267. If 6 lb /see of steam pass through 
an isentropic process from 200 psia and 
450’r to 5 psia, find (a) yt, All, AV, and 
AS (b) It the process is nonflow, what 
are Q and II and ijuiV/J^ (c) If the 
process 13 steady flow with U — 0, what 
IS AKI Check by Mollier tbsrt showing 
sketch of solution (d) If the process is 
steady flow with Ah » 200 Btu/sec 
what IS IF’ The horsepower? (e) If 
the process is an irreversible adnbatic 
with the entropy increasing to st* ■■ 1 8437 
Btu/lb ‘R, what are the nonflow work 
and the steady flow work {aK - 200 
Dtu /see )? 

268 An isentropic process of 10 lb of 

steam occurs from 175 psia and 4 231 
cu ft /lb to 20 psia Find (a) yj or fj, 
(b) aH, aU, Q, and AS (c) IVTiat is the 
work of a nonflow process? (d) For 
AK — 0, what is the work of a steady flow 
process’ Check by the Mollier chart, 
showing sketch of solution (e) If the 
process ts an irreversible steady flow 
adiabatic frotti the same initial state with 
the entropy increasing 0 0817 Btu/lb ®R 
what IS the work (AK — 0)7 (f) How 
much work is lost because of the irrevcrsi 
bikty? (g) In (c) what is the increase of 
unavailable energy for a sink temperature 
of 70°F? (h) Show areas on the Js plane 

which represent respective!} the lost work 
and the increase of unavailable energy 

Ans (b) AU = -1794 Btu, (d) 2336 
Btu, (e) 1631 Btu, (f) 705 Btu, (g) 449 
Btu 

269 Ammonia in a refrigeration ma- 
chine 13 compressed iscntropically from 
20 psia to 200 psia and 200°F For 1 Ib , 
find (a) yi, Ah, Au, Q, and As (b) For a 


nonflow compression, what is the work? 
(c) What IS the work during steady flow 
if AK — 0’ (d) For a compression effi- 
ciency (m (c)] of 78 2% and 4 lb /min 
flow, what is the actual nork (m hp) and 
the actual discharge temperature of the 
■NH,? 

Ans (a) yi “ 5 83%, Au - 107 4 Btu/ 
lb, (c) -1319 Btu/lb, (d) 15 9 hp, 
260^ 

260 During an irreversible adiabatic 
process from 250 psia and 420“F to p, — 
5 3 in Ilg abs , the entropy increases 0 3 
Btu/lh ®R, AK ~ 0 Calculate (a) y, and 
Ah, (b) W and Q, (c) the work lost due to 
irreversibility, and (d) the increase of 
unavailable energy for a sink at 80“F 

Am (b) B - 125 7 Btu/lb, (c) 179 
Btu/lb (d) 162 Btu/lb 

261 During an isothermal compression, 
steam at 80 psia and 600“F rejects 781 
Btu/lb (a) Compute x, Ah, and An 
(Ij) If the process is nonflow, what is the 
work’ (c) Wlist IS the work of a steady 
flow process with AK 0? 

/ln« (a)r. -45%,(b) -3927Btu/lb 
(O -315 5 Btu/lb 

262 Saturated steam at 400®F expands 
isothermally to 60 psia For 10 lb , (a) 
what arc AS, AK and AUt Determine 
Q and IF (b) for a nonflow process, (c) 
for a steady flow with AK — 0 

dn» (a) aU - 253 1 Btu, (b) Q - 
1603 Dtu 

263 Saturated steam at 130 psia ex 
panda polytropically to 230“F la accord 
ance with p<A “ = C (a) Compute ii Ah 
A», and Au Now ’sketch thejprocess on 
the Ta plane to match these computations 

(b) If this expansion occurs nonflow m a 
steam engine cylinder, what arc W and 
Q dunng the process? (c) Consider the 
process as steady flow and apply the energy 
equation to determine an expression for TF 
Sol-ve for IT from this equation (AK - 0) 
and from dp Do they check’ (d) 
What IS the change of availability of the 
steady flow sjstem for to — 70°F’ Does 
the unavailable energy of the surroundings 
increase or decrease’ 

Am (a) Va = 17 cu ft /lb Au = 
-1342 Btii/lb, (b) 117 2, -17 Btu/lb, 

(c) 135 Btu 

264 Steam ot 480 psn and lOOO’F 
expands polytropically to 80 psia and 
360°F The mass is 10 lb (a) Deter 
name n, AH, AU, jpdv, and — Judp (b) 
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IITiat are Q and ]V for a nonflow process? 
(c) Set up the energj' equation and energj' 
diagram for a steadj' flow process. IVhat 
is Q for this process? If AK = 10 Btu/ 
lb., V, hat is the work? WTiat does — /» dp 
represent in this process? Show a numeri- 
cal check. If the flow is 10 lb. /min., 
what is the horsepower? (d) UTiat is the 
unavailable portion of the heat ‘trans- 
ferred for a sink at 500°R? Is it an in- 
crease or decrease? Show area on sketch. 
llTiat is the change of availabilitj’ of the 
system in steadj' flow? 

Ans. (a) n = 1.49, AU 2381 Btu, 

fp dv = 111,500 ft-lb./lb., (b) -946, 1435 
Btu, (c) 48.1 hp, (d) -421, -2664 Btu. 

266, Starting from 30 psia and 10°F, 
ammonia is compressed to 160 psia during 
an intemallj' reversible process for which 

1.555 = (g) Calculate Vi, Ah, Au, As. 

Use the nearest whole degree for tt. (b) 
Find IF and Q for a nonflow process, (c) 
Find IF (from [v dp) and Q for a steadj' 
flow (AK = 0). How do these values of 
Q compare? If the rate of flow is 20 Ib./ 
min., what power is required? (d) IFhat 
is the change of availability of the steadj' 
flow sj'stem when To = 500°R? 

Ans. (a) U = 210°F, Au = 74.7 Btu/ 
lb., (b) -83.6, -8.9 Btu/lb., (c) 49.5 hp. 

266. Ammonia at 20 psig and 5% liquid 
(.y = 5%) is compressed, intemallj' rc- 


versiblj', until it is all saturated vapor at 
150 psia. The mass is 3 lb. (a) Deter- 
mine n and the change of properties AH, 
aU. (b) MTiat is the nonflow work? (c) 
What is the steadj' flow work if aK = — 15 
Btu? (d) How much heat is transferred? 
into or out of the sj'stcm? 

Ans. (a) n = 1.09, All = 116 Btu, (b) 
-216 Btu, (c) -221 Btu, (d) -100 Btu. 

267. A throttling calorimeter receives 
a sample of steam from a steam main, in 
which the pressure is 100 psia. .\her 
throttling, the steam is at 14.7 psia and 
250°F. tlTiat is the percentage moisture 
in the original steam? Solve bj' using 

(a) the superheat tables, (b) the saturated 
steam tables and the specific heat of steam, 
(c) the Mollier chart, making a sketch to 
show your solution. 

268. The same as 267 except that 

throtth'ng occurs from 160 psia to 15 psia 
and 250°F. Ans. 3.06%. 

269. In a refrigerating sj'Stem, liquid 
ammom'a enters the expansion (throttling) 
valve at 150 psia and 70°F. If it emerges 
at 25 psia, compute (a) i- and As; (b) 
also the loss of available energy during 
throttling. 

270-280. These numbers maj' be used 
for other problems. 


12. VAPOR CYCLES AND ENGINES 

REMI.VDER. Show skslches for each problem depicting the processes on some convenient 
plane and sketch energy diagrams for steady flow problems. Use the Mother chart as a 
check on the steam table solution wherever possible. 


281. (a) A Rankine engine receives 
saturated steam at 110 psia and e.xhausts 
it at 15 psia. For 1 lb., calculate the work, 

(b) Suppose the exhaust from the fore- 
going engine is passed without loss through 
a steam separator, which removes all the 
liquid. Suppose now that the remaining 
.saturated steam at 15 psia enters another 
Rankine engine and expands to 1 psia. 
How much work is done bj' 1 lb.? How 
much for 1 lb. of original steam? (c) 
Does it appear that the work to be ob- 
tained bj' carrj'ing the expansion of steam 
below atmospheric pressure is significant? 
Is a low pressure of 1 psia feasible? 

Ans. (a) 145.6 Btu/lb., (b) 170, 151.1, 

282. Steam is generated at 540 psia and 
IrAYY and condensed at 90°F. Consider 


1 Ib. (a) For a Rankine engine operating 
between these limits, compute its work, 
thermal efiiciencj', steam rate, and mep. 

(b) Considering that a Rankine cj'cle 
occurs between the same limits, determine 
Qa, Qr, net IF, and e. How much is the 
ideal pump work? Indicate areas on the 
Ts plane which represent Qa, Qr, and IF. 

(c) What mass of steam is required for a 
net output of 50,000 kw? 

Ans. (a) 492.1, .37.16%, 5.17 Ib./hp- 
hr., 7.11 psi, (b) c = 37.09%, Wp — 1.605 
Btu/lb., (c) 347,000 lb. /hr. 

283. The same as 282 c.xcept that the 
expansion is from 2000 psia and 1100°F 
to 110°F. 

284. .\ turbo-generator unit consumes 
250,000 lb. /hr. of steam while delivering 
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30 000 kw The steam expands from 
800 psia and OOO’F to 1 psia (a) Con- 
sidering an ideal engine, determine the 
thermal efficiency, steam rate, and mep 
(b) Considering 1 lb of steam m an ideal 
cycle between the same limits, compute 
the pump work, heats added and rejected, 
and the thermal efficiency (c) Consider- 
ing the actual engine, determine the com- 
bined steam rate, combined work, com- 
bined thermal efficiency, and the combined 
engine efficiency Also, estimate the 
enthalpy of the actual exhaust if the 
generator efficiency is 

Ans (a) 38 9%, 6 34 lb Aw-hr, 10 7 
psi, (b) Qx “ 1382 8 Btu/lb , 38 8%, (c) 
IFk = 410 Dtu/lb, i}t = 76 2%, A. = 
1013 9Dtu/lb 

285 In an incomplete expansion engine, 

steam expands from 160 psia and 13C45 
degrees of superheat to 30 psia which is 
the point release The exhaust pressure 
IS 16 psia At full load, the actual engine 
has a steam rate of 22 3 lb /bhp hr and 
11m “ &0% (a) For the ideal engine, 

compute the efficiency, steam rate, and 
mep (b) For the actual engine, deter- 
mine tho brake thermal efficiency, the 
indicated engine efficiency, and the heal 
rate in Dtu/bhp-hr 

Am (a) 10 4%, 14 22 lb /bp hr, 73 
pai, (b) 10 45%, 79 7%, 24,400 BtuA>hp hr 

286 A compound steam engine with 
incomplete expansion receives saturated 
steam at 150 psia expands it to 15 psia 
where release occurs Exhaust is to a 
condenser at 11}4°F The actual eogjne 
uses 27G0 lb /hr of steam, it has a brake 
engine efficiency of 60% and a mechanical 
efficiency of 85% The electric generator 
which It drives has an efficiency of 92% 
(a) For the ideal engine, find the thermal 
efficiency and mep For the actual 
engine, determine (b) the brake work in 
Dtu/lb and hp the brake thermal effi- 
ciency, (c) the indicated work, thermal 
efficiency, and steam rate, (d) the com- 
bined thermal efficiency and steam rate 
(e) ^\Tiat is the approximate enthalpy of 
tho actual exhaust steam? 

Am (a) 20 35%, 54 psi, (b) 148 5 bhp, 

12 2%, (c) 14 35%, (d) 112%, 2711b/ 
kw hr , (e) 1033 2 Btu/lb 

287. A double acting, 12x15 m , simple 
steam engine, turning at 200 rpm, expands 
steam from 185 psia and 400°F to 15 psia 
where the exhaust valve opens Exhaust 

13 at 5 psia Indicator card information 


IS as follows head-end area is 2 17 sq in , 
crank end area is 2 34 sq in , average 
length of all is 3 m , scale of indicator 
spring IS 100 lb , piston rod diameter is 
in At this load, the mechanical 
efficiency was 86% and the steam rate 
was 23 lb /bhp hr (a) For the ideal 
ei^ine, compute W and e For the actual 
engine, determine (b) ej, m,, and 17,, (c) 
ihp and the total steam flow in lb /hr 

Am (a) 21 1%, (b) 10 2%, 19 75 lb / 
ihp hr , 56%, (c) 127 7 ihp, 3410 ib /hr 

288 A turbine whose steam rate is 6 1 
Ib /bhp-hr receives steam with an en- 
thalpy of 1507 5 Btu/lb Radiation loss 
from the turbine is 18 Btu/lb of steam 
and the condenser pressure is 5 3 m Hg 
abs (a) If iA •« 5 Btu/lb of steam, 
what are the approximate enthalpy and 
quality of the actual exhaust? (b) IVhat 
IS the stagnation enthalpy of the exhaust 
if the entering kinetic energy is zero’ (0) 
It the tola! steam flow is 610,000 lb /hr, 
what horsepower is being delivered? 

Am (a) 1067, 94 7%, (b) 1072 Dtu/lb 

289 Saturated steam leaves a steam 
generator at 100 psia Because of fric 
tional losses in the pipe and throttling at 
the turbine entrance, tho pressure drops 
adiabalically to 140 psia The sink tern 
peraturc is 77'F What is the increase of 
(a) the entropy and (b) the unavailable 
energy’ (c) \\Tiat is the change of avail 
ability? (d) IVhat is the loss of Rankine 
work during this process’ Indicate sig 
nificant areas on your Ts diagram 

Aim 0>> 16 75, (c) -10 75 (d) 21 
Btu/lb 

290 Steam is delivered by a steam 

generator at 570 psia and 500®F Because 
of frictional losses in the pipe and throt 
tiing at the turbine at reduced load the 
pressure drops adiabatically to 470 psia 
at entry to the nozzles The condenser 
IS at 104®F, brake engine efficiency is 72% 
generator efficiency is 94%, work of idea! 
engine is 388 2 Btu/lb , sink temperature 
13 Solve by tables with a Molher 

chart cheek (sketch) Determine (a) the 
loss of available energy due to fluid fric- 
tion m arriving at the nozzles, (b) the 
approximate enthalpy of the actual 
exhaust, (c) the loss of available energy 
during passage through the turbine and 
the total loss (d) the overall loss of 
Rankine work 

Ans (a) 9 77, (b> 940 2, (c) 102 9, 
112 67, (d) 117 5 Btu/lb 
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291. Steam enters an ideal reheat tur- 
bine at 1-lQO psia and 900°F and exhansta 
at 1 psia and a qualitj- of 87%. The ideal 
work is 051 Btii/lb. lYhat is the ideal 
thermal efliciencj’? Draw an energy 
diagram of engine and reheatcr. 

Ans. 42.1%. 

292. In a reheat cycle, steam enters the 
turbine at 030 psia and G50°F, expands 
to 180 psia, whence it parses through a 
reheatcr emerging at 700°F. It now 
expands to the condenser temperature of 
101°F. For the ideal cycle, eompute 
TFj., Qa, Qn, and c. 

Ant. 1.91, 1121.8, 900.0 Btu/lb., 30.0%. 

293. In an ideal regenerative rx’clc, 
steam is generated at 520 psia and 900°F; 
it then expands to 2o5°F and 32.53 psia 
where m lb. arc extracted for feedwater 
heating. Condensation is at 8rF. For 
1 lb. of throttle steam, find the fraction 
extracted, the total pump work, the 
enthalpy of water entering boiler, and the 
thermal cirieicncy. 

Ans. 0.151, 1.51, 225.1, 10.9%. 

294. In an ideal rchcat-rcgonerativc 
cycle, steam at 1050 psia and 780°F 
expands to 130 p»ia, whence all of it pas'cs 
through a reheatcr and re-enters the 
turbine at 000°F. It then expands to 
1.35 psia, at which point .some is bled for 
regenerative feedwater heating. The re- 
mainder of the throttle flow continues its 


13. NOZZLES 

311. A .substance flows at the rate of 
2 lb. /.sec. through a norzle from 110 psia 
and 500°F to 80 psia. The expansion is 
isentropic. If the initial x'clocity is rcro 
(state 1 is the stagnation state), find the 
temperature and area at the exit section 
when the substance is (a) steam, (b) air. 
(c) The same as (b) except that the initial 
velocity is 200 fps. Show’ energy' diagram. 

Am. (a) 380°F, 1.008 in.’, Oj) 821.5”F, 
0.871 in.’ (air tables), (c) 0.833 in.’ 

312. A nozzle expands steam in equilib- 
rium from a stagnation state of 110 psia 
and 100°F to 5 psia. Throat area is 
0.320 sq. in. Let = 0.545pi. For an 
ideal expansion, determine (a) the mass 
rate of flow, and (b) the area of the exit 
•section. 

Am. (a) about 1800 Ib./hr., (b) 1.39 
in.’ 


857 

cx-pansion to a condenser temperature of 
90°F. Compute Wp, Qa, Qn, and c. 

Ans. 192 (approx.), 1112.1, 028 Btu/ 
lb., 13.5%. 

296. Indicate the following rcheat- 
rcgcnerativc cycle on the Ts plane and 
set up equations for (a) the amount of 
extracted steam at each point, (b) the 
heat added, (c) the thermal efficiency: 
one reheat with two stages of regenerative 
feedwater heating aflcr the reheat. 

296. In an ideal reheat-regenerative 
cycle, steam expands from 1700 psia and 
700°F to 800 psia where some steam is 
extracted for feedwater heating and the 
remainder is reheated to 750°F. The 
steam expands again to 115 psia where 
additional steam is extracted for feed- 
water heating, and the remainder expands 
to the condenser pressure of 1.202 psia. 
Set up the equations needed on the basis 
of 1 lb. and compute the following; (a) 
percentages of extracted steam, (b) Qa, Qn, 
and net work (find not work by XQ and 
check by sum of Rankinc engine works 
minus pump work), (c) thermal efficiency, 
(d) Draw an energy diagram of the engine 
only and show an energy balance ns a 
check. 

Ans. (a) 20.9%, 17.8%, (b) net IF = 
393, (c) 15.7%. 

297-310. These numbers may be used 
for other problems. 


313. A large user of natural gas (let 
7i — 90,2, k = 1.3) receive, it at 100 psia 
and 80°F but uses it at 15 psia. It is pro- 
posed that the gas be used in a turbine to 
generate power. If it is decided that each 
nozzle is to allow a flow of 1.0 lb. /sec., 
determine the pressure, temperature, ve- 
locity, and area (a) at the throat and (b) 
at the exit section for an isentropic expan- 
sion (ideal gas); initial velocity negligible. 
Would the state of the exhaust be such 
that it could be used for cooling air for air 
conditioning purposes? Discuss. 

Ans. (a) ICS-O-R, 0.965 in.’, (b) 

348.4°R, 1.58 in.’ 

314. Helium flows through a nozzle 
whose exit area is 2 83 sq. in. and changes 
state from 100 psia and 90°F to 80 psia. 
The nozzle efficiency is 97 % and the initial 
velocity is negligible. IVhat are (a) the 
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exit temperature, specific volume, and 
velocity? (b) the rate of flow, (c) the 
value of m in = p,F,", (d) the rate 

of increase of unavailable energy? 

Ans (a) 508 5'ri, 17 03, 1687 fpa, (b) 
7030 lb /hr , (c) 1 54, (d) 91 7 Btu/hr 
316 A nozzle, whose throat area is 
1 sq m , expands steam from 200 psia 
and 400’F to 50 psia The expansion is 
into the supersaturated state For a 
nozzle efficiency of 95*^ and negligible 
initial velocity, compute (a) the actual 
discharge, and (b) the exit area Assume 
that the actual specific volume is equal 
to the ideal (closely so) 

Ana (a) 10,230 lb /hr , (b> 1 293 in * 
316 Steam enters a nozzle with ncghgi* 


ble velocity at 1050 psia and 650“F and 
expands to 450 psia The actual exit 
temperature is 4C0’F and the rate of flow 
IS 2 lb /see Determine (a) the actual 
exit velocity and nozzle area, (b) the 
nozzle efficiency, (c) the value of m in 
pp"* = C which defines the pressure- 
volume relation at the end states, (d) the 
loss of available energy for a sink tem- 
perature of tOT 

Arts (a) 19G0fps,0 153 in *, (b)96 4% 
(c) 1 255 (d) 3 2 Btu/scc 

317 Tlie same as 316 except that the 
working substance is helium and the 
actual exit temperature is 510’F 

316-330 These numbers may be used 
for other problems 


rJT THE REVERSED ClCtE 


331 A refrigerating cycle operates be 

tween an evaporator temperature at i0*F 
and a condenser pressure of 120 psia 
Entering the compressor the refrigerant, 
which 18 ammonia, is 100% vapor and its 
temperature on the high pressure side 
of the expansion valve is CO’P For 1 lb 
m an ideal cycle find (a) the work (b) 
the cor, (c) the rate of refrigerant circula- 
tion for a 5 ton capacity, lb /min , (d> 
the heat rejected to the condenser water, 
Btu/min , (c) the horsepower per ton, 
(f) the piston displacement for a volumetric 
efficiency of 80% (g) For an adiabatic 

compression efficiency of 75% but ignor- 
ing other cycle losses compute the actual 
horsepower per ton of refrigeration 

Ans (a) 67 6, (b) 7 48 (c) I 98, (d) 
1135, (e) 0 631, (f) 18 1 cfm, (g) 0 842 

332 The same as 331 except that the 
refrigerant is Freon 12 and pj = 80 psia 
(instead of 120) 

333 The temperature in a refngeraling 
system at the expansion valve is 80“r 
The evaporator is at 40‘’F The sub- 
stance leaves the evaporator, entering 
the compressor, as saturated vapor only 
The cooling capacity is to be 25 tons 
For comparison purposes consider the 
volumetric efficiency of the compressor 
as 100%, let L/D = 1, let n = 150 rpm 
let the compressor be double acting 
Compute the required displacement in 
cfm and the bore D and stroke L when 
the refrigerant 13 (a) NHj, (b) SOj, (c) CO*, 


(d) Preon 12, <e) HtO Are all of the 
answers reasonable? For COi 
•• 96 4 kfit^F ■ 35 6 Btu/lb , r*4o”F * 
0 145 cu ft /lb For SO* A,4o'r - 
185 37, - 40 05 Btu/]b , i-,4o*f - 

2 887CU ft /lb 

Ans (a) 40 5 cfm, 6 67x6 67 m 

334 A single acting twin cylinder, 
12x12 in compressor running at 150 rpm, 
lakes m saturated vapor at 1°F and dis 
charges it st 180 psia Saturated liquid 
enters the expansion valve The com 
pressor s volumetric efficiency is 82% The 
brake work is 1 25 times the ideal The 
water to be frozen is at 80'*F and the manu 
factored ice is at I6°F for ice e = 05 
Btu/lb-®F If NIIj IS the refrigerant, 
determine (a) the capacity of the system 
(b) bhp per ton, (c) the tons of ice manu- 
factured in 24 hr if there are no radiation 
losses 

Art* (a) 50 8 tons, (b) I 94, (c) 36 5 

336 The same as 334 except that the 
refrigerant is Freon 12 and p* = 115 psia 
(after compression) 

336 A reversed vapor-corapression cycle 
la to be used for heating The maximum 
demand is expected to be 600 cfm of 40°F 
outside air heated to 8o°F The tempera- 
ture in the evaporator is to be 25°F and 
the Freon 12 refrigerant is pumped to 
150 psia having entered the compressor 
as saturated vapor Liquid enters the 
expansion valx e at 100°F (a) ^hat rate 
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of refrigerant circulation is needed, lb./ 
min.? Also determine (b) the horsepower 
input for an ideal/actual work ratio of 
70%, (c) the actual COP, (d) the cost of 
heating at 2 cents/kw-hr. (i) when the 
heat is obtained from the reversed cycle, 
(ii) when the heat is obtained from an 
electrical heating element. 

337. The inhabitants of a planet where 
the outside temperature is 200°F decide 
to maintain a room at 150°F and use HjO 
as the refrigerant. The steam enters the 


compressor at 130°F and is compressed to 
saturated vapor at 220°F. The refriger- 
ant enters the expansion valve at 210°F. 
The capacity is 20 tons. For an ideal 
cycle, determine (a) the COP, (b) the 
rate of circulation of refrigerant, (c) the 
compressor displacement for a volumetric 
efficiencj’ of 80%. 

Ans. (a) G.2G, (b) 4.75 lb. /min., (e) 
844 cfm, 

338-360. These numbers may be used 
for other problems. 


15. GASEOUS MIXTURES 

NOTE. The student should check computations where possible by a psychrometric chart, 
thereby becoming familiar with both the basic theory and the commercial manner of obtaining 
a solution. Abbreviations: d.b., dry bulb; w.b., wet bulb; da, dry air; dg, dry gas; v, vapor. 


361. Atmospheric air at standard pres- 
sure and 85°F d.b. has a relative humidity 
of 65%. Find (a) the partial pressures 
of the vapor and the drj- air, (b) the 
humidity ratio, (c) the dew point, (d) the 
volume of the mixture, cu. ft./lb. da. 

Ans. (a) 0.388, 14.312 psia, (b) 0.01685, 
(o) 72°F, (d) 14.1. 

362. .Atmospheric air at 80°F has a 
humiditj' ratio of 0.016 Ib./Ib. da. Deter- 
mine (a) the vapor pressure, (b) the rela- 
tive humidity, (c) the dew point. 

Ans. (a) 0.369 psia, (b) 72.8%, (c) 
70.49°F. 

363. In a condenser for a steam turbine 

where the temperature is 92°F, there are 
0.11 lb. da./lb. V. What is the vacuum 
pressure, referred to a barometer of 29.92 
in. Hg? Ans. 28.3 in. Hg. 

364. The state of atmospheric air is 
defined by 27.6 in. Hg abs., 72°F d.b., 
58°F w.b. (a) Using the adiabatic satura- 
tion process, determine the humidity ratio, 
the vapor pressure, the relative humidity, 
and the dew point, (b) Check the vapor 
pres.sure by Carrier’s equation, (c) What 
is the density of the atmospheric air? 
What would be the density of dry air at 
the same total pressure? Which is 
heax-ier? (d) Check this solution by the 
psychrometric chart. Show sketch. 

Ans. (a) p„ = 0.1706 psia, (c) Pn = 
0.0686 Ib./cu. ft. 

366. Atmospheric air (29.92 in. Hg 
barometer) is heated at constant pressure 
from 36°F and 60%, relative humidity to 


75°F (typical of home heating), (a) 
What is the relative humidity in state 2? 
(b) How much moisture must be added 
to the air in the second state to bring its 
relative humidity to 40% (state 3)? 
Convert to gallons per hour for 10,000 cfm 
of atmospheric air (not typical of home 
heating to bring in this much outside air). 
Name all states involved in your solution 
on your Ts diagram, (c) What is the dew 
point of the air in state 3? 

Ans. (a) 14.5%, (b) 27 gal./hr., (c) 
49°F. 

366. The following processes are similar 
to those in summer air conditioning. 
Atmospheric air at 100°F and 70% relative 
humidity is cooled to 60°F (state 2) and 
delivered to a room where 80°F (state 3) 
is maintained. The total pressure remains 
constant at 14.7 psia. Solve this problem 
by chart only; include all details of your 
chart readings on a sketch. Find (a) wi 
and THi, (b) uz and TH^. (c) For an 
atmospheric air flow of 500 cfm, compute 
the condensed HjO in lb. /min., and the 
heat transferred 1-2. How many tons 
of refrigeration are needed? 

Ans. (c) 0.73 lb. /min., 6 tons. 

367. The following processes are typical 
of those in summer air conditioning. 
Atmospheric air, at 90°F d.b., 4> =70%, 
and the barometer at 28.5 in. Hg, is cooled 
in a steady flow process to 50°F (state 2), 
after which it is reheated (perhaps by heat 
flow into the building) to 73‘F d.b. 
(state 3), all at constant total pressure. 
Determine (a) the relative humidity and 
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humidity ratio in state 2 (b) the heat 
rejected 1 2 (d// including A/ at state 2) 
(c) the change of total heat 1 2 (Find 
the wet bulb temperature from the psy 
chrometric chart) Is !xTH a reasonable 
approximation of A// for engineering pur 
poses? (d) How much moisture is taken 
out of the air? (e) MTiat arc the relative 
humidity and humidity ratio in state 3? 

An* (a) 0 00801 lb H,0/lb da (b) 
-25 64 Btu/lb da (e) -25 84 Btu^b 
da (d) 101 gr (t)<fi= 44 3% 

368 The volumetric analysis of a mix- 
ture of gases IS 98% of Nj and 2% of lIjO 
The mixture is coaled at a constant total 
pressure of 60 1 psia from 120“F to 80®F 
Determine (a) the original humidity ratio 
relative humidity and dew point (b) the 


rate of condensation for a flow of 1000 cfm 
measured at state 1 

Ant (a) 0 01313 lb v /lb dg 71% 
108*F, (b) 2 03 lb /mm 
369 It IS desired to process atmospheric 
air at state 1, 92°F and 60% relati-ve 
humidity to state 2 75°F and 40% rela 
tive humidity (a) Sketch the necessary 
processes on the Ts plane using refrigera 
tion and determine the temperature to 
which the atmospheric air must be cooled 

(b) IIow much moisture is removed? 

(c) What are the wet bulb temperatures 
at states 1 and 2* 

Ant (from chart) (a) 49°F (b) 0 01245 
Ib /lb da (c) 80°F 59 5®F 

360-370 These numbers may be used 
for other problems 


16 THE TRANSFER OF HEAT 


371 A 4 m thick wall has an outside 
surface temperature of 90®F and conducts 
125Btu/hr ft 'from the inside out It bat 
IB the temperature of the los de surface 
if the material of the wall is (a) grey cast 
iron k - 360 (b) dry concrete A •• 5 4 
(c) oak A — 1 44 Dtu in /ft’ hr *F’ (d) 
If all three of the walls arc put together m 
scries determine the conductance from 
outs de surface to inside surface and the 
inside surface temperature 

Ant (a) 9130*F (b) 182 O^F, (c) 

437*F (d) 532 F 

372 (a) A 10x30-ft wall of a bnildiog 
IS made up of 8 in of brick with m of 
plaster on the inside If the temperatures 
arc lO'F on the outside and 75"F on the 
msidc determine the conductance of the 
wall the transmittance and the rate of 
heat transmisson The conductmtiea 
arc brick k — S plaster A = 3 3 Blu 
in /ft»-hr °F (b) The same as (a) except 
CftaC there is an air space of over ^4 m 
between the plaster and the bnck (c) 
The air space reduces the heat flux by 
what percentage? 

Ans (a) 0 57 0 396 Btu/hr ft* ‘F 
7740 Btu/hr (b) 0 375 0 292 Btn/hr ft*- 
'F, 5690 Btu/hr (c)2C5% 

373 A partition is made up of 1 m of 
aluminum (A = 1400) 1 m of corrugated 
asbestos (A = 0 828) K ®f copper 
(A = 2690) 1 m of a r space and J4 m of 
steel (A = 312 Btu m /ft*-hr ‘F) The 


film coefficients are 20 Btu/ff-hr ’F on 
inside (aluminum) 3 Btu/ff-hr 'F on the 
outside (a) Determine the otcrall trans- 
mittance (b) What is the resistance 
in hrff'F/Btu? (c) What percentage 
change m U would occur if the aluminum 
copper and steel were omitted in its cal 
cuIatioD? ))ould It make any significant 
difference if steel were substituted for the 
aluminum and copper which ate excellent 
conductors? 

374 (a) A residence is built as follows 
brick veneer on frame walls with in of 
plaster 1400 sq ft glass in walls U =09 
Btu/hr ft*-°F 340 sq ft ceiling with 
transmittance of 0 65 Btu/hr ff'“F 2000 
sq ft floor with transmittance of 0 3 Btu/ 
hr ft’ ®F 2000 sq ft Inside temperature 
IS to be 75°F Lowest expected outside 
temperature is 10®F (let this be the attic 
temperature too) Take the temperature 
difference for the floor as 40°F What is 
the heat loss from the house? (b) The 
same as (a) except that there is 2 in of 
rock wool insulation m the wall and 3 m 
m the ceding (C/e =0 08 Btu/hr ff 'F 
now) (c) \\ hat is the percentage reduc 
turn of the heat loss due to the insulation^ 
(d) Compute the temperature of the ms de 
wall surface in (a) and (b) 

376 The same as 374 except that the 
cooling loads for an outside temperature 
of 100 F are desired Let the attic tern 
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perature be 120°F and the temperature 
differential on the floor be 15°F. How 
many tons of refrigeration are required? 

376. Feedwater is to enter an econo- 
mizer at IGO^F, leave at 3G0°F. The flue 
gases (Cp = 0.2'f2) enter at SOCF and 
there are 2 lb. of flue gases per pound of 
water. The water flow is to be 50,000 
lb. /hr. and the transmittance is expected 
to be about 8 Btu/hr-ft'-°F based on the 
inside tube surface. Determine (a) the 
exit temperature of the gases, (b) the 
LMTD for counterflow and for parallel 
flow, (c) the transmitting area (inside tubr 
surface) needed for counterflow and foe 


S61 

parallel flow. MTiich exchanger would be 
the more expensive? 

Ans. (a) 387°F, (b) 321.5°, 193.5°, (c) 
3890 ft. 2, 6460 ft.2 

377. (a) A feedwater heater, for which 
the transmittance is 350 Btu/hr-ft2-°F, 
uses condensing steam at 20 psia for heat- 
ing 85,000 lb. /hr. of water from 60°F to 
215°F. What transmitting surface is 
required? (b) After some fouling of the 
tubes, the transmittance decreases to 
305 Btu/hr-ft2-°F. For the area found in 
(a), compute the exit temperature of the 
feedwater after fouling. 

Ans. (a) 621 ft.^, (b) 208°F. 


NOTE. There are not 377 problems in this hook. See blank numbers at {he end oj each 
chapter. 
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Table XIV USEFUL CONSTANTS 

Abbreviations atm = atmospheres, eal = calorie cm = centimeter gm = gram 
gmol = gram-mol, kcal = kilo calorie kg - kilogram kJ = kilo joule km = 
kilometer kw = kilowatt, m = meter mol = lb mol wt - watt others as usual 
2 3 logio N = log. A = In A' 








Table XV. SATURATION PROPERTIES OF FREON 12 


Temp 

“F 

Abs Pres 

psi 

Volume 
cu ft /lb 1 

Enthalpy 

Btu/lb 

Entropy 

Btu/lb-‘’R 

t 

V 

1 

' 1 


Vf 



h, 

hffj 

h 

•cr 


s/ 



-10 

19 

19 

0 

01091 

1 

973 

6 37 

69 

82 

76 

19 

0 

01462 

0 

16989 

0 

23 

85 

0 

01103 

1 

609 

8 52 

68 

75 

77 

27 

0 

01932 

0 

16888 

1 

24 

36 

0 

01104 

1 

577 

8 74 

68 

64 

77 

38 

0 

01979 

0 

16878 

10 

29 

34 

0 

01116 

1 

324 

10 68 

67 

65 

78 

33 

0 

02395 

0 

16798 

20 

35 

74 

0 

01130 

1 

099 

12 86 

66 

52 

79 

38 

0 

02851 

0 

16719 

30 

43 

15 

0 

01144 

0 

919 

15 06 

65 

36 

80 

42 

0 

03301 

0 

16648 

40 

51 

67 

0 

01159 

0 

774 

17 27 

64 

16 

81 

43 

0 

03745 

0 

16586 

50 

61 

39 


01175 

0 

655 

19 51 

62 

93 

82 

44 

0 

04184 

0 

16530 

60 

72 

43 

0 

01191 

0 

558 

21 77 

61 

64 

83 

41 

0 

04618 

0 

16479 

70 

84 

89 

0 

01209 

0 

478 

24 05 

60 

31 

84 

36 

0 

05048 

0 

16434 

80 

98 

87 

0 

01228 

0 

411 

26 36 

58 

92 

85 

28 

0 

05475 

0 

16392 

90 

114 

49 

0 

01248 

0 

355 

28 71 

57 

46 

86 

17 

0 

05900 

0 

16353 

100 

131 

86 

0 

01269 

0 

308 

I 31 10 

55 

93 

87 

03 

0 

06323 

0 

16315 


Table XVI. PROPERTIES OF SUPERHEATED FREON 12* 
Saturation properties in italics 



80 PSI A (66 21 T) 

100 PSI A (80 76°F) 

Temp 

°F 

V 

h 

5 

V 

h 

5 

1 

0 BOSS 

84 00 

0 16450 

0 4067 

85 So 

0 16389 

■1 

0 5127 

84 64 

1 

0 16571 




Ml 

0 528 

86 32 

0 16885 




Ml 

0 543 

87 98 

0 17190 

0 419 

86 96 

0 16685 


0 557 

89 64 

0 1 7489 

0 431 

88 69 

0 16996 

110 

0 572 

91 24 

0 17782 

0 444 

90 41 

0 17300 


115 PSI A (90S1°F) 

150 PSIA (109 45-’¥) 

Temp 

1 






°F 








0 3537 

1 

86 20 

0 16352 

0 2697 

1 

87 80 

0 16281 

100 

0 365 

87 94 

0 16663 

1 

1 



no 

0 376 

89 71 

0 16978 

0 271 

87 91 

0 16299 

120 

0 387 

91 46 

0 17283 


89 80 

0 16629 

130 

0 398 

93 20 

0 17581 

0 289 

91 66 

0 16947 


* Copyright 1955 and 1956, E. I, du Pont de Nemours & Co , Inc. Reprinted by 
permission. 
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Table XVII SATURATED AMMONIA' 


-63 11 

0 02271 

49 31 

-41 34 

0 02319 

25 81 

-27 29 

0 02350 

17 67 

-25 0 

0 02357 

1666 

-20 0 

0 02369 

1468 

-17 20 

0 02375 

13 70 

-1664 

0 02378 

13 50 

-ISO 

0 02381 

12 97 

-14 78 

0 02382 

12 90 

-100 

0 02393 

11 50 

-8 40 

0 02397 

11 086 

-7 96 

0 02398 

10 06 

- 50 

0 02406 

10 23 

- 3 40 

0 02410 

9853 

-0 57 

0 02418 

9 236 

00 

002419 

9116 

SO 

0 02432 

8150 

5 52 

0 02433 

8067 

5 89 

0 02434 

7 991 

9 07 

0 02443 

7 452 

10 0 

0 02446 

7 304 

1166 

0 02451 

7 047 

15 00 

0 02460 

6562 

20 0 

0 02474 

5 910 

21 67 

0 02479 

5 710 

25 00 

0 02488 

6 334 

400 

0 02533 

3 971 

56 05 

0 02584 

2 952 

60 0 

0 02597 

2 751 

66 02 

0 02618 

2 476 

68 00 

0 02625 

2393 

70 0 

0 02632 

2 312 

70 53 

0 02634 

2 291 

78 81 ! 

0 02664 

1904 

80 0 

0 02668 

1 955 

850 

0 02687 

1 801 

86 00 

0 02691 

1 772 

88 00 

0 02698 

1 716 

89 78 

0 02706 

1 667 

90 0 

0 02707 

1 661 

92 00 

0 02715 

1 009 

93 13 

0 02720 

1 581 

96 34 

0 02732 

1 502 

97 90 

0 02738 

1466 

100 90 

0 02751 

1 400 

110 00 

0 02790 

1 217 


-0 0599 1 4857 
-0 0034 1 4276 


•Jl-Xtractea oy pemuoaiui* ..um ■ 
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Table XVm. SUPERHEATED AMMONIA* 




Absolute Pressure, psi. 

(Saturation temperature in italics) 


Temp. 


15 



20 



25 




•~27,29^ 



^16.64^ 



-7.55® 




A 

s 

t 

h 


r 

h 

« 

Sat, 

17.67 

€034 

1.S938 

13.S0 

606JS 

1.5700 

10.96 

609.1 

1.5516 

-20 

18.01 

606.4 

1.4031 







-10 

18.47 

611.9 

.4154 

13.74 

610.0 

1.37^ 




0 

18.92 

617.2 

1.4272 

14.09 

615.5 

1.3907 

11.19 

613.8 

1.3616 

10 

19.37 

622.5 

.4386 

14.44 

621.0 

.4025 

11.47 

619.4 

.3738 

20 

19.82 

627.8 

.4497 

14.78 

&1&A 

.4138 

11.75 

625.0 

.3855 

30 

20.26 

633.0 

.4604 

15.11 

631.7 

.4248 

12.03 

630.4 

.3967 

40 

20.70 

638.2 

.4709 

15.45 

637.0 

.4356 

12.30 

635.8 

.4077 

50 

21.14 

643.4 

1.4812 

15.78 

642.3 

1.4460 

12.57 

641.2 

1.4183 

60 

21.58 

648.5 

.4912 

16.12 

647.5 

.4562 

12.84 

646.5 

.4287 

70 

22.01 

653.7 

.soil 

16.45 

652.8 

.4662 

13.11 

651.8 

.4388 

80 

22.44 

658.9 

.5103 

16.78 

658.0 

.4760 

13.37 

657.1 

.4487 

90 

22.8S 

664.0 

.5203 

17.10 

663.2 

.4856 

13.64 

662.4 

.4584 

100 

23.31 

669.2 

1.5296 

17.43 

668.5 

1.4950 

13.90 

667.7 

1.4679 

110 

23.74 

674.4 

.5388 

17.76 

673.7 

.5042 

14.17 

673.0 

.4772 

120 

24.17 

679.6 

.5478 

18.03 

678.9 

.6133 

14.43 

678.2 

.4864 

130 

24.60 

684.8 

.5567 

18.41 

684.2 

.5223 

14.69 

683.6 

.4954 

140 

25.03 

690.0 

.5655 

18.73 

689.4 

.5312 

14.95 

688.8 

.5043 

150 

25.46 

695.3 

1.5742 

19.05 

694.7 

1.5399 

IS.2I 

694.1 

1.6131 

160 

25.88 

700.5 

.5827 

19.37 

700.0 

.5485 

15.47 

699.4 

.5217 

170 

26.31 

705,8 

.5911 

19.70 

705.3 

.5569 

15.73 

E [a 

.5303 

ISO 

26.74 

711.1 

.5995 

20.02 

710.6 

.5653 

15.99 

B 9 

.5387 

190 

27.16 

716.4 

.6077 

20.34 

715.9 

.5736 

16.25 

B 9 

.5470 

200 

27.59 

721.7 

1.6158 

20.66 

721.2 

1.5817 

16.60 

720.8 

1.6552 

220 

28.44 

732.4 

.6318 

21.30 

732.0 

.5978 

17.02 

731.6 

.5713 

240 




21.94 

742.8 

.6135 

17.63 

742.5 

.5870 

260 








18.0i 

753.4 , 

.6025 



30 



33 



40 







SASP 



11.66^ 


So!. 

0SS6 

611.6 

iS36^ 

7.m 

615.6 

1.5256 

7.047 

6154 

1.3m 

10 

9.492 

617.8 

1.3497 

8.078 

616.1 

1.32S9 




20 

>9.731 

623.5 

.3618 

8.287 

622.0 

.3413 

7.203 

620.4 

1.3231 

30 

9.966 

629.1 

.3733 

8.493 

627.7 

.3532 

7.387 

626.3 

.3353 

40 

10.20 

634.6 

.3845 

8.695 

633.4 

.3646 

7.568 

632.1 

.3470 

50 

10.43 

640.1 

1.3953 

8.895 

638.9 

1.3756 

7.746 

637.8 

1.3583 

60 

10.65 

645.5 

.4059 

9.093 

644.4 

.3863 

7.922 

643.4 

.3692 

70 

10.8S 

650.9 

.4161 

9.289 

649.9 

.3967 

8.096 

648.9 

.3797 

SO 

11.10 

656.2 

.4261 

9.484 

655.3 

.4069 

8.268 

654.4 

.3900 

90 

11.33 

661.6 

.4359 

9.677 

660.7 

.4168 

8.439 

659.9 

.4000 

100 

11,55 

666.9 

1.4456 

9.869 

666.1 

1.4265 

8.609 

665.3 

1.4098 

110 

11.77 

672.2 

.4550 

10.06 

671.5 

.4360 

8.777 

670.7 

.4194 

120 

11.99 

677.5 

.4642 

10.25 

676.8 

.4453 

8.945 

676.1 

.4288 

130 

12.21 

6S2.9 

.4733 

10.44 

082.2 

.4545 

9.112 

681.5 

.4381 

140 

12.43 

6SS.2 

.4823 

10.63 

687.6 

.4635 

9.278 

686.9 

.4471 

150 

12.65 

693.5 

1.4911 

10.82 

692.9 

1.4724 

9.444 

692.3 

1.4561 

160 

12.87 

698.8 

.4998 

11.00 

698.3 

.4811 

9.609 

697.7 

.4648 

170 

13. OS 

704.2 

,5053 

11.19 

703.7 

.4897 

9.774 

703.1 

.4735 

ISO 

13.30 

709.6 

.5168 

11.38 

709.1 

.4982 

9.938 

70S.5 

.4820 

190 

13.52 

714.9 

.5251 

11.56 

714.5 

.5066 

10.10 

714.0 

.4904 

200 

13.73 

720.3 

1.5334 

11.75 

719.9 ■ 

1.5148 

10.27 

719.4 

1.49S7 

220 

14.16 

731.1 

,5495 

12.12 

730.7 

.5311 

10.59 

73D.3 

.5150 

240 

14.59 

742.0 

.5653 

12.49 

741.7 

,5469 

10.92 

741.3 

.5309 

200 

15.02 


.^08 

12.86 

752.7 

.5624 

11.24 

752.3 

.5465 

280 

15.45 

764.1 

.5960 

13.23 

763.7 

.5776 

11.56 

763.4 

.5617 

300 







ll.SS 

774.6 

.6765 


* Extracted by permission from Tables of Tbenaodynamic Properties of Ammonia, 
XJ» S- Bureau of Standards Bulletin No. 142. 
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Table XVllI SUPERHEATED AMMONIA {Continued) 



3b6 











ENtnOPV 




Index 


A 

Abbreviations, x 
Absolute pressure, 9 
Absolute temperature, 11, 107 
Absolute zero, 58, 107 
by energy scale, 107 
by gas law, 58 
Absorbent, 285, 313 
Absorption refrigeration, 285 
Absorptivity, 330 
Acceleration, 6 
of gravity, 7 
standard value, 7 
Acetic acid, 206 
Acoustic energy, 26 
Acoustic velocity, 204 
Adiabatic compression efficiency, 13 
gas turbine, 154 
Adiabatic overall efficiency, 130 
Adiabatic process, 74, 211, 215 
compressor, 127 

irreversible, 78, 86, 128, 211, 213 
isentropic, 74 
nonflow, 74 

relations between properties 76 
steady flow, 75, 128 
throttling, 80, 215 
vapors, 211 
work of, 77 

Adiabatic saturation process, 303 
vs. wet bulb, 304 
Adiabatic wall, 40 
Adsorbent, 313 
Aftcrcoolcr, 123 
Air, properties of, 146 
Air compressors, 126, 133, 137 
preferred compression curves, 133 
Air-fuel mixture, dew point, 310 
gas turbine, 100, 104 
partial pressures, 310 
relative humidity, 311 
Air-standard analysis, 174 
Brayton cycle, 151 
Brayton with friction, 155 
Diesel cycle, 178 
gas turbine, 151 


Otto cycle, 174 
regenerative gas turbine, 101 
variations of Brayton cycle, 163 
Air-steam mixtures, 302, 304 
(see Gas-vapor mixtures) 
Ammonia, 364, 305 
as refrigerant, 283, 284 
ol Ts plane, 200 
properties of, 205, 304, 365 
Apparent molecular weight, 293 
Archimedes’ pump, 121 
Argon, constants for, 39 
Articulated construction, 126 
Atmospheric pressure, 9 
standard, 10 

variation with altitude, 131 
Atomic energy, 247 
Atomic number, 247 
Atomic weight, 247 
Automotive engine, 173 
Available energy, 110, 112, 141 
loss of, 116, 117 
Avogadro's law, 60, 293 
Axial-flow compressor, 152 

B 

Barometer, 9 
Beau de Rochas, 171 
Bernoulli, 52 
equation, 53 
Beta particles, 249 
Black body, 330 
Bleeding (steam), 241 
Boiler horsepower, 221 
Boilers, output of, 302 
Boiling point, 11, 192 
Boltzman, L., 119 
and second law, 119 
Bore-stroke ratio, 184 
Boundaries, 2 
Bourdon pressure gage, 9 
Boyle’s law, 50 

Brake engine efficiency, ISO, 229 
Brake mep, 181 
Brake power, 183, 22S 
Brake steam rate, 228 


367 
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INDEX 


Brake thermal efficiency 185 229 
m terms of steam rate 229 
Brake work 21 185 188 228 
Brayton George 150 
Brayton cycle 151 154 
maximum work 154 
variations of 163 
with fluid friction 155 
with regeneration 161 
British thermal unit 16 
Bulk modulus 264 
Butane 39 

C 

Calorific value 

(see Utating lalue) 
Calorimeter, for quality of steam 
210 

Capacity of compressor 132 
Carbon dioxide 39 
as refrigerant 283 281 
on Ti plane 200 
Carnot N L S 93 
principle 104 
Carnot cycle 03 
conclusions on refrigeration 276 
efficiency of, 91 
heating 201 
of ideal gas 05 
on p\ plane 04 05 
on TS plane 03 277 
operation of 94 
refrigeration 277 
reversed 103 277 
Carrene 283 284 
Carrier s equation 306 
Cascade refr gerating system 289 
Celsius 11 
Cham reaction 250 
Charactenst c equation 59 293 
(sec Equation oj stale) 
of ideal gas in mols 294 
Charles law 56 
Chemical energy 26 
Chemical equilibrium 118 
Clausius R J E 41 
inequality 114 
Clearance volume "liStJ 
air compressor 130 
internal combustion engine 177 
Clerk SirDigald 171 
Closed system 3 26 
energy equation 31 
Coefficient of discharge 271 
Coefficient of heat transfer 
(see Transm tlance) 

^efficient of performance 104 276 
of heating cycle 104 291 


of vapor cycle 281 
Cold air standard 175 
Cbld body 90 105 
Combined engine efficiency 180 229 
Combined thermal efficiency 185 229 
m terms of steam rate 229 
Combined work 185 228 
Combustion 159 
energy equation 159 
beats of, 159 
Combustor 160 162 163 
energy diagram 160 
pressure drop m 160 
Component 294 
Compressed air uses of 122 
Compressed liquid 203 
Compressed water 200 203 
Compression stroke 172 
Compression efficiency compressor 136 
154 281 

Compression ratio 08 176 
and efficiency I'O 
IQ terms of clearance 177 
turbo jet eng ne 165 
Compression system of refrigeration 279 
Compressor 126 132 
capacity of 132 
di<placemcDt of 132 281 
example 134 141 281 
for vapors 281 
single^tage 126 128 132 
tno stoge 136 141 
work of 126 128 130 141 
Condensation in gas-vapor mixture 312 
Condenser 306 478 
beating cycle 292 
in power cycle 222 225 
ID refrigerating cvele 279 
Condens ng vapors 4 
Conductance 321 
table of values 320 
unit 321 

Conduction 23 315 
liquids and gases 319 322 
solids 318 323 
through curved wall 323 
through plane wall 381 
Conductivity 316 
laVie ol 

xariationof 317 
Conservation of energy 29 
law of 29 

Conservation of mass 28 
Constant pressure process 38 70 
of gas 70 

of gas vapor mixture 311 
of vapor 200 

Constant xolume process 38 68 
irreversible 69 



INDEX 
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of gas, 68 
of vapor, 210 
Constituent, 294 
Continuity of mass, 28 
Convection, 24 
Conventional diagram, 128 
work for compressor, 128, 130, 138 
Conventional indicator card, 
for single-stage compressor, 128, 129 
for two-stage compressor, 138, 139 
Conventional volumetric efficiency, air 
compressor, 132 
Convergent nozzles, 255, 256 
Convergent-divergent nozzle, 255, 256 
Correction factor for initial velocity, 257 
Counterflow (heat exchanger), 328 
mean temperature difference, 329 
Critical mass, 250 
core, 250 

Critical point, 195 
properties at, 208 
Critical pressure, nozzles, 261 
values of, nozzles, 263 
Critical temperature, 206, 208 
Curved wall, composite, 324 
heat through, 323 
Cutoff ratio, 179 
for ideal IDiesel cycle, 181 
variation of efficiency with, 180 
Cycle, 13 

analysis of, 90, 98, 106 
Bray ton, 151 
Carnot, 93, 95, 98 
closed, 26 
Diesel, 178 
elements for, 91 
Ericsson, 100 
incomplete expansion, 231 
Otto, 174 
power, 92 
Rankine, 233 
refrigerating, 103, 276 
regenerative, 100, 241 
reheat, 238 

reheat-regenerative, 244 
reversed, 103 
reversible, 102 
Stirling, 102 
thermal efficiency of, 92 
work of, 91 

D 

Daimler, Gottlieb, 172 
Dalton’s law, 295 
Datum, for measuring energy, 15 
Dead-center position, 172 
Degradation of energy, 110, 116 
Degree of saturation, 308 


Degree of superheat, 193 
Degree of supersaturation, 266 
Delivered work, 21 
Density, 10 
of mixture, 299 
units of, 10 
Dew point, 298 
fuel-air mixture, 310 
pressure constant, 299, 312 
Diatomic gases, 18, 47 
Dichlorodifluoromethane, 284 
Dichloromethanc, 284 
Diesel, Rudolf, 178 
Diesel cycle, 178 
comparison with Otto, 180 
efficiency, 179 

efficiency vs. cutoff ratio, 180 
Diesel engine, 181 
fuel cutoff ratio, 181 
heat rate, 185 
thermal efficiency, 185 
Diffuser, 272 
ram jet, 164 
vs. nozzle, 273 
Discharge from nozzle, 268 
mass of, 258 
Displacement, 96 

comparison for different refrigerants, 284 
for gases, 96, 97 
for vapors, 281 
of compressor, 132 

Displacement volume, 96, 97, 281, 284 
vapor compressor, 281, 284 
Divergent nozzle, 255 
Double-acting engine, 125, 126 
Double-pipe heat exchanger, 327 
Dry-bulb temperature, 302 
Dyne, 7 

E 

Effectiveness, regenerator, 161 
Efficiency, 92, 135 
adiabatic compression, 136, 154 
brake thermal, 185, 229 
combined thermal, 185, 229 
engine, 155, 186, 229 
indicated thermal, 185, 229 
in terms of steam rate, 228 
isothermal compression, 136 
mechanical, 135, 187, 230 
nozzle, 269 

of actual gas turbine, 160 
of Brayton cycle, 153 
of Carnot cycle, 94 
of combustor, 160 
of Diesel cycle, 179 
of diffuser, 273 

of gas turbine with friction, 155 



S70 


INDEX 


Eflicicncy {Continued) 
of Otto cycle, 175 
of Rankine cycle 227 
of turbo-jct 168 
o\eral! 136 
shaft 136 
\olumetric 132 
Einstein 15 119 247 
mass and enerRj 15 247 
Ejector 273 
Electrical energy 0 
Electrochemical energj 26 
Electromagnetic energj 26 
Electron 247 
Element 247 
Emissivity 330 
Energy 15 

changes of 16 30 297 
conservation 29 
conversion constants 362 
flow work 24 
forms of 25 
fee&t 2'5 
internal 18 
into mass 247 
mechanical kinetic 17 
mechanical potential 16 
transitional 20 23 2o 
work 19 

Energy diagram 31 
adiabatic saturation 301 
bo ler unit 225 
combustor 160 163 
compressor 35, 141 163 
condenser 225 
flu d flow 53 
gas turbines 151 163 
heat exchanger 117 
nozzle 34 
pipe line 225 
pump 225 

regenerative cycle 241 
reheat cjcle 238 
reheat-regenerative cycle 245 
steady flow engine 233 
steam power plant 225 
two fluids 50 

two stage compressor 141 163 
turbo jet engine 105 
variable flow 51 
with friction 52 
Energy equations 30 45 
ad abatie saturation 304 
for enthalpy of exhaust 233 
incompressible fluid 52 
nonflow 30 
simple 30 

steady flow 31 33 45 


Energy scale of temperatures 108 
Engine effic ency 155 186 229 
brake 186 229 
comb ned 186 229 
gas turbine 155 
indicated 186 229 
turbo jet eng ne 109 
values of 1/0 
Enthalpy 32 
-entropy diagram 319 
of compressed liquid 204 
of compressed water 200 203 
of exhaust 233 
of gas-vaptor mixt irc 306 307 
of ideal gas 63 

of low pressure superheated steam 30a 
of mixture of gases '’97 
of steam from nozzle 269 
of vaporizat on 193 104 
of various gases 14 
of wet mixture “’01 
stagnation 154 164 
use in steady flow 33 
Enthalpy of exha ist 333 
for nozzle 209 
Entropy 42 97 104 
change for ideal gas 64 79 
eq lations for (gas) 64 
from Carnot cycle lit 113 
increase of 79 114 
of gas vapor mixture 300 
of H O 196 199 
of in xture of gases *’07 
of let m xture 201 
proluction 114 118 
relation to unavailable energy 110 115 
rovers b!e process 43 
Environment 3 
Equal on of state 58 393 
ideal gas 58 
Equlibrum 23 118 
chemical 1 18 
in nozzle 259 
internal 119 192 
mechanical 118 
states 119 
thermal 23 118 
thermodyram c 119 
Equilibrium expans on (nozzle) 259 
volume during 272 

Equ valent molecular weight '’93 

Ericsson J 100 
cyde 100 

Evaporator 279 286 288 289 292 
Exchanger heat 

(see Heal exchanger^) 

Expans on ratio 98 
Expansion valve 279 288 289 

Extended surface (heaters) 316 
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External irreversibility, 41 
Extracting steam, 241 

F 

Feather valve for compressor, 125 
Feedwater pump, 225 
work of, 225, 239, 243 
Film coefficient, 321 
steam, 326 

Film conductance. 321 
(see Film cocfficienl) 

First law of thermodynamics, 29 
Fission fragments, 248 
barium, 249 
krypton, 249 
Flash tank, 251 
Flow, 

(see Steady flow and Variable flow) 
Flow energy, 24 
Flow work, 24 
Fluid, 4 

Fluid friction in nozzle, 269 
Force, units of, 6 
Four-stroke cycle, 172 
Diesel, 178 
Fourier’s law, 31G 
applied to curved wall, 323 
applied to plane wall, 318 
Free air, 141 
Free body, 3 
Freon 12, 283, 284, 363 
on Ts plane, 206 
Friction, 

effect on entropy, 236 
of flow, 235 
Friction head, 53 
Frictional energy, 52 
Frictional horsepower, 188 
Fuel consumption, 185 
gas turbine, 159 
specific, ICE, 185 
specific, jet engine, 167 
Fuel cutoff ratio, 181 

G 

Gage pressure, 9 
above atmospheric, 9 
below atmo.spheric, 10 
Gamma rays, 249 
Gas constant, 59 
computation of, 59 
for mixture of gases, 296 
specific, 59 
table of, 39 

units of, 59, 60, 61, 362 
universal, 60, 293 
Gas engine, 126 


Gas tables, 146, 147 
entropy function, 144 
properties, 145 
relative pressure, 144 
relative volume, 145 
Gas turbine, 150, 152 
air standard, 151 
compression efficiency, 154 
efficiency, 153 

efficiency vs. pressure ratio, 156 
heat rate, 170 
operation of, 151 
performance data, 170 
rotative speeds, 158 
turbine efficiency, 155 
with fluid friction, 155 
with regeneration, 161 
Gas-vapor mixtures, 298 
adiabatic saturation process, 303 
density, 299, 307 
dew point, 299, 307 
enthalpy, 305, 306, 309 
entropy, 309 
fuel-air, 310 

humidity ratio, 301, 305, 306, 312 
internal energy, 309 
partial pressures, 298, 302, 305, 306 
relative humidity, 300, 307 
total heat, 307, 309 
volume of, 299, 313 
wet-bulb temperature, 302, 304 
Gay-Lussac, J. L., 56 
Generator (refrigeration), 286 
Gibbs function, 119 
Gravimetric analysis, 294, 299 
conversion to volumetric analysis, 296 
Gravitational energy, 16 
Gravity, standard, 7 

H 

Heat, 23, 315 
conduction, 23, 315 
convection, 24 
equations for (gas), 88 
e.xchangers, 31.5, 316 
latent, 194, 207 
of combustion, 159 
radiation, 24, 330 
sink, 90 
Heat balance 

(see Energy diagram) 

Heat capacity, 37 

(see Specific heals) 

Heat content, 33 (footnote) 

Heat exchangers, 220, 315 
absorption refrigeration, 285 
counterflow in, 327 
energy diagram, 117, 141 
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Heat exchangora {Cont nved) 
extended surface 310 
loss of available energy in 117 
parallel flow in 327 
procesa la 220 
types 315 

Heat pump 102 104 201 202 
coefficient of performance 104 291 
Heat rate 100 185 228 
brake 229 
combined 229 
gas turbine 160 170 
ICE 185 
indicated 229 
regenerative engine 244 
steam engine 22S 
steam power plant 228 
Heating cycle 291 
Heating value 158 187 
at constant pressure 159 
at constant toluroe 159 
for computing efficiency 159 
higher 159 
loxver 159 185 

High pressure pan cr plants 253 
H gher heating t slue 159 
Horsepower 30 
boiler 221 
hour 36 363 
minute 36 362 
per ton of refrigeration 278 
Hot air standard 170 
Hot body 90 lOo 
Hoyle Fred 28 
Humidity rclatite 300 
(see Hclatite humidity) 

Humidity ratio 301 
air steam mixture 303 305 300 
fuel in air 311 


Ice point 11 
Ideal cycle 222 

(see name of cycle) 
vs ideal engine 226 
Ideal eng ne 222 
vs ideal cycle 226 
Ideal gas 65 
Avogidro s law OO 
Boyle s law 56 
Charles law 56 
enthalpy 63 
entropy change 65 
equation of state 58 
equations SS 
gas constant 59 362 
internal energy 62 
Joule s law 61 


processes 67 
specific heats 64 
Ideal norlc 20 

(see name of ideal cycle) 

Impulse mOTnentum l60 
turbine work from 166 
Incomplete expansion engine 231 
exhaust enthalpy 233 
mep 232 

thermal efficiency 231 
Ineompress ble fluid flow 53 
Indicated engine efficiency 186 229 
Indicated horsepower 123 
Jnd cated steam rate 228 
Indicated thermal efficiency 186 229 
Indicated work 20 123 185 228 
Indicator 124 
Indicator card 122 

(see Coni-entional irid color card) 
for single-stage air compressor 123 
for two stage air compressor 140 
Initial velocity in noztlc correction for 
257 

Injector 273 

Instantaneous specific heats 47 48 
Intercooler 137 
heat transfer m 141 
in Drayton cycle 163 
pressure drop tl ro igh 170 
Internal combustion engines 171 181 
actual thermal effic ency 185 
automotiie I'S 
compression rat o 176 179 
development of 171 
first law analysis 181 
supercharging 189 
throtti ng 189 
volumetric efficiency 188 
Internal combustion t irbine 
(see (7<w li rb nc) 

Internal energy 18 2(X) 
tvnetic 18 

of gas-vapor mixture 309 
of ideal gas 62 
of liquid 200 
of mixture of gases 297 
of superheated vapor 202 
of vapor 200 
of wet mixture 202 
potential for gas 19 
Internal irrcvers bil ty 41 
Interpolation in steam table 202 
Irrevers biiity 40 116 
external 10” 

Irreversible adiabatic process 78 

m compressor 12S 

value of m in 79 
work of 79 
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Irreversible process, 78, 86 
adiabatic, 78 
entropy change in, 64, 79 
for vapors, 212, 213, 216 
Isentropic process, 74, 211 
for vapor, 211 
ideal gas, 74 
in compressor, 127 
in nozzle, 258 
steady flow, 75 
with variable specific heat, 87 
Isobaric process, 70, 210 

(sec Constanl pressure process) 
Isometric process, 68, 211 

(sec Conslant volume process) 
Isothermal compression efficiency, 136 
Isothermal process, 56, 72 
in compressor, 128 
perfect gas, 72 
vapor, 214 

J 

Jet propulsion, 164 
efficiency, 169 
engine, 165 
work, 166 

Joule, James Prescott, 16, 29, 62, 153 
constant, 16 
Joule cycle, 153 

Joule-Thomson coefficient, 62, 290 
Joule’s law, 61 

K 

Keenan and Kaye, 144 
Keenan and Keyes, 193 
Kelvin, Lord, 29, 62 
biography, 108 
second law, 110 
temperature scale, 108 
Kilo Btu, 220 
Kilow'att, 36, 362 
-hour, 362 
Kinetic energy, 17 
Kirchoff’s law, 330 

L 

Latent heat, 194 
of evaporation, 194 
of fusion, 207 
Law, 
first, 29 

of conservation of mass, 28 
of degradation of energy, 110, 116 
second, 41, 110 
third, 119 


Linde system of gas liquefaction, 289 

Liquefying gases, 289 

Liquids, 

and vapors, 191 
compressed, 200, 203 
percentage, 201 
saturated, 192 
strong, 286 
subcoolcd, 203 
weak, 286 

Logarithmic mean temperature difference, 
327 

Lost work, 213 

due to friction of flow, 235 
due to heat loss, 236 
in nozzles, 269 
in steam engine, 235 
Lower heating value, 159, 185 

M 

Mach number, 169, 264 
Macroscopic view, 1 
Manometer, 10 
Mariotte, Edme, 56 
Mass, 6-8 

conservation of, 15, 28 
flow in nozzle, 258 
into energy, 15, 247 
number, 247 

Matter, composition of, 247 
Maxwell, James C., 41 
Mean effective pressure, 96, 123 
brake, 184 
equation, 97 
indicated, 124 
of Rankine engine, 228 
Mean specific heat, 49 
Mean temperature difference, 327 
Mechanical efficiency, 187, 230 
compressor, 135 
generator, 187 
Mechanical equilibrium, 118 
Mechanical friction, 52 
Mechanical kinetic energy, 17 
Mechanical potential energy, 17 
Mega Btu, 220 
Methyl chloride, 283, 284 
Microscopic view, 2 
Mixtures, 

density of, 299, 307 
gas constant for, 296 
of gases, 294 
of gases and vapors, 298 
of liquid and vapor, 193 
pressure of, 295 
specific heats of, 297 
volume of, 294, 295, 296 
Moderator, reactor, 251 
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Moisture 
m Bir 299 
m steam 192 201 
percentage 201 
Mol 46 61 293 
Mol volume 61 
Molar constant 

(see Universal gaa eonslant) 
Molar specific heat 46 47 297 
Molecular weights 39 48 296 
apparent 293 
equivalent 293 
of air 293 

of gas mixtures 293 206 
some values ol 39 48 
Molecules 2 

Mollier diagram 218 2I9 at rear 
Momentum 166 
Monatomic gases 18 47 
Multistage compression 136 

N 

Neutron 247 
Nekton Sir Isaac 6 
Nentonslaws 6 
Nonllow processes 67 209 
energy equation 30 
work for 21 
Nonflow 6>stem 21 
energy equation 30 
wotV> 21 
Noszle 255 
actual volume 271 
air 258 

convergent 255 256 

critical pressure in 261 

divergent 255 256 

effect of d scharge pressure 261 268 

efficiency 269 

energy diagram 34 25? 

flow through 268 

ideal exit velocity, 257 259 

losses m 269 

mass flow through 258 

ram jet engine 165 

supersaturated flow 266 267 

throat of 255 * 

variation of proper^es m 259 
Nozzle coefficient 269 
Nozzle efficiency 2f9 
Nuclear energy 26 247 
Nuclear poaer plant 254 
Nucleus 247. 250 


Ohm 3 law 323 
Open system 3 27 31 


Optical pyrometer 12 
Otto N A 171 
Otto cycle 174 

(see Internal covihu^l on engine) 
air standard 174 
clearance 177 

comparison with Diesel 180 
efficiency 175 

efficiency vs compression ratio 175 
example 177 
four stroke 172 
two stroke 182 

Over all coeffic ent heat transfer 322 
Over all conductance 322 
Over all effic cncy compressor 136 
(see Combined thermal efficiency) 
Overexpans on (nozzle) 268 

P 

Parallel flow (heat exchanger) 327 
mean temperature difference 329 
Partial pressure 295 
of vapor in muture 301 802 
vs volumetric fraction 206 
Path of state po nt 22 
Percentage clearance 130 177 
ood displacement volume 132 
of air compressors 130 
of interna) combustion eng nes 177 
Percentage moisture 192 
use of 201 
Perfect gas 55 
(see Ideal gas) 

PerpetuoJ motion 
of first kind 86 
of second kind 119 
Phases of substances 4 
Planck 110 
Plan meter 122 125 
Plutonium 248 
Point function 6 22 
Pclytropic process 81 
effect of varying n 85 
ideal gas 81 
m compressor 127 
vapor 215 

Ikilytropic specific heat 82 
Potent al energy 17 
mtemol for gas 19 
Found moss 6 7 
Pounds! 6 
Power 36 

relation between units of 362 
Power cycle 92 103 
pumbw per minute 97 
Power plant 26 
Power stroke 172 
finding number of 184 
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Pressure, S 
absolute, 9 
coeScient, 165 
gage, 9 

saturation, 197, 205. 310 
units of, 10 
Pressure head. 53 
Pressure ratio, 9S 
critical, 262 

Pressure-volume plane. 5 
of vapor, 195 

processes on, 6S-S1, S5, 210-215 
Process. 13, 56 
adiabatic. 74, 211, 215 
adiabatic saturation. 303 
constant pressure. 3S, 70, 20'1, 311 
constant volume. 3S. 6S. 210 
gas-vapor mixtures. 29S 
iseniropic. 74, 211 
isothermal. 56. 72, 214 
nonfioiv, 74 
polytropic, SI, S5, 215 
steady fiorv, 75 
throttling. S6, 215 
Prony brake, 1S3 
Propane, 39 
as refrigerant, 2S4 
Properties, 
extensive, 5 
intensive. 5 
of a substance, 4 
of air, 146 

of ammonia, 205, 364, 365 
of compressed water, 203 
of gases, 147 
of steam, 196-199 
of superheated vapor, 19S. 202 
of two-pbase system, 201 
of wet mixture. 201 
on thermodynamic surface, 20S 
Propulsive elSciency. 16S 
Proton, 247 
Psychrometer, 302 
Psychrometric chart®. 303, at rear 
Pump, efneienev. 225 
work, 225, 23'9, 243 
Phire substance, 3 
Pyrometer, 12 

Q 

Quality, 192 

determination of, 216 
use of, 201 

R 

Radiant heat, 24, 330 
wave lengths, 24 


Radioactive decay, 249 
Ram eoefneient, 165, 170 
Ram effect, 164 
Rankine, Vl'm. J. M., 224 
Rankme cycle, 223 
efficiency of, 227 
net work, 224 
pump work of, 225 
mth incomplete expansion, 231 
Rankme engine, 226 
efficiencies of, 227 
heat rate, 22S 
improving efficiency of, 230 
mep of, 22S 
steam rate, 22S 
Rankine temperature, 11 
Ratio of compression, 9S 
Ratio of expansion, 9S 
Reactor, 250 
boiling, 251 
fuel rods, 251 

Real-mixture standard. 176 
Receiver, 125 
for compressed air, J23 
of heat, 90 

Rectifier (absorption refrigeration), 286 
References, list, 333 
Reficctivity, 330 
Refrigerants, 206, 283 
toxic, 283 
Refrigeration, 103 
absorption, 2S5 
Carnot, 103, 277 
cascade, 2S9 

coefficient of performance, 103, 277, 
281 

cycle, 103, 277, 280 
rating of, 278 
two-stage, 288 
units for measurement. 278 
vapor, 278 

Regeneration, 100, 203 
in refrigerating cycle, 2SS 
Regeneratix'e cycle, 100, 241 
for gas turbine, 161 
pump work for, 243 
saxing with, 244 
Regenerator, 101, 161 
effectiveness of, 161, 171 
pressure loss, 171 
Reheat cycle, 202 
pump work for, 239 
Reheat engine, gas, 163 
Reheat-regenerative cycle, 244 
turbine for, 245 
Relatix-e humidity, 299, 300 
air-octane, 311 
air-steam, 307, 312 
Reserx'oir of heat, 105 
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Res stance 32! 323 
curved wall 323 325 
msulatcd steani line 326 
thermal vs electrical 323 
unit 321 
Resstivity 317 
Reversed cycle 92 103 276 
used for heating 10-t 
Reversible ejcle 102 
engine 104 
most efficient 104 
process 42 
steady flon 44 45 
Re\ersibi!ity 40 
cvfernal 41 
internal 41 

S 

Saturated air 300 
Saturated gas 301 
Saturated liquid 193 
line 105 

Saturated mnturc 193 
Saturated steam 100 197 
Saturated \apor 103 
lae lOo 

Saturation curves 200 
Saturation temperature 102 
of alcohol benzene octane 310 
of ammonia 20o 304 30o 
of Treon 12 3C3 
of steam 196 197 
Scavenging 182 

Second lave of thermodynamics 41 110 

Seebeck T J 12 

‘Separating calorimeter 217 

Shaft efficiency I36 

Shaft work 21 126 

Simple energy equation 30 

Single acting engine 125 126 

S ngle-pass flovT 316 

*5 nk 90 lOo 

Slug 8 

Sol d phase 207 
Some velocity 264 
Source of heat 90 
Specific fuel consumption 167 185 
Specific heat capacity 37 
Specific heats 37 
constant pressure 38 
constant volume 38 
curves of 47 
equations for 37 
instantaneous 38 40 47 48 
mean 49 
molar 46 297 
of mixtures of gases 297 
polytropic 82 


ratio 40 47 

relation betvreen for ideal gases 64 

theoretical values of 47 

umts of 38 

vralues of 39 48 

variable 46 47 48 

variation of 47 

Specific humiditj (now called Hun idity 
ralio) 

Specific volume 10 193 201 
nozzle 271 

Stagnation properties 257 
enthalpy 154 164 
nozzle 2o7 
Standard gravity 7 
Standard ton of refrigcratiori 278 
State 4 
of substance, 5 
path 22 
points 5 

Stead) flow 27 31 
apphcetioQB 34 

cnc^ equation S3 33 50 137 304 
gas vapor mixtures 311 
of incomprCMible fluid 52 
of liquids 53 

of mote than one stream 50 
process lor gases 71 73 75 77 79 S'* 
processes for V apors 211 213 214 215 
'»0 2^1 
S)Stcm 27 
Steady state 91 
Steam 195 

enthalpy at low pressure 30a 
film coefficient 3“^! 

MoUier diagram of 219 at rear 
properties of 190-199 
temperature^ntropy diagram of 218 
Steam power plant 36 
modern cj cles for 237 
Steam rate 223 
and exhaust enthalpj 233 
brake 223 
combined 2^8 
curve of 244 

efficiencies in terms of '*‘*9 
indented 228 
Steam turbine 245 
(see Turbine) 

Stefan Boltzmann law 330 
Stirling cycle 10'* 

Stored energy 17 18 19 25 26 
Strong liquid 286 
Subcooled liquid 203 
‘Sublimation 4 
Subsonic velocity 265 
Suctioii stroke 172 
Sulfur d oxide 39 
on Ts plane 206 
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Superheat, degrees of, 193 
Superheated steam, IBS 
at low pressure, 305 
Superheated vapor, 193, 202 
flow through nozzle, 268 
Supersaturation, 265 
degree of, 266 
expansion, 265, 267 
Supersonic velocity, 265 
Surface conductance, 321 
(see Film coefficienl) 

Surroundings, 3 
S 3 'mhols, 
list of, vii 
for vapors, 193 
Systems, 

classification, 26 
(see Cycles) 
closed, 3, 26 
constant pressure, 38 
constant volume, 38 
definition, 2 
open, 3 

T 

Tables, 

characteristic constants for gases (I), 39 
characteristics of refrigerants (XI), 284 
compressed water (IX), 200 
conductivities (XII), 319 
conversion constants (XIV), 362 
enthalpy of gases (V), 147 
ideal gas formulas (III), 88 
properties of air (IV), 146 
saturated ammonia (X), 205 
saturated ammonia (XVII), 364 
saturated Freon 12 (XV), 363 
saturated steam: pressures (VII), 197 
saturated steam: temperatures (VI), 196 
superheated ammonia (XVII), 365 
superheated Freon 12 (XVI), 363 
superheated steam (VIII), 198 
transmittances (XIII), 320 
variable specific heats (II), 48 
Tare, for prony brake, 183 
Temperature, 10 
absolute, 11 
absolute zero, 58 
centigrade, 11 
deg. Kelvin, 11 
deg. Rankine, 11 
energy scale of, 108 
Fahrenheit, 11 

limiting, in steam power, 237 
measuring, 12 

of constituents in mixture, 299 
Temperature-entropy diagram for steam, 
218 


377 

Temperature-entropy plane, 43 
of vapors, 195, 206 
Temperature gradient, 318 
Thermal conductivity, 316 
(see Conduclivily) 

Thermal efficienejs 92, 184 
actual for ICE, 187 
brake, 185, 229 
combined, 185, 229 
Diesel, 179 

gas turbine (see Gas turbine) 
indicated, 185 
jet engine, 169 
Otto, 175 
Rankine, 227 
Thermal energy, 251 
Thermal equilibrium, 23, 118 
Thermal radiation, 330 
(see Radiahnn) 

Thermal resistance, 321 
(see Resistance) 

Thermal resistivity, 317 
Thermocouple, 12 
Thermodynamic equilibrium, 119 
Thermodynamic surface, 208 
Thermodj’namic temperature, 107 
Thermodynamics, 
definition, 1 
first law of, 29 
second law of, 110 
third law of, 119 
Thermometers, 12 
Third law, 119 
Thompson, Benjamin, 29 
Thomson, Wm., 62, 108 
(see Kelvin) 

Throat, 255 

of nozzle, 256, 264 
pressure at, nozzle, 262, 268 
size, 265, 268 

temperature at, nozzle, 262 
velocity at, nozzle, 264 
Throttling calorimeter, 216 
Throttling process, 86, 215, 279 
for gases, 86 
for vapors, 215 
in calorimeter, 216 
in nuclear steam generator, 251 
loss of work due to, 236 
on Mollier diagram, 219 
vapor refrigeration, 279 
Thrust force, 166 
Ton of refrigeration, 278 
horsepower per, 278 
Torque, 184 
Torricelli, E., 9 
Total heat, 33 (footnote) 
example, 309 

of steam and air mixture, 307 
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Total heat iConhnued) 
psychromotric chart 303 at rear 
Transferred heat 23 
(sec Heat) 

Transit onal energj 20 23 
Transmittance 322 
table of values of 320 
Transmissivity 330 
Triple point 207 208 
Turbine effic cncy 155 23-4 
Turbine 245 
as system 27 

energy equation appl cd to 226 
enthalpy of exhaust from 233 
gas 150 
work 234 

Turbo jet engine 164 
efficiency 168 169 
energy diagram 164 
fuel consumption 167 
pressure coefficient 105 
ram coefficient 1G4 1G5 
thrust 165 1G6 
work ICG 

Turbo prop engine 152 
Two phase system 191 102 
Two stage compressor 136 
energy diagram 141 
example 141 

intermediate pressure for 139 
work for 138 
Two stroke cycle 182 

D 

Unavailable energy 110 118 
comparison with lost work 235 
increase of 114 

relation to sink temperature 112 
Underexpansion (nozzle) 268 
Unit conductance 321 
(see Conductance] 

Unit resistance 321 
(see Re$tstance) 

Units 6 

consistent system 6 
conversion constants 3G2 
Universal gas constant GO 293 3G2 
Uranium 248 


Vacuum pressure 10 
\apor 55 191 
critical point of 195 208 
cycles 222 

distinction from gas 55 
gas mixtures 298 
line 195 


processes of 209 
refrigerat on 278 287 
superheated 193 202 
symbols for properties of 193 
tables 193 196 199 205 
Vaporization 4 192 
enthalpy of 193 194 

V ariable How 50 
energy diagram 51 

Variable specific heats 46 
air standard 176 
curves of 47 
equations for 48 
examples 49 87 
iscntropic with 87 
Velocity coeffic ent nozzle 269 
Vcloc ty from nozzle 256 
actual 270 

Velocity variation nozzle 260 

V ibrat on of atoms 18 
View factor rad ation 331 
Volume 

drawn in 130 134 
of constituents in mixture 299 
of steam in nozzle 271 
of wet mixture 201 
specific 10 

Volumetric analysis 204 298 
conversion to grax metr c analye s 296 
relation to partial pressure 205 298 
Volumetric effic cncy 132 130 
air compressor 13'’ 
comenttonal 132 
internal combustion eng ne 188 
in two stage compress on 136 
m vapor con press on 281 
von Oner eke Otto 9 

W 

Water 194 

(see ilo sture) 
compressed 200 203 
properties 196 197 
W ater rate 228 
VV eak liqu d 28C 
Wet bulb depress on 302 
Wet bulb tempeent ire 302 304 
m total heat 808 
Wet mixture 192 
properties of 201 
Wilson I nc 266 
Work 19 
brake 21 

convention of s gns 21 
cycle vs eng ne 222 
delivered 21 
flow 24 

for rcTcrs ble nonflow process 21 
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from impulse-momentum, 166 

ideal, 20 

indicated, 20 

lost, 213, 235, 23G, 209 

of compressor, 120, 129, 131, 138 

of cycle, 91 

of steady flow process, 127 


shaft, 21 
units, 21 

Working substance, 3, 90 


Zeroth law, 23 



